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Report of the Board of Directors 
to the Minister of Energy 


The march of economic events over the past few years has led Ontario Hydro 
to fundamentally alter the way in which it plans for growth of the provincial 
power system. The availability of money has replaced forecasts of customer 
requirements as the paramount factor in deciding how much new capacity and 
lines to build. The change has profound implications for users of electrical 
power, and indeed for all the citizens of Ontario. 


Faced with an unprecedented rate of inflation coupled with economic reces- 
sion and accompanying unemployment, government at all levels has 
attempted to restrain public spending and achieve a return to economic stabil- 
ity by more carefully allocating the financial resources available to it. 


In Ontario this has led to constraints being placed on the amount of borrowing 
Hydro may undertake to finance the expansion of the province’s electrical 
resources under the program planned to 1985. At the same time rates have not 
been allowed to increase sufficiently to cover the effect of inflation on operat- 
ing costs. Consequently, in 1975, the Corporation’s revenue contributed noth- 
ing towards the enlargement of its capital facilities. As a result of this situation, 
in February 1976, the Hydro Board approved a reduction of $5.2 billion in 
expansion plans through to 1985. This was in addition to the $1.2 billion 
reduction the Board had approved in July, 1975. The reduced program will be 
sufficient to supply a growth rate in annual customer demand of only about 6 
per cent. 


During the past year of financial constraints, however, there was little let-up in 
the demand for electrical power. You will note elsewhere in this report that 
peak demand for electricity in December, 1975 reached a record 14,513,000 
kilowatts, 7.2 per cent higher than in the previous year. In January and again 
in February of 1976 that peak was exceeded. 


These events illustrate why conservation of electricity has emerged as the sin- 
gle most important issue facing Ontario Hydro today and over the next dec- 
ade. Hydro will work closely with the Ministry of Energy in developing 
policies to reduce the growth rate to the level required to keep capital expendi- 
tures within the constraints set by the Government. 


In April, 1975, the Hydro Board submitted its proposed 1976 wholesale rate 
increase to the Minister of Energy for reference to the Ontario Energy Board 
in accordance with section 37a of The Ontario Energy Board Act. The 
increase of almost 30 per cent was the largest ever sought and was the result of 
soaring fossil fuel prices, the need for internally generated capital, and the pro- 
spect in 1975 of the largest deficit in Hydro’s history. 


It should be noted at this point that when an increase in the wholesale cost of 
power is reflected in actual bills to retail customers of the municipal utilities, it 
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becomes a significantly lower figure. For example Hydro’s request for a 30 per 
cent increase in the wholesale cost of power would have resulted in a 21 per 
cent increase in the retail bill of the so-called “mythical, typical residential” 
customer. 


In July, the Provincial Treasurer brought down a supplementary budget that 
directed Ontario Hydro to reduce its capital expenditures by $1 billion, reduce 
its administrative costs by 10 per cent and reconsider its 1976 rate increase 
proposal. Hydro responded by cutting $1.2 billion from its capital program, 
setting a target reduction of $50 million in its 1976 budget, and revising its 
1976 proposed rate increase to 25 per cent. 


In October, the Ontario Energy Board issued Part 1 of its report. It largely 
confirmed Hydro’s position, but as a consequence of using a different 
approach, recommended an increase of 27 per cent instead of the 25 per cent 
proposed by Hydro. Three days later, the Federal government announced its_ 
anti-inflation guidelines: and a week later the Hydro Board, confident that its 
proposal was within those guidelines, reaffirmed its decision to implement the 
25 per cent wholesale rate increase in 1976. This decision was made having in 
mind the Corporation’s statutory obligation to recover the cost of providing 
electricity and in the light of the Energy Board’s confirmation that the increase 
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was not out of line with rising costs. The Provincial Government then 
announced that a Select Committee of the Legislature would examine the 1976 
rate increase proposal to ascertain whether it did indeed meet the federal anti- 
inflation guidelines. 


In December, the Committee recommended to the Legislature an interim rate 
increase of 22 per cent and requested that it be permitted to continue its 
review in 1976. Both were approved and the Hydro Board accepted the verdict 
and implemented an increase of 22 per cent effective January 1, 1976. 


The Hydro Board wants to record its strong support of the anti-inflation pro- 
grams of the Federal Government and the Province. In fulfilling its regulatory 
role under the anti-inflation guidelines, Hydro will, to the best of its ability, 
ensure that retail rate increases proposed by the municipal utilities of Ontario 
meet both the intent and the spirit of the anti-inflation program. 


But the people of this province and the government must accept the fact that 
substantial increases in Hydro rates will be necessary over the next few years. 
The long-term financial well-being of Ontario Hydro and its ability to serve 
the province must obviously be the Board’s paramount concerns. Aside from 
providing for the cost of goods and services that Hydro must pass through to 
its customers, rates should also be high enough to provide some part of the 
funds required to expand the system. In other words, Hydro must move to a 
more “pay-as-you-go” policy. While recognizing the impact of high increases 
on customers, the Board is convinced that they are necessary to maintain the 
capability of the provincial power system to withstand the financial strains 
that lie ahead. 


The supply of fuels, principally coal and uranium, is of continuing concern to 
the Hydro Board. It is hoped that this concern will be relieved to a large extent 
by current negotiations with uranium suppliers and both the coal mining com- 
panies and the Alberta Government. 


Nuclear energy remains in the forefront of Ontario Hydro’s plans for the prov- 
ince’s electrical resources. Although alternative sources such as solar energy 
will ultimately contribute significantly to space heating requirements, at the 
present time there is no practical substitute for uranium fuel in the large scale 
generation of electric power. While the Pickering nuclear station demonstrates 
daily the reliability and safety of the Canadian reactor system, some groups 
are pressing for a re-assessment of the nuclear power program. Ontario Hydro 
will continue its efforts to make information available at every opportunity so 
that the people of the Province and their representatives can make intelligent 
choices. In the view of the Board, any delay or moratorium on nuclear power 
would place the electricity supply of Ontario in serious jeopardy. 
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Choices for the future is the subject of the hearings of the Royal Commission 
on Electric Power Planning that began last year. The objective of the Commis- 
sion’s expedition into our electrical future is to produce publicly acceptable 
guidelines for the future course of electrical development in Ontario. 

This report would not be complete without an expression of appreciation for 
the continuing cooperation received from the Ontario Municipal Electric 
Association and the Association of Municipal Electrical Utilities. 

And again the Board pays tribute to the men and women of Ontario Hydro, 
who, in a year of extraordinary change and challenge, continued to display the 
skills, the judgement, and the dedication that are the hallmark of the Hydro 
enterprise. 

Finally, the Board refers you to the balance of this annual report for a more 
detailed view of Ontario Hydro’s financial position and corporate activities 
during 1975. 


On behalf of the Board 


Robert B. Taylor, Chairman 
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Foreword 
The Corporation 


Ontario Hydro is a special statutory corporation which administers an electric 
power enterprise and has broad powers to produce, buy, and deliver electric 
power throughout the Province of Ontario. It was created as a financially self- 
sustaining body corporate under the name of The Hydro-Electric Power Com- 
mission of Ontario by an Act of the Provincial Legislature passed in 1906. It 
now operates under The Power Corporation Act, Revised Statutes of Ontario 
1970, c 354 as amended. 


The Power Commission Amendement Act, 1973, which came into force on 
March 4, 1974, changed the name of the Corporation from “The Hydro- 
Electric Power Commission of Ontario” to “Ontario Hydro”. It also.changed 
the form of the administration of Ontario Hydro from a six-man commission 
to a Board of Directors composed of a Chairman, a Vice-Chairman, a Presi- 
dent, and not more than 10 other directors. The Act also changed the title of 
the Corporation’s enabling legislation from “The Power Commission Act” to 
“The Power Corporation Act”. These changes did not affect the rights or obli- 
gations of the Corporation. 


In October, 1974, the Board of Directors approved a major reorganization at 
senior management level, including establishing a new Corporate Office. The 
Corporate Office, comprising the president and three vice-presidents, will 
focus on overall corporate objectives and policies, with day-to-day operations 
being the responsibility of seven general managers who report to the vice- 
presidents. 


Ontario Hydro is primarily concerned with providing electric power in the 
Province by generation or purchase and delivering it in bulk to the municipali- 
ties for resale and to 101 direct industrial customers such as pulp and paper, 
mines, and electro-chemical and metallurgical industries. The remaining pri- 
mary sales are made to retail customers either in rural areas or certain commu- 
nities not served by municipal utilities. Ontario Hydro also makes secondary 
sales to other power systems. 


In addition to supplying power, Ontario Hydro, as required by Provincial leg- 
islation, exercises ,certain regulatory functions with respect to the electrical 
service provided by municipalities. For administrative purposes, Ontario 
Hydro maintains seven regional offices in various parts of the province and a 
total of 61 area offices for the administration and operation of the rural sys- 
tem. 


The basic principle governing the financial aspect of Ontario Hydro’s opera- 
tions is that service is provided at cost, which is defined in The Power 
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Corporation Act to include charges for power purchased, operation, mainte- 
nance, administration, fixed charges, and reserve adjustments. The fixed 
charges comprise interest, depreciation, and a provision for the retirement of 
debt over a 40-year period. The municipalities, operating under cost contracts 
with Ontario Hydro, are billed monthly at rates based on estimates of the cost 
of providing service throughout the year. 


The Province guarantees the payment of principal and interest on all bonds 
and notes issued to the public by Ontario Hydro. When borrowing on the US 
public market, the Province issues bonds on behalf of Hydro. 
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OPERATIONS 
Providing power and energy 


Providing electric power to Ontario’s cities and towns, its industries and its 
farms, is a difficult and demanding responsibility. It is a responsibility that has 
increased in recent years because of the necessity to match the increased 
demands for power with those of energy conservation, capital restraints, com- 
peting government priorities, and environmental concerns. 


Throughout the year, Hydro and the 353 associated municipal electrical utili- 
ties continued to meet the growing demands of their 2,647,000 customers. In 
fact, on December 18 — despite the economic recession and a growing conserv- 
ation ethic - Hydro met the largest primary peak demand in its history — 
14,512,648 kilowatts, 7.2 per cent higher than its highest demand counterpart 
in 1974. The system readily dealt with this peak demand; dependable peak 
capacity was increased during the year to 18,666,900 kilowatts due largely to 
the placing in service of another 500,000-kilowatt unit at Nanticoke Generating 
Station. 
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Statistically, in 1975 Ontario’s primary energy requirements climbed 1.8 per 
cent over 1974 to a total of 84,222 million kilowatt-hours, a lower growth rate 
than anticipated, primarily because of the economic slump and labor stop- 
pages in the industrial sector. Monthly peak and energy demands were espe- 
cially low during the high strike activity from July through November. 
However, it is noted that average energy used by residential customers contin- 
ued to climb during 1975 at about the same rate as in 1974. 

Export sales of interruptible power decreased from 5,939 million kilowatt- 
hours in 1974 to 1,996 million kilowatt-hours in 1975, due almost entirely to 
the recessionary climate in the United States. 

During 1975, 48 per cent of the electric energy generated came from hydro- 
electric plants, about 28 per cent from coal and approximately 16 per cent 
from nuclear, while only about 8 per cent was produced by natural gas and oil- 
fired plants. 

Ontario Hydro burned 7,538,100 tons of coal, 1.7 per cent more than in 1974, 
while the 58.3 billion cubic feet of natural gas consumed represented a 6.8 per 
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cent increase. Conversely, oil consumption by combustion turbines declined to 
1,498,700 gallons, a 47.9 per cent decrease from 1974. In addition, 821,262 bar- 
rels of residual oil were burned, while uranium consumption in 1975 declined 
16 per cent, to 238 tons. Production of reactor-grade heavy water totalled 605 
megagrams in 1975. | 
While the admixture of supply continues to reflect considerable reliance on 
fossil fuels, Ontario Hydro — realizing that these resources are dwindling, 
increasing in cost, and subject to interruption by jurisdictions outside of 
Ontario — continues to believe that nuclear power will be its primary source of 
future electrical generation at least for the next 25 years. 

To this end, and to ensure a secure supply of Canadian uranium, Ontario 
Hydro in 1975 entered into joint exploration agreements with Shell Canada 
Ltd. of Calgary and AMOK Limited of Saskatoon to seek new sources of ura- 
nium in Northern Ontario, Saskatchewan and the Northwest Territories. 
Negotiations also continued in 1975 with Canadian uranium suppliers, aimed 
at securing long-term contracts. 
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Energy Conservation 


Meanwhile, Hydro is still awaiting the announcement of the Alberta Govern- 
ment’s coal policy that is expected to result in a licence for Luscar Coal Lim- 
ited of Calgary. First shipments of 2 million tons under this agreement with 
Hydro are expected to commence in 1977 and total Western coal shipments 
are expected to reach 4 million tons annually by 1980. The development of ter- 
minal and transportation facilities through Thunder Bay is proceeding, and 
Hydro is pursuing other sources of Western coal, both in Alberta and British 
Columbia. 


Energy conservation 


As the social and economic priorities of Ontario have changed, conservation, 
along with fiscal restraint, has become one of the key considerations in 
Hydro’s planning. 


The need for conservation becomes particularly apparent and vital with the 
realization that Hydro’s revised capital program will supply an annual peak 
growth rate of six per cent. Hydro’s forecasts —- which were borne out by 1975 
demands — indicate a peak growth rate of seven per cent. 


Consequently, Hydro is accelerating its program of management symposiums 
with industry and business to discuss energy waste, efficient lighting, heat rec- 
lamation, and energy auditing. Hydro specialists are also working closely with 
the Provincial Government’s Energy Management Program, whose efforts are 
mainly directed at efficient heating, ventilation, air conditioning, and lighting 
systems in provincially-owned and leased buildings and educational facilities. 
Advertising campaigns in both the print and electronic media are also going 
forward — all aimed at increasing public awareness of the need for conserva- 
tion and the means of achieving it. 


Realizing that rates and their application can be a major factor in conserva- 
tion, Ontario Hydro has formed a task force that is examining four vital areas: 
pricing, costing, impact and elasticity, the last two of which will help deter- 
mine the effect of future rate structures on the electrical energy consumer. 


Hydro is co-operating with the Ministry of Energy in an on-going feasibility 
study to determine if the heating requirements of a medium-sized community 
could be served economically by extracting heat from existing nuclear stations. 
While studies to date indicate that such applications would conserve consider- 
able quantities of residential gas and oil supplies, initial capital cost for the dis- 
tribution and heat storage systems would be extremely high. Also, residual 
heat from modern electricity generation is extremely low grade and diversions 
to meet community heating needs would entail the burning of extra fuel dur- 
ing off-peak generation periods in order to build up heat reservoirs. 
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ENGINEERING AND CONSTRUCTION 
Planning 


Ontario Hydro, charged with ensuring an adequate supply of electrical power 
for the province in the years and decades ahead, moved into the last quarter of 
the Twentieth Century facing substantially different challenges than those of 
the post World War II boom. 


Throughout the Corporation’s 69-year history, long-range planning had gener- 
ally been based on anticipated growth in demand, but the events of 1975 
caused a drastic realignment in the method and manner of Hydro’s planning. 


Hydro’s priorities for planning now place availability of capital ahead of cus- 
tomer demand. This realignment was brought about by two principal factors: 
rampant inflation, not only in the cost of fuels, but in labor and construction 
materials, and government restraints on public borrowing. These restraints 
reflected both the lack of capital available and the government’s requirements 
for borrowing on the public money market. 


Ontario Hydro, conscious of the impact its transmission lines and stations 
have on the lives and properties of Ontario residents, continued its extensive 
public participation and review processes in 1975. A total of 99,602 man- 
hours were expended by Hydro staff on public hearings at a cost of $2,070,202. 
Comparative figures for 1974 are 136,820 man-hours and $2,660,693. Although 
the cost of public participation dropped last year because of a shift from heavy 
involvement with the Solandt Commission to a lighter commitment related to 
the Bradley-Georgetown transmission lines, the 1975 figures include 15,060 
hours and $290,928 for long-range planning activity and 4,929 hours and 
$134,690 for Select Committee hearings — two functions that did not exist in 
1974. 


The year 1975 was one of intensive activity in the Hydro system expansion 
sector as construction continued at the Bruce Nuclear Power Development, 
Lennox, Pickering, Thunder Bay, Wesleyville, Arnprior, and Nanticoke. 


The presently authorized capital construction program will add about 
14,000,000 kilowatts to Ontario Hydro’s generating capacity by 1985. 


However, in July, 1975, the Provincial Treasurer requested that Hydro reduce 
its capital program, and in January 1976, further restrictions were placed on 
Ontario’s public borrowing. These two actions resulted in a revised capital 
program affecting 11 major projects and reducing capital expenditures by $6.4 
billion through to 1985. 
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POWER DEVELOPMENT PROJECTS UNDER CONSTRUCTION 
as at December 31, 1975 
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Effect of restrictions 


The fourth heavy water plant at the Bruce nuclear complex was cancelled. 
This $562 million plant, with a planned capacity of 600 megagrams per year, 
was scheduled for completion in 1980. 


Completion date of the third heavy water plant at Bruce was postponed for 
two years. 


The second Bruce Generating Station, a four-unit, nuclear-powered plant of 
3,200,000 kilowatts capacity, had its in-service dates deferred for one year, 
with the first unit now scheduled to enter service in 1983. Formal approval of 
the construction schedule of this $2.7 billion plant had been received from the 
Ministry of Energy on October 8, 1975. 


The second steam transformer plant at the Bruce complex, a $206 million pro- 
ject, had its completion date postponed one year to 1982. 


Pickering “‘B” Generating Station, a twin to the existing 2,160,000-kilowatt 
Pickering “A” nuclear station, being built at an estimated cost of $1.8 billion, 


Engineering and Construction 


had its completion date deferred one year with the first of four units now 
scheduled to be in-service by 1981. 


Thunder Bay Generating Station, a two-unit, 300,000-kilowatt coal-fired 
extension to the existing station costing $345 million, was also postponed one 
year with completion dates now set at 1980 and 1981. 


Atikokan Generating Station, a proposed coal-fired station for which the site 
purchase had been approved by government in May, 1975, was delayed one 
year, with in-service dates for the four units now 1983 and 1984. 


Wesleyville Generating Station, a four-unit oil-fired plant of 2,295,000- 
kilowatt capacity with an estimated cost of $956 million, has been delayed two 
years. The units will now come in-service in 1981, 1982 and 1983. 


Darlington Generating Station, a $3.2-billion, four-unit, nuclear plant near 
Bowmanville, was delayed two years. It will have a capacity of 3,400,000 kilo- 
watts. Formal approval was received in 1975 to proceed with the public partic- 
ipation process for this station. It is now scheduled to begin producing power 
in 1986. 


W-3 Generating Station, a third new power project planned for Northwestern 
Ontario, was delayed one year with the in-service date for the first unit now 
1986. 


E-15 Generating Station, was delayed for two years. It is now scheduled for 
service in 1987. Potential sites for this project are being considered along the 
North Channel of Lake Huron. 


Construction during 1975 


The 4,00€,000-kilowatt coal-fired station at Nanticoke, now in partial opera- 
tion, is scheduled for completion in 1977. With five units now in production, 
commissioning of Unit 6 is well under way and it should be ready for service 
by late 1976. 


Nanticoke’s Unit 2, heavily damaged by fire in 1974, was returned to service in 
late 1975 after being down for 17 months. The fire was attributed to retaining 
ring failure and redesigned rings are being installed in all eight units. 


At the Pickering nuclear station, where pressure tube leaks were experienced 
in August 1974, 17 of the 390 pressure tubes in Unit 3 were replaced and the 
reactor returned to full power by March 1975. Similar problems were subse- 
quently discovered in Unit 4 and by year end replacement of the 57 tubes 
affected was well under way. 
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EXPENDITURES ON FIXED ASSETS 1966-1975 
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ludes $253 million payable to Atomic Energy of Canada Limited for Bruce Heavy Water Plant A. 


6,148,222 


The experience and techniques gained at Pickering by engineers from Hydro, 
Atomic Energy of Canada Limited and various suppliers were quickly applied 
to the 3,200,000-kilowatt Bruce “A” nuclear plant, now under construction. 
The Bruce pressure tubes for units one and two were stress-relieved and design 
modifications applied. These actions have caused a six-month delay in the sta- 
tion’s start-up date, and it is now expected to be fully operational by 1979. 


At the Arnprior generating station, construction work on two hydro-electric 
units, with a total capacity of 78,000 kilowatts, is scheduled for completion in 
1976. 


The first unit at Lennox Generating Station, Ontario’s first oil-fired station, 
entered service in January, 1976 and all four units at the 2,295,000-kilowatt 
plant are scheduled for service by 1977. Regular shipments of residual oil from 
Quebec City are now arriving at Lennox by unit train. 


During 1975 a total of 459 miles of transmission lines were added to the Hydro 
system, while the retail distribution system grew by 827 miles. The bulk of the 
new construction involved transmission lines associated with new power gen- 
eration at Nanticoke and Bruce in Western Ontario and the new generating 
stations at Lennox and Arnprior in the east. 


However, opposition to the construction of 500-kilovolt (kV) lines continued 
aS a major concern during 1975, although government approval was granted 
arly this year to a route recommended by the Solandt Commission for the 
Lennox-Oshawa 500-kV link. 


Engineering and Construction 


Public opposition to the 500-kV line required to transmit power south from the 
new Bruce nuclear station to Milton TS, northwest of Toronto, resulted in a 
30-mile section being referred to the Environmental Review Board. Hydro 
plans a new transformer station at Milton, where 500-kV lines from Pickering, 
Bruce and Nanticoke will meet. 


Concern for the environment 


To lessen the effect of Hydro installations and transmission lines upon 
Ontario’s rural and urban environment, the Corporation in 1975 continued its 
policy of introducing on a selective basis more aesthetically pleasing towers 
and sub-stations, and, where economically feasible, underground transmission 
lines. 


New sub-stations have been reduced in height from a maximum of 23 feet to a 
maximum of 15 feet and are utilizing screening techniques and landscaping. 
At Pickering, a storage compound used during construction of the first units 
has been transformed into a 28-acre hilly parkland, and at the second Picker- 
ing nuclear generating station now under construction, excavated material is 
being piled into a hill designed for skiing. 


Public usage for recreational purposes of certain Hydro rights of way is also 
being encouraged, there were about 1,200 garden plots in use on Hydro rights 
of way in 1975. 


Research 


While the major thrust of Hydro research and testing facilities is directed 
towards highly technical subjects, the effect of Hydro’s operations on the envi- 
ronment is also under intensive study. 


Of principal concern is the ecological effect of discharging warm water from 
Hydro thermal stations into Ontario’s lakes and rivers. While government 
agencies have set limits on the temperature of the discharge, Hydro is continu- 
ing extensive surveys of water conditions, with special attention being paid to 
marine and plant life. This on-going program assures that corrective action 1s 
taken if ecological damage is discovered. 


Meanwhile, Hydro is funding university studies to determine the best ways to 
turn these heat discharges to Ontario’s advantage, possibly through the cre- 
ation of lagoons where certain fish species might benefit, or even where the 
swimming season might be extended. 


Research 


In the technical field, Hydro’s research and test facilities, first established in 
1913, assisted in identifying problems of overheating of aluminum wiring con- 
nections in some homes. Although this is an issue that developed primarily in 
the United States, Hydro — in a program carried out jointly with the Canadian 
Standards Association and cable and wire manufacturers — traced the problem 
primarily to faulty installation. Modified receptacles which are more compati- 
ble with aluminum wiring have been adopted for new construction and advice 
in replacement practices is being made available to home owners. 


Studies, experiments and tests also continued at facilities near Kleinburg into 
the heat problems encountered in the underground transmission of high- 
voltage electricity. Tests have shown that air, used as an insulation medium, 
can be successfully applied on underground 230-kV lines. Similar tests are 
continuing in this important field at voltages up to 500 kV. 


Hydro research and engineering is also involved in a myriad of other highly 
technical subjects, all related to more efficient use of electricity and the protec- 
tion of the environment. These include everything from the development of 
light-weight concrete made from fly-ash from coal-fired stations to new insula- 
tors that will allow higher voltage transmission lines on smaller, less obtrusive 
towers. 


Engineering also got under way in 1975 for the Watts from Waste project 
using processed garbage to help fuel Lakeview Generating Station. The joint 
experiment by Ontario Hydro, Metropolitan Toronto and the Ministry of the 
Environment is a pilot project expected to be operational by 1979. It calls for 
Hydro to take 500 tons of Metro Toronto garbage a day, cutting coal needed 
to fuel the adapted boiler by 10 per cent, and involves modification of one of 
the 300,000-kilowatt units and on-site fuel storage. 


SUPPLY 


Hydro purchases in 1975 amounted to $1.4 billion, which, although less than 
1974’s record high of $1.5 billion, were still substantially more than in any 
other year. The decrease from 1974 came about largely through the deferments 
and uncertainties associated with the capital construction program, especially 
at Bruce GS “B”, Wesleyville GS and the fourth heavy water plant at Bruce. 


Coal consumption, at 7.5 million tons, remained about the same as in 1973 
and 1974. Due to market forces arising in 1974 and the wage settlement with 
United Mineworkers in the US, the delivered price rose to an average of $30 
per ton in 1975 compared with $20 in 1974 and $13 in 1973. New sources of 
coal are being developed in Pennsylvania and Western Canada to meet 
increased coal requirements into the 1980’s. 


Staff 


The tight supply market for material and equipment eased in 1975, because of 
such factors as high inventory levels, overproduction in some areas in 1974, a 
general business slowdown in 1975, and the deferment of major construction 
projects in Canada. Lead times for most major items remain unchanged. 


STAFF 


Collective agreements were renewed with the 13,000-member Ontario Hydro 
Employees’ Union and the Canadian Union of Operating Engineers, repre- 
senting 500 employees. Bargaining with the OHEU was completed in three 
months, demonstrating the success of the two parties in improving relations 
since the 1972 strike. 


Under collective agreements negotiated and administered directly through the 
Electric Power Systems Construction Association, stable labor relations pre- 
vailed and the work of 5,000 tradesmen proceeded without major interruption. 
Where disruption did occur, satisfactory settlement followed grievance proce- 
dures and/or arbitration. 


Final offer selection introduced 


Bargaining with the Society of Ontario Hydro Professional Engineers and 
Associates used final offer selection for the first time. This is the process 
whereby each side presents its position and an arbitrator selects one or the 
other. 


Discussion was suspended following an interim agreement in January, and 
final agreement was concluded in September. At year-end, preparations were 
under way to determine by vote the Society’s acceptability as a representative 
of all staff on the management and professional salary schedule. 


In November, a long-term disability plan was introduced which provides disa- 
bled regular employees with 60 per cent of their basic pay after normal sick 
leave has been exhausted. Also introduced during the year was a dental plan 
covering all regular employees and totally funded by the Corporation. 


HYDRO PLACE 


Hydro Place, the new headquarters building for Ontario Hydro, opened its 
doors in the summer of 1975, fulfilling a long-standing need for centralized 
staff accommodation and reflecting the Corporation’s concern for financial 
economies, functional efficiency and energy conservation. | 


New Head Office 


With its sweeping glass facade, the $44,000,000 building at 700 University 
Avenue is a striking addition to Toronto’s skyline and a not unattractive con- 
tribution to the aesthetics of the Queen’s Park panorama, a good deal of which 
it literally reflects. 


The 20-storey building, with 1.3 million square feet of floor space, was 
designed, constructed, and financed by Canada Square Corporation on a 
leaseback arrangement which will give Hydro full ownership in 30 years for 
payment of $1. So at a time when substantial and increased amounts were 
needed for the expansion of the utility’s plants and facilities, the need for 
investing any money in the head office building was avoided. 


Under the arrangement, Hydro occupies the building at a fixed-base rental of 
$4.84 per square foot, including all normal service maintenance. When taxes 
and tenant improvement costs — plus the value of the land, which Hydro pur- 
chased long ago — are added at full value, the total rate per square foot 
amounts to approximately $8, which compares favourably with rental rates in 
downtown Toronto. 


‘Another important aspect of the agreement is that Hydro’s rental rate remains 
partially inflation-proof for 30 years because payments remain fixed except for 
fluctuations in maintenance costs, municipal taxes, and exchange rates on for- 
eign borrowings. 


The office landscape arrangement on each of the 19 floors permits complete 
flexibility in organizing work groups to meet changing needs. Instead of fixed 
partitions, attractive screens and planters are used to provide a degree of pri- 
vacy, to guide traffic and muffle sound. 

Reported Ontario Hydro Chairman Robert Taylor: “...its openness reflects 
Hydro’s approach or philosophy and its efforts to adapt to this strange and 
wonderful world we’re living in...and I'll be the first chairman in Hydro’s his- 
tory to be without any door at all.” 


Designed not only to meet the specific requirements of Ontario Hydro, the 
new building is a “people place” complete with shops, auditorium, library, res- 
taurants, and a multi-level plaza landscaped with trees and shrubs. Two esca- 
lators and a glass-domed walkway connect Hydro Place with the Toronto 
subway system while a tunnel provides access to an existing building that 
houses computer facilities. 


But handsome and functional as Hydro Place is, energy conservation is the 
feature that is attracting widest attention. 
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Hydro Place 


Without a furnace or heating plant of any kind, Hydro Place features an inter- 
nal source heat pump system that collects heat from lighting, people and 
equipment in the core area for perimeter heating in winter. It also provides 
cooling where necessary throughout the year. 


Heated and chilled water are stored in a compartmentalized underground 
storage tank containing 1.6 million gallons of water — for use as required. It is 
operated by means of sensing devices and a computer control system. 


Further economies are achieved by using double-glazed reflective glass win- 
dows and insulation either to conserve heat or to reduce energy use for cool- 
ing, depending upon the time of year. The lighting load has been reduced by 
about 33 per cent by integrating fluorescent units with reflective, V-shaped, 
coffered, ceiling panels. 


Designers estimate that the total energy consumption will be 50 per cent less 
than for new conventional buildings of similar size. That saving in annual 
energy consumption is estimated to amount to 20 million kilowatt-hours -— 
enough to supply 2,200 average homes. 


Financial Review 
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Financial Review 


In 1975 Ontario Hydro incurred a loss of $866 thousand before an extraordi- 
nary charge of $60 million arising from the cancellation of the Bruce Heavy 
Water Plant ’C’, as compared with a net income of $126 million in 1974. This 
reduction in income resulted from increases in total costs, including interest, of 
$200 million offset in part by revenue increases of $73 million. Increases in fuel 
costs accounted for half of the total cost increase. The extraordinary charge, 
which increased the net loss for 1975 to $61 million, represents the costs 
already incurred on the Bruce Heavy Water Plant ’C’ for preliminary con- 
struction and materials, and provides for estimated costs of cancellation of 
contracts awarded for materials and equipment net of anticipated salvage 
credits. 


Total revenue from the sale of electrical power and energy increased by 7% 
over 1974 to $1,071 million for the year. Revenue from sales of primary power 
and energy in 1975 were $1,028 million. This was $132 million or 15% over the 
previous year. This increase arose from increases in rates and in the volume of 
sales. Revenues from sales, by class of customer were: 


Revenues in Revenues in 


$ million $ million Per Cent 
Class of Customer 1975 1974 Increase 
Nranicipalutihties 5.2... ue 654 551 io 
Pe CUSLOINCIS (2 vee hk et alee 248 219 13 
Bre CUCUSTOMEClS#s poy tt we Gut 126 126 
BROCH ee ttee et Sere 1,028 896 IS 


Sales of secondary energy in 1975 amounted to $43 million, $59 million lower 
than in 1974. This decline was almost entirely the result of decreased demand 
for secondary energy by United States utilities. 


Total costs, excluding interest and before the extraordinary charge, rose from 
$648 million in 1974 to $817 million in 1975, an increase of 26%. Operation, 
maintenance, and administration costs were higher by $40 million as a result 
of increases in wage and salary rates, staff levels, and prices paid for materials 
and services. Fuel costs increased by $99 million in 1975, mainly due to higher 
prices paid for coal. The cost of power purchased increased from $61 million 
to $72 million reflecting higher rates together with an increase in the amount 
purchased. Depreciation costs rose $13 million in 1975 to $156 million. 
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Interest expense increased in 1975 by $31 million to $254 million. This repre- 
sents an increase of 14% and is primarily the result of new borrowings during 
the year. 


The amount appropriated for debt retirement as required by The Power Cor- 
poration Act increased by $5 million in 1975 to $78 million. A withdrawal of 
$139 million from the stabilization of rates and contingencies reserve was 
required in 1975 to cover the above appropriation (normally covered by reve- 
nues for the year) and a net loss of $61 million for the year. A provision to the | 
reserve of $53 million was made in 1974. 


The cost of fixed assets in service and under construction increased in 1975 by 
$1,416 million to a total of $8,863 million. Major expenditures included $795 _ 
million for generation facilities, $198 million for transformation and transmis- 
sion facilities, and $251 million for heavy water plants and facilities. The major 
expenditures for generating stations were $295 million at Bruce GS, $108 mil- 
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lion at Pickering GS, and $123 million at Lennox GS. At December 31, 1975 
the cost of fixed assets in service and the accumulated depreciation were: 


In-Service Accumulated 
Cost Depreciation 
Asset Classification $ million §$ million 
eer TOT TACOS Aolae 6 Ses wie 2 oe te ably 3,476 610 
Transformation and transmission facilities ... . 1,568 321 
Retail cisthiDution tacuities. 3 dee cae dt eer: 615 186 
Heavy water production facilities............ Zi 32 
Administration and service facilities ......... 283 87 
Total : 6,199 1,236 


Proceeds from issues of long-term bonds and notes during 1975 totalled $1,624 
million, $1,601 million from new issues during the year and a balance of $23 
million from a 1974 issue delivered in 1975. Canadian currency issues 
- amounted to $649 million while foreign issues amounted to $850 million in 
United States currency (Can. $863 million) and 230 million Swiss Francs (Can. 
$89 million). The average coupon interest rate of 1975 issues was 9.1% as com- 
pared to an average in 1974 of 9.5%. In addition to new bond issues, Ontario 
Hydro assumed a lease obligation of $45 million, payable to Canada Crescent 
Corporation, for the head office building at 700 University Avenue, Toronto. 


Retirement of long-term debt during the year amounted to $206 million. 
Short-term notes outstanding at year-end amounted $180 million, a decrease 
of $70 million from 1974. 


Other significant changes in the financial position were increases in inventories 
of fuel, materials and supplies by $150 million to $367 million, increases in 
accounts receivable and other assets by $49 million to $206 million, and 
increases in accounts and interest payable (including the estimated liability on 
cancellation of the heavy water plant) by $181 million to $511 million. Total 
equity decreased by $61 million to $1,411 million. 


Funds provided from operations during 1975 decreased by $117 million to 
$154 million. Financing provided a net of $1,368 million in 1975, an increase 
of $709 million over 1974. The major application of these funds was for 
expenditures of $1,429 million on fixed assets. 
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Summary of significant accounting policies 


The accompanying financial statements have been prepared in accordance 
with accounting principles generally accepted in Canada. The significant 
accounting policies are described below. 


Fixed assets 


Fixed assets include power supply facilities (generation, transformation, trans- 
mission and distribution); administration and service facilities (land, build- 
ings, office and service equipment); and heavy water production facilities. 


The cost of additions and replacement of component units is capitalized. This 
cost includes direct material and labour, and overhead costs such as engineer- 
ing, administration and procurement that are considered applicable to the cap- 
ital construction program. Interest is capitalized on construction costs based 
on the preceding three-year average of the cost of long-term funds borrowed. 
This rate was 8.0% in 1975 and 7.5% in 1974. 


In the case of nuclear generation facilities, cost includes the cost of heavy 
water purchased and produced. The cost of producing heavy water includes 
the direct costs of production, applicable overheads, interest, and depreciation 
of the heavy water production facilities. 


For normal retirements, the cost of assets retired less salvage proceeds is 
charged to accumulated depreciation with no gain or loss being reflected in 
operations. For unusual or premature retirements, the gains or losses on assets 
retired are reflected in operations. 


Depreciation 


Since January 1, 1971, all additions to fixed assets and the net book value of 
thermal-electric generating stations in service at the end of 1970 have been 
depreciated using the straight-line method. All other assets in service at the 
end of 1970 continue to be depreciated on the sinking fund method. Deprecia- 
tion rates for the various classes of assets are based on the estimated service 
lives, which are subject to periodic review. The service lives of major asset 
classes are: 


Generation—Hydro-electric 50 to 100 years 
Generation—Thermal-electric 30 years 
Transmission and distribution 25 to 50 years 


Heavy water production facilities 20 years 


Accounting Policies 


Nuclear agreement — Pickering units 1 & 2 


Ontario Hydro, Atomic Energy of Canada Limited, and the Province of 
Ontario are parties to a joint undertaking for the construction and operation 
of units 1 and 2 of Pickering Nuclear Generating Station, with ownership of 
these units being vested in Ontario Hydro. Contributions to the capital cost by 
Atomic Energy of Canada Limited and, the Province of Ontario amounted to 
$258 million and these have been deducted in arriving at the value of fixed 
assets in service in respect of Pickering units 1 and 2. Ontario Hydro is 
required to make monthly payments until the year 2001 to each of the parties 
in proportion to their capital contributions. These payments, termed “pay- 
back”, represent in a broad sense the net operational advantage of having the 
power generated by Pickering units 1 and 2 as compared with coal-fired units 
similar to Lambton units | and 2. ; 


Appropriations from net income 


Under the provisions of The Power Corporation Act, the price payable by cus- 
tomers for power is the cost of supplying the power. Such cost is defined in the 
Act to include the cost of operating and maintaining the system, depreciation, 
interest, and the amounts appropriated for debt retirement and stabilization of 
rates and contingencies. 


The debt retirement appropriation is the amount required under the Act to 
accumulate in 40 years a sum equal to the debt incurred for the cost of the 
fixed assets in service. The appropriation for or withdrawal from the stabiliza- 
tion of rates and contingencies reserve is the amount required to stabilize the 
effect of abnormal cost fluctuations. 


Foreign currency translation 


Long-term debt payable in foreign currencies is translated to Canadian cur- 
rency at rates of exchange at the time of issue. Current monetary assets and 
liabilities, including long-term debt payable within one year, are adjusted to 
Canadian currency at year-end rates of exchange. Exchange gains or losses are 
credited or charged to interest expense in the statement of operations. 


Pension and Insurance Plan 


The Pension and Insurance Plan is a contributory, benefit-based plan covering 
all regular employees of Ontario Hydro. The most recent actuarial valuation 


Ze 
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of the plan, at December 31, 1973, indicated an unfunded obligation of 
Ontario Hydro of approximately $55 million. Of this amount, $36 million rep- 
resenting an experience deficiency is being amortized over the years 1974 
through 1978 and the balance of $19 million representing the unfunded liabil- 
ity with respect to improved benefits is being amortized over the years 1974 
through 1989. 


The pension costs for each year include current service costs and the pro-rata 
share of the amount required to amortize the unfunded obligation. 
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STATEMENT OF OPERATIONS 
for the year ended December 31, 1975 


1975 1974 
$°000 $°000 
REVENUES 
RECT ANC-CNGI OY clei cto en cing a oe ee GAs Ale A 1,027,606 896,270 
ary OWED ANG CMETOY boi. mil sccpeetlettg ears aw BRE eee hd 42.989 101,506 
1.070.595 997.776 
Costs 
ee con, maintenance; and administration... ...... 4.40.3. ee ose 315,388 PA yea) 
Fuel Picee Mh PCC GAC ee CR ATOM IS cick colny hc he 8 Guede ds ey 8 yal Poe eG DIL 16 154,037 
Power SN Ue ata IS 9 Pe SAI ee er Te ee ee 72,274 60,699 
Nuclear EP RCRINGHE DAY OOCK I i i 7a oat diye eebe ges kre = kaa oul Reh ao 20,896 15,708 
Be GN NCS 8) ons false hoe. yasvnd poles ao oee als Ghaes 155.617 142.456 
817.451 648.157 
INCOME BEFORE INTEREST AND EXTRAORDINARY ITEM. .......-.00000 00000 253,144 349,619 
RE re cierto, Ghee a uh doer a es Ue Seaside Sis Slee ed 254.010 223.410 
MmmeOSS ) INCOME BEFORE EXTRAORDINARY ITEM .............0 0.000 e eevee (866) 126,209 
Extraordinary GVOTIEN OUCH) hea eA tae cee ek ls Uta ie! 6 lag Be a vs coe 60.000 = 
MR MCI hs Mee gia wer oe. th, SLAs Mad Se vols @iboasele sea heen (60.866) 126.209 
APPROPRIATIONS FOR (WITHDRAWAL FROM): 
Debt retirement as required by The Power Corporation Act........... 78,360 73.184 
Stabilization Or mkes ANC CONUNEENCIES ye oie ee ee. a ale & oa Sie (139.226) 53.025 


(60,866) 126,209 


| See accompanying Summary of significant accounting 


| policies and notes to financial statements. 


AUDITORS’ REPORT 


We have examined the statement of financial position of Ontario Hydro as at December 31, 1975 and the statements of operations, reserve 
for stabilization of rates and contingencies, equities accumulated through debt retirement appropriations, and changes in financial position 
for the year then ended. Our examination included a general review of the accounting procedures and such tests of accounting records and 


other supporting evidence as we considered necessary in the circumstances. 
In our opinion, these financial statements present fairly the financial position of Ontario Hydro as at December 31. 1975 and the results 


_ of its operations and the changes in its financial position for the year then ended, in accordance with generally accepted accounting principles 
applied on a basis consistent with that of the preceding year. 


Toronto, Canada CLARKSON. GORDON & CO. 
March 8, 1976 Chartered Accountants 
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FIXED ASSETS 


Pixecrassets Issel viGe tal COSth 12 Noon pa tae Gee ee an eee 
PessiacCUmru led Ce preciatHMs «os nyageh ba.raliee eure We oy Oe penne 


Fixed assets inder consipuction: at cost | 2. a4.) 4. le ee ee 


CURRENT ASSETS 


Cash and short-term mvestments: (note 3)... soos cok conn dee. 
Pens TECEIVE Dir ae 5% ty Ses 5 Oana a nie sere 5 ee 
Pusl Tor electric eencrationialt COst! pu Gitar 20222 een, oe eee 
Biaterials ano SUDDHCS aLCOSEs 2 soe ite Aa ede onc eens ook 


OTHER ASSETS 


LEVESUTIOMS (MOU AY sy cho eu. chs tha deo Sse nee cht eee ee 
Debt discount and expense, less amounts written off 
divestmont incoal Supply (note y) 04. ora. : culey eta ets eel ay ee 


Long-term accounts receivable and other assets 
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STATEMENT OF FINANCIAL POSITION 


1975 


$000 


6,198,985 
1,235,810 


4,963,175 


2,664,119 


7,627,294 


144,402 
157,311 
288,646 

77,892 


668,25 | 


186,899 
62,408 
24,997 
23,452 


297,196 


8,593,301 


6,353.49! 


1974. 


$°000 


5,780,947 
1,093,277 


4,687,67( 


1,665,82° 


See accompanying summary of significant acco 
ying 
policies and notes to financial statements. 
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Statement of Financial Position 


AS AT DECEMBER 31, 1975 


LIABILITIES 


LONG-TERM DEBT 


Bonds and notes payable (note 6) 
Other long-term debt (note 7) 


Less payable within one year 


“URRENT LIABILITIES 


Accounts payable and accrued charges 
Notes payable 


-ong-term debt payable within one year 
stimated liability on cancellation of heavy water plant (note 1) 


{QUITY 


quities accumulated through debt retirement appropriations 
\eserve for stabilization of rates and contingencies .................. 
Sontributions from the Province of Ontario as assistance for 

rural construction 


1975 


$’000 


6,207,733 
283,908 


6,491,641 


179.659 


6,311,982 


355,212 
180,140 
127,500 
179,659 

27,834 


870,345 


1,094,081 
190,198 


126.695 


1,410,974 


8,593,301 
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1974 


$000 


4,782,514 
245,900 


5,028,414 
118.560 


4,909,854 


225,084 
249,985 
104,876 
118,560 


698,505 


EOl5;725 
329,510 


126,695 


1,471,930 


7,080,289 


EEE SEES ee os re Pe ee ee eee st 


)n behalf of the Board 


.. B. Taylor 


‘hairman President 


D. J. Gordon 
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RESERVE FOR STABILIZATION 
OF RATES AND CONTINGENCIES 


for the year ended December 31, 1975 


Held for 
the benefit 
of all 
customers 


Held for the benefit of 
(or recoverable from) 


certain groups of customers Totals 


$000 
359,326 
(136,676) 


$000 
(10,923) 
4,072 


Balances at beginning of year .... 


Appropriation (withdrawal) ..__. 


Payment to Ontario Municipal 
Electric Association... 0.4 ..~. 


Balances at end of MeAE chose 


EQUITIES ACCUMULATED THROUGH 
DEBT RETIREMENT APPROPRIATIONS 


for the year ended December 31, 1975 


Power District 
(Retail and 
Direct 
Customers) 


Municipalities 


$000 


$000 


Balances at beginning of year ....... 705,998 309,727 942,58 
Add: 
Debt retirement appropriation |... 52,474 25,886 73,18 
Annexation transfers and refunds 8 (12) (4 


Balances at end of year 1,015.72 


758,480 335,601 1,094,081 


See accompanying summary of significant accounting 
policies and notes to financial statements. 


Changes in Financial Position 


STATEMENT OF CHANGES IN FINANCIAL POSITION 


for the year ended December 31, 1975 


RCE OF FUNDS 


rations 


Loss) income before extraordinary item ......... 


dd charges not requiring funds 
1 the current year 


(USELESS a ae er ee 


Other items—net 


ancing 


ong-term debt 


Bteastamd NOLS ISSUE: 6). ec ck ee ba hares 


Lease obligations assumed 


menace Ofnce building (note 7) ...2..0...5..-. 
Less RE ECTMCU SM A eRen ote toe. eile pat Th grey 


hort-term notes—(decrease) increase ............ 


ash and investments—(increase) decrease 


ease in accounts and interest payable 
uding estimated liability on cancellation of 


MA yee AS ates 8 ew eeG wy yy ao 5 


LICATION OF FUNDS 


MICO JIXCR aSsetS ~. 6... oo habe ews 


aordinary item-loss on cancellation 


f heavy water DIAN ACTOR) Uae iel ON) ore ket. 
eases in fuel, materials and supplies ............ 


ease in accounts receivable and other assets 
er items—net 


1975 


$°000 


AMAR Sut APs Rael Gt i (866) 


ee eee ae 155,617 
PER RA INE. sack ties s (Ac153) 


1532593 


1,624,113 


45,000 


(205.886) 


1,463,227 
(69.845) 


- (25.545) 


1,367,837 


ea anes Sean 180.586 


1,702.02 1 


Pere ee eae 1.429.412 


Peete ier Hs lhe 60,000 
SN eae me 150,440 
Noe Pome 48.504 
Ered 8 x aC oe 13.665 


1,702,021 


31 


1974 


$°000 


126,209 


142.456 
2.361 


Ze 026 


670,156 


(163.801) 


506.355 
71,185 
81.389 


658.929 


33.499 


963.454 


ae A SS eS Se ee ee ee ee en eee ee ot eS eee 


accompanying summary of significant accounting 


cies and notes to financial statements. 
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Finance 


NOTES TO FINANCIAL STATEMENTS 


Extraordinary item 


During 1975, in response to the Ontario Government’s publicly expressed concern about capital av 
ability, Ontario Hydro reviewed its capital construction program. On February | 1, 1976 certain spec 
revisions to the long-term capital construction program were announced, involving the cancellat 
of Bruce Heavy Water Plant “C”’, the deferment of proposed new generating stations, and the pi 
ponement of completion of some generating stations currently under construction. Over the next 
years these revisions are expected to reduce planned expenditures by $5.2 billion. The cancellat 
of the heavy water plant has resulted in an extraordinary charge of $60 million against income to w 
off the cost of preliminary construction and materials, incurred during 1975, and to provide for 
estimated costs of cancellation of contracts awarded for materials and equipment. (Constructior 
this heavy water plant had been estimated to cost $562 million). The provision for estimated c 
of cancellation reflects the best current judgement of management, but may be subject to adjustm 
when the final amounts are known. 


2. Interest 


3. Cash and short-term investments 


Interest costs consisted of: 


1975 197 
$000 $’ 
Initerest On bonds, notes,and. other debt.275 54 74 one Seat 459,866 362, 
Wess: 
Ite rest Capitalized esi tecus Vaca celta, © TR 6 ace eR ian Se eR 149,197 84, 
Interest on heavy water production facilities—charged 
LOUCOSPORMCAUY WAL RJ she Alea UW oi ati ie ee eae aoe ee 18,538 18 
Livtepestied on COvO Mb VeSUMEMtS o 25) 1 ae pincer ia net eee 34,049 32 
Net gain on redemption of bonds and 
Sale Oran VeSMNCHtS. gs ee ore ly Sc Pt ea ee a ee, 7,622 3 
Foreign exchange (loss) gain on redemption and 
Iranislanion-or TOretam let coh), daniel ae ante Oe ey ae ni (3,550) 


Cash and short-term investments, with short-term investments recorded at cost (approxime 
market value), consisted of: 


1975 19 

$000 $ 

BRT ae sere sence cat Sem ies eh id ak hs otc ek ee 8,814 7 
Notes of, and interest bearing deposits with, . 
banks anc irist comoantes= 7:15 2.) ets Ah cok nee See 2 108,016 33 
Government and government-guaranteed bonds .............. 22,597 2] 
Corporate DONGS and NOUS at see eee hee nn Re hoe 4.975 € 


nvestments 
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These investments, with maturities beyond one year, are recorded at amortized cost and 


consisted of: 


Government and government-guaranteed bonds 
Corporate bonds and notes 


1975 1974 
$°000 $°000 

168, 102 194.442 
18,797 34,268 

186,899 228,710 


Market value of these investments at December 31, 1975 was $161 million (1974—$208 million). 


Investment in coal supply 


Ontario Hydro and United States Steel Corporation have entered into an agreement for the develop- 
ment of a coal mine owned by United States Steel Corporation.for the supply of 90 million tons of 
coal to Ontario Hydro over a thirty-year period commencing in 1976. Ontario Hydro has agreed to 
advance up to $48 million for mine development and equipment, to guarantee lease payments for 
mine equipment and rolling stock leased by United States Steel Corporation, and to make subsequent 
advances for a portion of the cost of equipment replacements. Advances and associated costs, such 
as interest, amounted to $25 million to December 31, 1975. These advances and associated costs are 
to be amortized on a tonnage basis and included as part of the cost of the coal purchased under this 


agreement. 


Bonds and notes payable 


Bonds and notes payable, expressed in Canadian dollars are summarized by years of maturity and 
by the currency in which payable in the following table: 


1975 


Years Principal outstanding Weighted Average 

f maturity $000 Coupon Rate 
Canadian Foreign Total 

1975 — — == 

1976 166,327 5,830 L727 

1977 125,767 10,543 136,310 

1978 171,685 25,009 227244 

1979 137,602 10,544 148,146 

1980 77,050 178.818 255.868 
l- 5 years 678,431 261,294 939,725 6.1% 
6-10 years 801,045 436,639 1,237,684 13 
1-15 years 270,445 115,530. -385:975 6.0 
6-20 years 416,497 = 416,497 8.1 
1-25 years 1,398,812 589,383 1,988,195 8.4 
6-30 years — W253 9165.7) 71,239:657 8.8 

3,565,230 2.642.503 6.207.733 

Tency in which payable 
SM MIMOOMALS 2 oh ok tore lgos es 3,565,230 
mestates dollars... 6). 2... 0... 2,392,984 
st German Deutschemarks ....... 134,858 
ROS re he yk dha ot « 114.661 


6,207,733 


Principal outstanding 


$°000 


111,960 
170,910 
135,982 
218,765 
148,270 


785,887 


728,809 
358,340 
381,295 
1,668,312 


859,871 


4.782.514 


3,028,634 
1,590,859 
13.7109 


pve} 2 
4,782,514 


1974 


Weighted Average 
Coupon Rate 
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(1) All bonds and notes payable are guaranteed as to principal and interest by the Province of Ontari 
Bonds and notes payable in U.S. dollars include $2,282 million (1974—$1,556 million) of Ontario Hyd 
bonds held by the Province of Ontario and having terms identical with Province of Ontario bonds so 
in the United States on behalf of Onatrio Hydro. 

(2) Long-term bonds and notes payable in foreign currencies are translated to Canadian currency at rat 
of exchange at time of issue. If translated at year-end rates of exchange, the total Canadian dollar liabil 
would be increased (decreased) by a net of: 


1975 19 

$°000 $0 

iiited:S Pitesortr Seer ees Ue © coca Cee ks eke el ee (205) (46.0 
Wiest Clerman: DIOUIScheMIAEnS. 6. ache o6 = 85 bt ot eee ree Oe ee ee 34,183 49.8 
SOSS FYANGS Sele chee ee Mend he ote oe Mice ese eee ee eae 13,478 13,3 
| 

42.456 17.1 

= 

7. Other long-term debt 1975 19 
Other long-term debt consisted of: $000 $C 


(a) The balance due to Atomic Energy of Canada Limited for the purchase . 
of Bruce Heavy Water Plant “A”. Under the purchase agreement, Ontario | 
Hydro pays equal monthly instalments of blended principal and interest to 
December 28, 1992. with interest at the rate of 7.795% ................. 239,300 “a 


(b) Lease obligations assumed under the lease with Canada Crescent | 
Corporation for the head office building at 700 University Avenue, Toronto. | 
Effective October 1, 1975, the date of commencement of the lease, an | 
amount of $45 million (U.S. $43.9 million) being the present value of the 
future rentals under the lease (excluding charges for taxes, utilities and 
maintenance), discounted at an interest rate of 8%, was capitalized as a fixed 
asset under “administration and service facilities”. The lease term is for the 
30-year period ending September 30, 2005, at which time ownership of the | 
building may be acquired by Ontario Hydro for$] ................... 44.608 — 


Payments required on the above debt, exclusive of interest, will total $44 million over the next | 
years. The amount payable within one year is $7.5 million (1974—$6.6 million). 


8. Reclassification of 1974 comparative figures 


In order to be consistent with the presentation adopted in 1975, an amount of $13,103,000 previor 
included with operation, maintenance and administration expense in 1974 has been reclassifie¢ 
depreciation. , 


9. Anti-Inflation program 


Effective October 14, 1975 the Government of Canada passed the Anti-Inflation Act (Canada). Sul 
quently, the Province of Ontario entered into an agreement with the Federal Government wher' 
Ontario Hydro is subject to the guidelines under this Act only in the matter of employee compensat| 
Ontario Hydro’s prices for electricity will continue to be reviewed by the Ontario Energy Board 
is not anticipated that the Anti-Inflation Act will have any material effect on the 1975 financial sté 
ments of the Corporation. 
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PENSION AND INSURANCE FUND 
STATEMENT OF ASSETS 
as at December 31, 1975 
1975 1974 


$ °000 $ ’000 
‘ixed income securities 


movernment and government-guaranteed bonds... 0.6. ke ee, 119,873 145,660 
Berar tS UAITICISwt sae toa vee ee fo RAM, ORs, BI em oleae hw AIS 2 G4 108,299 74,279 
ERG OIL PACES Bach UNcra Ritesh rue h rp yel cc kA eh Souk doherty Gael datt Wee. sph so 170,666 133,685 
tal TR CCINCOMEe SECULIUIOS (a ree Ai ant 5.1 c gten aiaiNe oy citnite Ae nw cane 398,838 353,624 
Be ecm COLPOldlG EMaren (ae OG Py ks Wie SIERO Ea ae wit Mas au a Me 189,512 158,529 
Meee SOLt-Terny INV estmiIentS |). chee Rt iy fee amh ihe! cade Ee ne eas 170 a ew 
~ TE AEESHS ES eo a v Ec tees 588,520 515,340 
AL bSG ETA hifes CoCT ie actin lle, Ore 4 sa hls 5 ae vae hee «Sh ag REG Patan UG tre ON ae 5,299 4,784 
Spee LOM Ct arier VOlOr ws Stet ow. WARE Pie ots J eye eee et ore 796 


599.487 520,920 


Jotes 


. The most recent actuarial valuation of the plan, at December 31, 1973, indicated an unfunded obliga- 
tion of Ontario Hydro of approximately $55 million. Of this amount, $36 million representing an 
experience deficiency is being amortized over the years 1974 through 1978 and the balance of $19 
million representing the unfunded liability with respect to improved benefits is being amortized over 
the years 1974 through 1989. 


. In the above statement of assets, bonds are included at amortized cost, first mortgages at balance of 
principal outstanding and shares at cost. Total bonds and shares at December 31, 1975 with a book 
value of $418 million had a market value of $372 million. (1974: book value $378 million—market value 
$304 million). 


AUDITORS’ REPORT 
(Pension and Insurance Fund) 

We have examined the statement of assets of The Pension and Insurance Fund of Ontario Hydro as at December 31. 1975. Our examina- 
on included a general review of the accounting procedures and such tests of accounting records and other supporting evidence as we 
onsidered necessary in the circumstances. 

In our opinion, the accompanying statement presents fairly the assets of the fund as at December 31, 1975. 
oronto, Canada CLARKSON. GORDON & CO. 
March 8, 1976 Chartered Accountants 
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APPENDIX I - OPERATIONS 


The Table of Power Resources and Requirements on pages 40 and 41 shows 
the primary peak requirements for the month of December and the dependa- 
ble peak capacity of resources at that time. A separate table on pages 38 and 
39 gives the dependable peak capacity and the December maximum output of 
major Ontario Hydro generating stations and of the major sources of pur- 
chased power. Any comparison of total requirements and resources should 
make allowance for that part of total requirements that may be interrupted 
over the peak period under contract terms accepted by the customer. In 1975 
this was approximately 264,400 kilowatts. 


The dependable capacity of the hydro-electric generating stations is the esti- 
mated output which an analysis of stream-flow conditions indicates the station 
is capable of producing 98 per cent of the time. It can be expected to exceed 
this output in 49 out of 50 years. Since the stations so rated are distributed on 
many widely separated watersheds and since all would not be simultaneously 
affected by low stream flows, the amount by which the total hydro-electric 
generating capacity of the system exceeds the sum of the various station 
capacities represents the diversity in stream flow within the system. The 
dependable peak capacity of the thermal station is the net output of its fully 
commissioned units. 


The analysis of energy made available by Ontario Hydro on page 43 shows for 
the East and West System components and the Total System the energy 
obtained from each major source in 1974 and 1975 and the related percentage 
changes in 1975. The table also shows the corresponding primary and second- 
ary energy supplied in each year together with the percentage changes in 1975. 


Total energy made available declined by 1.8 per cent from that of 1974 to 
89,140 million kilowatt-hours. Production at Ontario Hydro generating sta- 
tions was 72,697 million kilowatt-hours, 4.7 per cent less than in 1974. This 
output consisted of 35,128 million kilowatt-hours from hydro-electric genera- 
tion, 6.9 per cent less than in 1974, and 37,569 million kilowatt-hours from 
thermal-electric generation, 2.6 per cent below 1974 production. Conventional 
thermal-electric output increased 5.0 per cent to 26,254 million kilowatt-hours 
and output of nuclear stations declined 16.5 per cent to 11,304 million kilo- 
watt-hours. The energy from combustion turbines was 11 million kilowatt- 
hours, 48.1 per cent less than 1974. At the same time the amount of purchased 
energy rose 13.7 per cent to 16,443 million kilowatt-hours. 


During the early months of the year, stream flows were augmented by water 
from storage reserviors. The spring freshet restored most lakes to near or 
above normal levels. From the end of May storages declined. In the East Sys- 
tem, although there was some improvement toward the end of the year, the 
total usable water, excluding the Great Lakes, was about 12 per cent below 
normal and it was 25 per cent below normal in the West. Of the four major riv- 
ers the Niagara and the St Lawrence had mean flows in excess of their ten-year 
moving averages by 12.7 and 11.3 per cent respectively and the mean flows on 


Energy Made Available 


the Ottawa and Abitibi Rivers were 24.6 and 23.5 per cent below the averages. 


ENERGY MADE AVAILABLE BY ONTARIO HYDRO 


East System 
Generated (Net) 
Hydro-Electric . .. 
Thermal-Electric— 
Conventional, Nuclear 
& Combustion Turbine ...... 


MotaliGeneratedians wi... aso oy 
Purchased eso. -cu ne 
Transferred In or (Out). . 
Primary.... 
CCONGALY: 2 sear oe an 


nOtAlins tee eo : 


West System 
Generated (Net) 
Hydro-Electric ... . 
Thermal-Electric— 
Conventional. combustion 
turbine and diesel-electric .... 


Total Generated . 
Purchased . Ae 
Transferred In or (Out) 
Primanyiee: .... 
Secondary. ... 


otal. 


Total System 


Generated (Net) 
Hydro-Electric 
Thermal-Electric— 
Conventional. Nuclear 
Combustion Turbine 
& Diesel-Electric 


Total Generated 
Purchased 
Primary 
Secondary 


Total 


33,331,164.244 


38.394.715.930 


71,725,880,174 
12.788.304.988 
952,700,000 


85.466.885.162 


4.417.562.600 


174.135.200 


4.591.697.800 
1,667,.854,000 


(952.700.000) 


37.748.726.844 


38.568.851.130 


76.317.577.974 
14.456.158.988 


77,389,285.490 
8.077.599.672 


5.306,808.800 
43.000 


82.696.094.290 
8.077.642.672 


90,773,736,962 


30.929.191.453 


37.550.120.670 


68.479.312.123 
14 717,360,142 
1,213,880.000 


Increase 
or 
Decrease 


79.512,594.703 Pal 
4.897.957.562 


84.410,552.265 — 12 


4.199.116.900 


18.762.420 


4.217.879.320 
1.725.846.400 


(1.213,.880.000) 


5.306.85 1.800 4.729.845.720 


35.128.308.353 


37.568.883.090 


72.697.191.443 
16.443.206.542 


Sao 


4,709.3 13.720 
20,.532.000 


—10.9 


— 6.9 


84.221.908.423 1.8 
4.918.489.562 


89, 140,397,985 
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River 


Niagara 


Welland Canal 


St. Lawrence 


Ottawa 


Madawaska 


Abitibi 


Mississagi 


Mattagami 


Montreal 


Various 


Nipigon 


English 


Kaministikwia 
Winnipeg 
Aguasabon 


Various 


Appendix I—Operations 


Hydro-Electric Generating Stations 


# # Sir Adam Beck—Niagara No. | 


Sir Adam Beck—Niagara No. 2 
Pumping—Generating Station 


**Ontario Power 
**Toronto Power 


DeCew Falls No. | 

DeCew Falls No. 2 
Adjustment to Niagara River Stations, an allow- 
ance for use of water diverted to Ontario Hydro 
from the plant of another producer 


Robert H. Saunders—St. Lawrence 


Des Joachims 

Otto Holden 

Chenaux 

Chats Falls (Ontario half) 


Mountain Chute 
Barrett Chute 
Stewartville 


# # Abitibi Canyon 


Otter Rapids 


Aubrey Falls 
George W. Rayner 
Wells 

Red Rock Falls 


Kipling 
Little Long 
Harmon 


Lower Notch 


Other Hydro-Electric Generating Stations 


© Adjustment for diversity 


Sub-total East System Component 


Pine Portage 
Cameron Falls 
Alexander 


Caribou Falls 
Manitou Falls 


Silver Falls 
Whitedog Falls 
Aguasabon 


Other Hydro-Electric Stations 


© Adjustment for diversity 


Sub-total West System Component 


Total hydro-electric generation 


ONTARIO HYDRO’S POWER RESOURCES-— 1975 


Maximum 
Output* 


Dependable 
Capacity* 


Annual Energy 
Output (Net) # 


kWh 


420,000 341.200 2,638.337.280 

1.292.000 1.297.500 9.287.429,000 
108,000 63.000 — 122,340,000 
98.000 728,113,000 
~2.341.410 
158,152,000 
894.903.100 

~75.000 
696.000 860.000 7.214.685.000 
367.000 382.000 2.007.958.600 
193.000 217.000 987.995.400 
108.000 117.000 656,347,000 
73.000 80.000 488.260,000 
164.000 144,000 251.191.600 
172.000 160.000 257.260.700 
168.000 160,000 265.426.000 
226.000 165,000 1.192.218.900 
177.000 170,400 610.689.300 
158.000 158.000 189.822.603 
46.000 42.000 70,316,940 
229,000 121,000 343.070,000 
40.000 42.000 188,114,800 
142.000 137.500 532.956.200 
125.000 68.000 464.572.900 
125.000 138.000 539.189.200 
252.000 123.000 344.935.400 
137.200 135.460 741.927.940 

78.800 
5.577.000 eee 30.929.191.453 
114.800 909,900,000 
” 75.000 : 602,961.000 
62.400 ' 488.634,000 
70.500 ‘ 565,515,000 
59.600 ; 433,963,500 
45.700 201.973.000 
49,000 58. 438,029,000 
45,000 : 286,455,000 
29.700 3 271,686,400 

27.000 

4,199.116,900 


35,128.308.353 


nh ehrnall 


Power Resources 


ONTARIO HYDRO’S POWER RESOURCES- 1975 


Location Thermal-Electric Generating Stations 
Kingston WennOX speeds eae eee ected 
Courtright am btoniere asc acne ete er ats a 
Windsor J. Clarke Keith. ... 
Nanticoke INA2DUCOKG aera aes ee oe 
Toronto AKC VIC Witeiete his cate 

Richard L. Hearn 
Pickering Pickering (Nuclear) .. . 
Rolphton Nuclear Power Demonstration . 


Combustion Turbines . 
Sub-total East System Component ..... 


Thunder Bay Thunder Bay 


Combustion Turbines ad Diesel: Biceuie 
Sub-total West System Component 


Total Thermal-electric generation... . 


Sources of Purchased Power 


AECL—Douglas Point Sitar 
Detroie Edisoni@ oye end ny mcene wt 
# #Niagara Mohawk Power Corp. 
**Canadian Niagara Power Co. 
Power Authority of the State of New York cae 
# # Quebec Hydro-Electric Commission 
Dow Chemical...... oe 
##Abitibi Paper Co, Ltd. ....... 
Great Lakes Power ...... hoe 
Miscellaneous (relatively small suppliers) . 
International Nickel Company 


Sub-total East System Component’. . 


Manitoba Hydro-Electric Board 
Ontario-Minnesota P&P Company Limited 


Sub-total West System component 


Total Generated _. 


Total Purchased _... 


Total Generated and Purchased. . 


*The power capacity and output reported in this table are the 20-minute peaks for the month of December. Since the various maximum 
outputs do not coincide, their sum is not the peak load of the system. 


# Net output of generating stations or the total received from suppliers. 


**25—hertz. 


# #25—and 60—hertz. 


Adjustment to reconcile the sum of the plant capacities with the calculated capacity of the East System and West System components, 


each considered as a whole. 


Maximum 
Output* 


Dependable 
Capacity * 


850.000 


2,100,000 2,100,000 


256,000 83.500 


2.471.000 2.450.000 


2.298.000 
1,196,000 


1,690,000 
861,000 
2,056,000 1,557,000 


22,000 
384.400 


22,500 
182.320 


0 
454.000 
44.000 
267,000 
1,226,000 
46,000 
22.200 
50,000 


200.000 


215,000 
14,000 


yee 1,601,800 
18,666,900 


Annual Energy 
Output (Net) # 


kWh 


468,277,000 
6,084.3 14.000 
25,447,100 
8.973,259.000 


5.316.433.000 
5,368.479.600 


11.150,125.000 


153,686,000 
10,099,970 


17,545.300 
1,217,120 


18,762,420 


37,568,883.090 


553,935,688 
0 
2,274,090,000 
209.870.000 
436,825,000 
10,842,123,800 
96,952,800 
165,919,896 
66,514,758 
70,186.700 
941,500 


14.717,360.142 


1,705,214,000 
20,632,400 


1,725,846,400 
72,697,191,443 
16,443,206,542 


89,140,397,985 
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POWER RESOURCES AND REQUIREMENTS 


TOTAL SYSTEM 


Net Increase 


Dependable Peak Capacity 


Generated! bivdro- Elect Creer: eta tee) 0o reer 6,294,100 6,155,700 —138,400  —2.2 
Thermal-Electric . 22... 7,863,600 10,909.400 3.045.800 
otal Generated a sere are 14,157,700 17,065,100 2,907,400 
Purchased 1.600.800 1.601.800 1.000 
Total Generated and Purchased 15,758,500 18,666,900 2,908,400 


Reserve or Deficiency 2,220,268 4.154.252 1,933,984 87.1 


*Primary Power Requirements 


13,538,232 14,512,648 974.416 1? 


Ratio of Reserve or Deficiency to Requirements % 16.4 28.6 


TRANSMISSION LINES AND CIRCUITS 
Classified by Voltages and Types of Supporting Structures 


Line Route MILEs Circuit MILes 


At Dec. 31 At Dec. 31 At Dec. 31 At Dec. 31 
1975 1974 1975 


1974 


500,000-volt aluminum or steel tower .... 


343.000-Volt steel towerdks Sane eee S 
230,000-volt aluminum or steel tower .... 6,472 
230,000-volt wood pole ................ 848 
230,000-volt underground .............. 4 
LTS, 0O02volt steel towers) Ar. ad, 3.137 
11S 000-volt wood pole 4 he fe. at ss 2,874 
115,000-volt underground .............. 105 

69.000-valt wood pole a. seFae ae gee 166 

60,000-volt steel tower or wood pole .... 8 
44,000-volt and less wood and steel ..... 8,420 


«Zug Sls blah 20 Gai e a Aa ie cae ated 21) 18,897 23,741 


Power Resources and Requirements 


DECEMBER 1974 AND 1975 


East SYSTEM COMPONENT 


5,715,000 
7.734.600+ 


5,577,000 
10.783.400 


579,100 
129.000 


13,449,600 16,360,400 


708,100 


1.400.800 1.401.800 200.000 


14.850.400 17.762.200 908.100 
1.946.618 3.787.962 185.430 
12.903.782 13.974.238 722.670 


15.1 


He Dae) 


904.700 


WesT SYSTEM COMPONENT 


704,700 


200.000 


343.860 


560.840 


61.3 


578,700 
126.000 


4] 


The capacities shown are those available for a 20-minute period at the time of the system primary peak demand in December. the capacity 


of the purchased power sources being based on the terms of the purchased contract. Requirements shown are the maximum peaks for 
December on the East System Component and the West System Component. and a coincident value for the Total System. The coincident 
value. however is not the sum of the component maximum requirements, which occur at different times. Some part of the East System 
requirements is subject to interruptions over the peak period in accordance with contract terms accepted by the customers. the total 
possible load subject to such interruptions at the time of the 1975 peak being 264.400 kW. 


= 


1974 December peak. 


DISPOSAL OF ENERGY BY ONTARIO HYDRO 
1975 


BERN AIM AIES see ret ey eee at eet regs sare Seen oe 
BOND TECUGUSLOMELS ei aces eee ke oe et eres aes Fae aa 
BA IIDCSSOMINCSAIG a nunen, Seng eves. sega pas he 8 ere ineptio otras qe 


SUD EEO Cal eeeeereer a eaotae e Sehcust. fleece RRA ier Cee a 


To Retail Customers 
Hoptownsand Villages 2 .....00...... BSS ea PaaS he 
“Wop PRUNE ZAIRE) oy er Ec es ce ce near 
EWiilittesstorResalets oe gia ce ss Caeat ee as 


SH DetOtalieneie ou. sees eS eR PN PELE AN Sat nit 


To Ontario Hydro Heavy Water Plant and Construction Projects* ... . 


Bea Ee GVA Semen yaa a Aerie aeaastl gee uaa oder meee 
rcmibution osses.6c Unaccounted for. .¢....-.<2.:<2+-654-s 
Transmission Losses & Unaccounted for ................ 


Total Primary & Secondary Energy Supplied ................. 


Primary 
kWh 


54,522,783,8607 
9,915,105,830 


2.672.602.0027 


67.110.491.692 


388,688,300 
10,638,283,600 


22.400.400+ 
11.049.372.300 


534.664.95 | 


78,694,528,943 
1,03 1,325,600 


4.490.523.880 


84,216.378.423 


Secondary 
kWh 


7,896,562 


4.916.123.000 


4.924.019.562 


4,924,019,562 


4.924.019.562 


One Pickering and four Nanticoke units reinstated as dependable following an extended outage period which had encompassed the 


Total 
kWh 


54,522,783,860 
9,923,002.392 
7.588.725.002 


72.034.511.254 


388,688,300 
10,638,283 ,600 
22.400.400 
111.049.372.300 
534.664.95 | 
83,618,548,505 
1,03 1,325,600 
4.490.523.880 


89.140.397.985 


+ The three quantities of primary power thus indicated, amounting to 57,217,786,262 kWh, were delivered to municipal and other utilities 


for resale. 


This energy was included in energy supplied to Rural Areas and Direct Customers prior to 1975. 
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ANALYSIS OF 
by Ontario Hydro and Associated 


SALES BY ASSOCIATED 
MUNICIPAL 
ELectrIcAL UTILITIES 
LISTED IN 
STATEMENT A 


kWh % 
Ultimate Use: 
Residential Service 
ONUMUOUS OCCU paliCy oe Ma iaue maa ..< gy eee hoe ge aetna 15,394,846,066 29.3 
INTEPMIttEnt OCCupAney me: sii id tate tol) eof Ret teva cg eR omtn RG PN ei ee Tm yO ee 
‘botalsalesresidentialet ype Service: (ies fin a eBay 20 el ne Ue ees ee ee 15,394,846,066 29.3 
General Service 
PSE TUM ALY octet Ry a Rasen Nie NLR Das dh g Ravine a Stee. Wee ccm eee 36,561,986,163 69.6 
PECOMCATY Lhd ah a es: aig ite Aah ea Bes Nn oe gn Neer 
FST) tite Aidsicay psy Mee rate a Jeet wg ML aE ae 4 2 ea a 
Direct List tine ec ariei ake s Scalia teas! lista Mid en le Ree | cal RAE ee ee 586,670,947 = 1.1 
Unclassified as to Ultimate Use: 
WOO tier UG Hess Perrine sha sna ala ieee act mall mie se fe Renner ai 
BR CCODCARYE Go lente chuih anni) 5 <i, me Aula Bie CMa Lene a San cre 
Footal Sales eis 82s Poe) 10 0F ae cen eye ae aah ed sat Geet oly a eee RR eee ee 52,543,.503.176 100.0: 
Adjustments: 
Distribution losses and unaccounted for—M.E.U.......................... 2,212,921,824 
Generated Dy ME OSsied I OCueDIentA tarot eo bite. eee tee ee (199,809,540) 
Purchased by M.E.U. listed in Statement A from sources 
otherinan the Ontario, bynes sineitc ot, Pets! a Fee aie le he aa (33.831.600) 
Ontario Hydro sales to municipalities, to direct, and to 
TERA) CUSICRETS cio tn. tee eet + La Ue 2 hay oe oleae Seta 54,522,783,860 


* 


4 


Supplied to heavy water plant and construction 
projects—Ontario Hydro 


Distribution losses and unaccounted for—Ontario Hydro 


Transmission losses and unaccounted for—Ontario Hydro 


Generated and purchased by the Ontario Hydro 


Includes those direct customers who were formerly classed as Retail Specral with loads under 5,000 kW 
In previous years this energy was included in Ontario Hydro sales 


Analysis of Energy Sales 


NERGY SALES 


[unicipal Electrical Utilities during 1975 


SALES BY THE ONTARIO HYDRO 


To Retail Customers 


In Certain Towns 


and Villages Served In Rural 
by Ontario Hydro Areas* 
Distribution Facilities 
kWh % kWh 
207.349.500 53.4 4.379.786,000 
. a 401,813,700 
207,349,500 53.4 4,781,599,700 
176,607,900 45.4 3,854.326,300 
ee 1,958, 186,300 
#90,900. 1.2 44,171,300 
ee. 22,400,400 
388.688.300 100.0 10.660.684.000 
388,688,300 10,660,684,000 
. ae 47,374,475 
26,251,600 980,931,300 


TOTAL 
To Direct 
Customers 
kWh 
19,98 1,981,566 
401,813,700 


20,383,795,266 


9.915, 109,530) 1750.6 
7.896.562 0 


50.508.026, 193 
7.896.562 


1,958, 186,300 


635,573,147 

2367 2,002.002°-- 1523 2,695,002,402 
4.916.123.000 28.1 4.916.123.000 

100.0 17.511.727.394 100.0 | 81.104.602.870 
2,212,921,824 


(199,809,540) 


(33.83 1.600) 


17,511,727,394 83,083,883,554 
487,290,476 534,664.95 1+ 
24,142,700 1,031,325,600 


4.490.523,880 


89. 140,397.985 
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NUMBER OF ULTIMATE CUSTOMERS SERVED | 


| 


by Ontario Hydro and Associated Municipal Electrical Utilities 


Increase | 


1974 ea) Decreas 

Per Cer 

ae ae 

Retail customers of 353 municipal | 
UIELENUIES Io es re 2 AR eel en nc renee ate tins Gorn Ere Rees 1,872,461 1,899,392 f . 
Retail customers of Ontario Hydro | 
AICI 2 WUNUES | eek, Cre Men Rs a cee ete 720,273 747,609 + 3.8) 
Direct-customers (including lt uulities): (72.78. eaa en ep 107 +8.0) 


SOCAN aim case Letdetee GN tid ean Sieule ne Secon, erent Sah ote 2,592,839 2,647,108 +25 
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FIXE 


for the year end 


Balance Placed 
December In 
31, 1974 Service 
$°000 $000 
Power Suppcy FACILITIES 
Generating Stations 
POssibeleciticms dein hte Oe el Rhel < ooo yl ae 1,251,791 126,464 
Wiuclede-Cleécthicws Wak oe wines ght ee ce ee ee 501,573 2,000 
PS VOROse CC ree ee re WN. | sda On ee, ee 1,592,486 4.950 
Total generating stations 3,345,850 133,414 
TR GNSTONITIOE SU ATHOTE yee nh Soh a ee ne, ats gd LO a 692,776 57,935 
i TANS SOMA eS eet eee eo a eee es) wl Ot 695,791 70,307 
Communication equipment 44.657 12,545 
Reith CISUIDU LIE. PACIITIOS 6 nko nn cee toe ae 561,008 63,258 
Olah pow Cr su ppIV A ACUINIES « <.4 0, ol eee ee tee eee 5,340,082 337,459 
PEE AW WATER HORN TAN ACULITIES « occ hs oae oeiatc cn ee 255,890 834 
ADMINISTRATION AND SERVICE FACILITIES 
REALL SIGE OBR ee, SOLER Oreste AS tN BO th 9 0 oe ee 58,952 63,427 
Dice ancservice cui pments.. va ans su Agere shige, Lies eee 126,018 41.671 
Total administration and service facilities.................... 184,970 105,098 
POVAU PISED Peselt os urs ley eee SU ks, er 5,780,942 443,391 


—E———— — 


SETS 
ember 31, 1975 


Retired 
or 
Reclassified 


$7000 
173 

(1,177) 
(1.006) 
(2,010) 
(3,606) 
(1,193) 
(1.327) 
(9.729) 


(17,865) 


(1,113) 
(6,370) 


(7,483) 


(25,348) 


Balance 
December 
31, 1975 


$’000 
1,378,428 
502,396 
1,596,430 
3,477,254 
747,105 
764,905 
55,875 
614,537 
5,659,676 
256,724 
121,266 
161,319 
282,585 


6,198,985 


Fixed Assets 


UNDER 
CONSTRUCTION 
DECEMBER 31, 
1975 


TOTAL 
DECEMBER 31, 
1975 


$000 


2,060,438 
1,841,526 
16723929 


2097-239 5,574,493 


79,853 826,958 
133,417 898,322 
2119S 83,070 
6,191 620,728 


2,343,895 8,003,571 
307,588 564,312 


133,902 
161,319 


12,636 eo o.ael 
2,664,119 8,863,104 
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EXPENDITURES 
DuRING 
1975 


$°000 
258,111 
510,155 
39,220 
807,486 
86,709 
111,266 
18,660 
62,464 
1,086,585 
251,035 
62,391 
41,671 
104,062 


1,441,682 
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Power SuppLy FACILITIES 


Generating stations— 
Fossil-electric 
Nuclear-electric 
Hydro-electric 


Total generating stations 


Transformer Stations . 
Transmission lines......... 
Communications equipment 
Retail distribution facilities 


Total power supply facilities 


HEAVY WATER PLANT AND FACILITIES 


ADMINISTRATION AND SERVICE 


FACILITIES: 
Land and building... . 
Office and service equipment 


Total administration and service facilities 


Total ACCUMULATED DEPRECIATION 
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ACCUMULATED DEPRECIATION 
for the Year Ended December 31, 1975 


Retirements 
Indirect and 
Adjustments 


Balance 
December 31. 
1974 


Direct 


Provision Provision 


237,636 
39,198 
256.499 


ine 154,395 (2,707) 

124.513 (885) 

oe ah 10,828 (1,334) 
174.963 (9.146) 


998.032 134.171 =f (14.728) 
19.039 


10,084 1,369 
66.117 15.050 


76,201 


(354) 
(5,628) 


Balance 
December. 
1975 


$ 000 


285,508 
52,050 
272,829 


610,387 


173,242 
136,173 

11,640 
186.089 


1.117.531 


11,099 
75,539 


Maturity 
Jan. 1976 
Sept. 1976 
Oct. 1976 
Nov. 1976 
Jan. 1977 
Mar. 1977 
Apr. 1977 
June 1977 
Nov. 1977 
Jan. 1978 
Feb. 1978 
Feb. 1978 
Mar. 1978 
Aug. 1978 
Oct. 1978 
Nov. 1978 
Dec. 1978 
Mar. 1979 
May 1979 
July 1979 
Oct. 1979 
Jan. 1980 
Feb. 1980 
Feb. 1980 
Feb. 1980 
July 1980 
Feb: 1981 
May 1981 
June 1981 
Aug. 1981 
Nov. 1981 
Jan. 1982 
Feb. 1982 
June 1982 
July 1982 
Dec. 1982 
Mar. 1983 
June 1983 
Aug. 1983 
Nov. 1983 
Feb. 1984 
Oct. 1984 
Feb. 1985 
Oct. 1985 
July 1987 
Jan. 1988 
Apr. 1988 
July 1988 
Jan. 1989 
Sept. 1989 
Mar. 1990 
Apr. 1992 
Aug. 1992 
Sept. 1992 
Mar. 1994 
Apr. 1994 
May 1994 
Oct. 1994 
Dec. 1994 
Beb, 1995 
June 1995 
Nov. 1995 
Feb. 1996 
Apr. 1996 
July 1996 
Sept. 1996 
Feb. 1997 
Apr. 1997 
Sept. 1997 
Feb. 1998 


LONG-TERM BONDS AND NOTES PAYABLE 


able in Canadian currency() 


Year of Interest 
Callable Issue Rate 


Long-term Bonds and Notes Payable 


(2) 


1956 
1970 
1969 
1957 
1967 
1955 
1957 
1975 
1974 
1975 
1972 
1975 
1958 
1973 
1958 
1973 
1975 
1974 
1954 
1959 
1954 
1975 
1960 
1975 
is) 
1960 
1961 
1975 
1974 
1974 
1974 
1975 
1975 
1962 
1975 
1975 
1963 
1963 
1973 
1961] 
1964 
1964 
1965 
1975 
1967 
1966 
1966 
1966 
1967 
1967 
1967 
1968 
1968 
1968 
1969 
1970 
1969 
1969 
1969 
1970 
1970 
1970 
1971 
1971 
1971 
197] 
1972 
1972 
1972 
19s 


% 


4.00 
8.50 
8.25 
5.00 
6.25 
3.50 
5.00 
7.00 
8.50 
8.25 
6.25 
7.50 
4.50 
8.25 
5.00 
8.25 
97125 
8.00 
3.50 
al 
3.50 
STE: 
6.00 
WAS 
leas) 
5.50 
5.50 
8.75 
9.625 
OS 
37> 
8.75 
Heh 
5.00 
9.00 
9.75 
p> 
5.00 
8.375 
325 
> 
oy) 
Sys) 
10.25 
6.25 
315 
6.00 
6.00 
6.25 
6.50 
6.00 
7.00 
7.00 


Principal Outstanding 
December 31. 1975 


Can. $000 


43,147 
74,632 
13,949 
34,599 
14.810 
38,113 
72,444 
150 
250 
3,300 
30,000 
5,000 
32,627 
30,000 
45,508 
25,000 
250 
25,000 
34,492 


75,000 
100,000 
38,067 
50,930 
44.975 
38,721 
48.421 
52.216 
67,324 
25,000 
23,622 
46.982 
46.664 
43.842 
37.599 
27.259 
44.477 
39.526 
43.018 
55,250 
26,628 
45,867 
30.579 
22.783 
20.261 
9,072 
55.443 
68.070 
85.198 
47,635 
64.555 
81.417 
67.318 
90,247 
91.618 
97.187 
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LONG-TERM BONDS AND NOTES PAYABLE (Cont.) 


Payable in Canadian currency() (Cont.) 
Year of Interest 
Callable Issue Rate 
% 


Principal Outstanding 


Maturity December 31, 1975 


Can. $000 
121,339 
47,453 
73,186 
73,191 
73,958 
59,510 
60,000 
100,000 
65,000 
100,000 


Total Payable in Caniadiani Currency 2... co..a'e onde esa ew CANS ORD ceen Om PUNE ae 3.565.230 


Payable in United States Currency) Held by Province of Ontario 


US $°000 Can $' 


Nov. 1978 46,097 45, 
Mar. 1980 28,861 28, 
May 198] 39,652 38, 
June 1982 125,000 128, 
Feb. 1984 64,630 62, 
Nov. 1985 100,000 101, 
Sept. 1990 44.896 48, 
Apr. 1996 31,977 34, 
Apr. 1997 59,054 63, 
Dec. 1997 69,470 75,) 
Aug. 1998 70,495 Tx 
Feb. 1999 72,970 78. 
Sept. 1999 92,075 99, 
Feb. 2000 87,470 934 
Aug. 2000 67.435 68. 
May 2001 87,745 88) 
May 2002 98,310 97 
Dec. 2002 92,020 91 

Oct. 2003 120,620 120) 
Mar. 2004 118,415 114} 
Oct. 2004 172,760 169) 
Mar. 2005 200,000 200: 
June 2005 150,000 153 
Nov. 2005 200.000 202 

YVotalipayabloanWinited States CuLReNCy kis, 5 sys oleae ats se Woe 2 eee. ihe ene 2m oa ee eee ise 2.239.952 2.281 


DM’000 Can J 


Aug. 1975-1984 135,000 35 
Dec. 1977-1986 100,000 34 
June 1980-1987 100,000 33 
Mar. 1981-1988 100.000 38 

r 
Total payable in West German currency ae Cee re cpeatacy Be ah cee: 435.000 135 


et a 


Eurodollar-Payable in United States currency() 


- 
} 
US $7000 Can 
Jan. 1977-1986 34,300 3/8 
Sept. 1980 75.000 Us 


Total Eurodollar-Payable in United States currency . ae 109.300 us 


Long-term Bonds and Notes Payable ol 


LONG-TERM BONDS AND NOTES PAYABLE (Cont.) 


Payable in Swiss currency() 
Year of Interest 
Callable Issue Rate 
% 


Principal Outstanding 


Maturity December 31, 1975 


Sw. Fr’000 Can $000 


Nov. 1980 150,000 SET 
Oct. 1983-1987 100,000 DIZ 
Dec. 1980-1990 80.000 30.812 
Motalamayvabl emis wiSSiCUGnCliCyse mene tur yas plies cede t Gets nth ae rain ef AUN UR aaeve Ry gid ech eke ee daee ea 330.000 114.661 


Bonds payable in United States currency, held by the Province of Ontario, have terms identical with issues sold in the United States 
by the Province on behalf of Ontario Hydro. All other bonds payable are guaranteed as to principal and interest by the Province of 
Ontario. 

Exchangeable at bondholder’s option for an equal amount of bonds due September 1996 at 8.25% interest. 

Callable at various declining premiums. 

Payable in equal annual installments. 

Callable for 3 years at 101% and thereafter at par. 

Redeemable 1980-1989, by purchase in the market, of up to 4,000,000 Sw Fr annually, at prices not exceeding par. 

Redeemable 1983-1986, by purchase in the market, of up to 10,000,000 Sw Fr annually, at prices not exceeding par. 
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SUMMARY OF THE ALLOCATION OF THE AMOUNTS CHARGED 
FOR PRIMARY POWER 


for the Year Ended December 31, 1975 


MUNICIPALITIES POWER DISTRICT TOTAI 
Retail Direct 
Customers | Customers 

$ °000° 

AMOUNTS CHARGED FOR PRIMARY PowER | 

Common Functions | 

Operation, maintenance and administration ....... 380,348 85,792 66,352 $32,492 | 

Costionretunn One Ultyaae nee erate fee ee 19372 4,213 S35 26,900 | 

Debt retirement appropriation .................. 52,474 11,412 8,978 72,864 | 
Stabilization of rates and contingencies 

Wt GTA Wali (MOCCHT,) eee eee a (56,993) (12,394) (9.752) (79.139) 

’ 

Total common demand functions.............. 395,201 89,023 68,893 553,1174 

Bnereyata sOimilspen iksWiitene 1 ilar Oe 245.343 54,277 56,583 356,203 | 


Wotalicommonfunctionssn ss ete ee 640,544 143,300 125,476 


909,320 


Other Functions j 


Transformation and metering—stageI ............ 28,965 1,667 37,153 

Transformation and metering—stage II ........... ane 31 5,648 | 
S pecialifacilitics er eames eee Mere Pulp 1,909 (2,818) (1,000), 
Retumh otequily (foes tesa me ea he (18.677) (3,622) | (26,900)) 


Total bulk power charges allocated 653,918 924,223 


Retail distribution charge 


149,571 120,734 

103,470 103.470 
Total amount charged for primary power ....... 653,918 253,041 120,734 027,693. 
Amountsibilled (iia meeeh re Ake anne eo ee, 649.107 248.180 125.508 1.022.795 | 

Balance charged (municipalities) or transferred 

to reserve for stabilization of rates and | 
contingencies (power district) (note 7) .......... (4,811) (4.861) 4.774 (4.898 
" 


PRIMARY POWER AND ENERGY SUPPLIED 
Average of monthly peak load used in allocating the 

amount charged for bulk power 000kW .......... 8,705 1,893(1) 
Enerpy— 000) million KWhe feng. cee 54,521 12,061 


(1) includes local systems 69,656 kW i 
See accompanying notes on page 53 | 


i 
12,087) 
79.156) 

r 


oo 


Allocation of Charges for Power D8, 


Notes TO STATEMENTS OF THE ALLOCATION OF THE AMOUNTS CHARGED FOR PRIMARY POWER 


Certain common functions in the production and supply of power are considered to be used by all customers in relation to demand 
requirements. Therefore the associated charges are allocated at a common rate to all customers. 


Stage I transformation and metering charges are those associated with transformation at high-voltage stations from 115 kV to a voltage 
less than 115 kV but exceeding 10 kV. These charges are allocated on a kilowatt basis to all customers requiring the service. 


Stage II transformation and metering charges are those associated with transformation at low-voltage stations from 44 kV, 27.6 kV, 
13.8 kV or similar voltages to a delivery voltage of less than 10 kV. These charges are allocated on a kilowatt basis to all customers 
requiring the service. 


Special facilities charges are those associated with low-voltage line facilities located within a municipality’s or local system’s boundaries 
that serve only that customer. Also included in this category are charges for providing standby services, adjustments for the net surpluses 
or deficits arising from power contracts containing unusual rates or-supply conditions, and reductions allowed for interruptible power. 

Return on equity is calculated at 2.67% on equities accumulated through debt retirement charges, after giving recognition to direct 
customers’ contributions for debt retirement prior to 1966. The charges of providing the return on equity is included in common demand 


functions. 


The portion of the amount charged for power attributable to producing energy, rather than meeting demand requirements, has been 
classified as energy charge. For allocation purposes, this charge has been established at 4.50 mills per kWh. 


The demand charge is the per kilowatt charge for primary power, exclusive of energy cost. 


The withdrawal from the stabilization of rates and contingencies as shown on the Statement of Operations consists of: 


$ °000 
Withdrawal 
Intcommon demand functions 7.7.%.....2..2...0.; ie ee eh ee rs ot os Pile TEN 
Dencitnerall CUSTOMERS «52: oe eeeee End eevee ee ees de ieee Meee Ce tS re Pier ce ae MC AE seen La 4.861 
SH MMSK IRE CU CUS COMETS Foe | hte eh wee wus Ronde eves Ape ia Ane weet cyst Sees lea gt ihe Scat Meee oe ls Te Pa Mer ee en (Tc) 
79.226* 


*Excluding the $60 million withdrawal with regard to cancellation of Bruce Heavy Water Plant “C”. 
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AJAX cotreseyesteee we aastvoeseneccerasssrere 
Allexandria-os2 scree eee 
Al ved bree eiee cr ce tee 


ASIVITISUOD  ecerceccecareseer-encercerses 
Armberstbung eccr.roscecerenco-cezsaes 
ASICASLE LS LWP crescsntiescccntestee 


Apple FIM ee aca snenccereseovaeatvers 
ATIKOUE tects cerns serene ote 
ASEM DLOl ae srceeaeare seers acre 
ASTURUM seccaecesecoceee itor arses 


Atikoken i wipirracscnectas. 
PaO RO) ¢ Brceece eter ene ae er 


Bath ce erdrecccetacee eet 


Bedenburpe.crrscrcseaecc-teas 
Beachvilhe iccccrcccosesctacctssseesca 


Bebe Rivers. via .acwenases 
Belleville ss. fen ct 
Be iO sacs ccvicesszsnccscevsrvc 


BIB A orcas ocacresenccara sexe cansnaeaet 
BOOCAY BOOM si.ccitsccsctassectessssoss 
BOMGI GAZ cs erotoaderssessthassnoccanes 


*see notes p. 53 


Appendix I1—Finance 


STATEMENT OF THE AMOUNTS CHARGE 
for the Year Ende 


PRIMARY POWER 

ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON | ENERGY AT 


Average of DEMAND 4.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 


kW kWh 000 $ $ $ 
8,463.0 47,639.2 384,220 214,377 a 
878.6 4,831.3 39,891 21,741 3,406 
18,639.4 111,719.9 846,224 502,740 = 
5,821.4 34,399. 1 264,293 154,796 10,950 
1,488.9 8,338.6 67,598 37,524 5.771 
5,528.9 33,434.4 251,010 150,455 a 
3,799.5 20,133.8 172,497 90,602 pe 
498.5 2,678.1 22,634 12,051 1.932 
8,120.0 49,639.0 368,647 223,376 . 
3,678.3 20,830.9 166,995 93,739 xa 
227.0 1,120.2 10,308 5,041 880 
423.5 2,474.1 19,229 11,134 1,493 1.642 
11,114.7 71,256.4 504,606 320,654 39,408 30,314 
2,712.6 16,943.4 123,154 76,246 9.760 ee 
1,047.8 5,941.2 47,570 26,735 3,692 4,061 
4,596.4 28,157.8 208,678 126,711 16,199 17,684 
14,702.4 87,881.8 667,484 395,468 52,896 a 
228.0 1,208.5 10,351 5,439 803 884 
7,812.0 44,426.7 354,666 199,920 27,841 13,852 
1,976.8 10,513.4 89,747 47,311 6,997 5,983 
1,379.2 6,701.4 62,618 30,156 4,903 3,126 
3,254.6 17,142.5 147,761 77,141 11,602 5,616 
55,800.7 339,381.8 2,533,336 1,527,219 200,759 —i 
1,381.7 7,734.2 62,733 34,804 4,869 5.355 
901.2 4,881.1 40,916 21,965 3,175 3,493 
657.0 3,727.5 29,831 16,774 2,364 i 
3,243.8 20,743.6 147,270 93,346 11,671 — | 
3,566.8 20,629.8 161,932 92,834 12,833 —a 
2,789.2 15,599.3 126,630 70,197 10,026 —a 
1,364.2 7,603.2 61,936 34,215 4,822 4,503 | 
3,046.1 18,209.6 138,295 81,944 10,851 5.667 | 
49,418.6 295,812.7 2,243,589 1,331,158 177,797 i 
1,559.2 8,635.9 70,788 38,862 5,570 2,055 | 
4,190.9 23,831.7 190,267 107,243 15,061 907 
871.8 4,761.0 39,582 21,425 3,137 a 
| 
1,390.2 7,789.0 63,115 35,051 4.932 3,627 | 
2,337.6 13,543.0 106,126 60,944 8,236 9,060 
5,109.4 30,301.5 231,965 136,357 15,769 = 
938.5 5,417.3 42,610 24,378 3,307 3,638 | 
16,520.6 96,630.5 750,034 434,837 59,438 | 


Allocation of Charges for Power 


IR PRIMARY POWER TO MUNICIPALITIES 
acember 31, 1975 


SPECIAL 
FACILITIES 
(Note 3) 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(22.300) 
(2,185) 
(25,863) 
(11,635) 
(2,197) 


(11,486) 
(7,130) 
(2,097) 

(19,627) 
(9,214) 


(682) 
(1,639) 
(20,447) 
(5,021) 
(2,469) 


(12,439) 
(24,461) 
(509) 
(18,855) 
(4,365) 


(5,052) 
(4,924) 
(92,352) 
(2,144) 
(1,657) 


(1,177) 
(10,582) 
(7,897) 
(5,952) 
(3,127) 


(5,129) 
(102,395) 
(2312) 
(9,305) 
(2,307) 


(3,571) 
(3,753) 
(6,958) 
(2,660) 
(34,934) 


TOTAL 
AMOUNT 
CHARGED 

FOR 
PRIMARY 
POWER 


$ 
607,315 
65,949 
1,404,269 
440,859 
113,942 


412,420 
273,389 

36,277 
604,268 
264,753 


16,347 
31,859 
880,716 
208,356 
79,589 


356,833 
150957593 
16,968 
578,783 
146,054 


95,867 
237,268 
4,168,962 
105,617 
67,892 


47,792 
242,911 
260,142 
202,252 
103,282 


231,980 
3,650,149 
114,960 
304,173 
61,837 


104,391 
181,922 
377,382 
273 
1,209,375 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
608,914 
63,680 
1,389,212 
431,346 
111,813 


405,374 
268,264 

35,779 
5991952 
261,661 


15,957 
31,579 
851,303 
204,792 
78,028 


346,386 
1,078,912 
16,466 
575,759 
145,290 


94,868 
235,087 
4,127,055 
102,772 
66,781 


46,078 
256,795 
258,736 
197,418 
101,140 


230,977 
3,623,126 
114,187 
302,151 
60,845 


104,783 
175,657 
380,975 
70,091 
1,193,540 


BALANCE 
(Refunded) 
or Charged 


$ 


(1,599) - 


2,269 
15,057 
S153 
23129 


7,046 
5,125 

498 
4,316 
3,092 


390 


764 


999 
2,181 
41,907 
2,845 
L111 


1,714 
(13,884) 
1,406 
4,834 
2,142 


1,003 
27,023 
773 
2,022 
992 


(392) 
6,265 
(3,593) 
1,182 
15,835 


DEMAND 
CHARGE 
(Note 6) 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 
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Bracebridge. xine oat-s 
Bradfordize tn eee 
Braeside ze ene eee 
Brampton i s..tccccteseacsevesace-o- 
Brantford: 


Brantford Twp...........s 
Brechimictsiisteccssereeseres cose: 
Bridgepontterss.. = ees: 
Brigdeni re riccs: acc teatceteescoges 
BRENON bigs wonton dae 


Brockville ies. .-:.neecntssee 
Brusselsic) ccs ee ee 
Btrlordesees. + eee ee 
Burgessyillevies. seen 
Burkss Eallssscr eee ee 


Burlington cinch ieee. 
Gache; Bayi. Gaeta 
Galedoniat ss. cvenaw eae 
Camp beliforde sey. 
Camp bellvillelan. enn 


Cannington sn.scee tens 
Capreole caswnw eter se 
@ardinalyerwc.evere tae 


GayN panne. acted dee ce 


Chapleaeliwpaee scene 
Chatham sss, eters 


Cones ley anos ee ce 
G@hesterville;\) nee eee 
Giippawa cicec.t eee, 
CGHTOTGES. ..<3:.0,, eae ae 
CHV Te ae ie OnE 


(C0) 63 (2) Ree ey ee Pet en ena 
Gobour pe ere te cscs losss 
Cochpinet reenact 


*see notes p. 53 


Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 


ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases ° AND METERING | 


of Allocation) (Note 2) 
COMMON’ | ENERGY AT 


Average of DEMAND 4.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 


| 
| 


kW kWh ’000 $ $ $ $ 
BIS? 18,034.8 163,066 81,157 12,923 — 
4,650.0 29,051.0 211,108 130,730 16,730 — 
2,109.1 11,156.1 95,756 50,202 7,569 1,019 
61,694.7 370,683.6 2,800,919 1,668,077 221,964 — 
91,589.0 563,913.2 4,158,113 2,537,609 329,517 — 


18,139.3 99,919.6 823,520 449,638 65,036 11,797 
341.8 1,829.0 15,520 8,231 1,205 1325 
1,894.6 11,385.8 86,014 51,236 6,817 — 
416.3 2,235.4 18,904 10,060 1,467 1,614 
3,580.3 20,643.6 162,544 92,896 12,881 — 


31,007.2 189,220.9 1,407,717 851,494 111,454 — 
1,088.9 6,393.5 49,436 28,771 3,837 4,220 
1,057.8 6,427.1 48,026 28,922 B27 4.100 

3333 1,810.4 losis3 8,147 1,174 1,292 
1,475.8 7,924.1 67,001 35,659 5,310 — 


120,124.7 ZO TES 5,453,623 3,227,839 431,557 32,636 
585.0 3,289.0 26,559 14,801 2,104 — 
EST eS} 13,742.8 107,022 61,843 8,306 9,136 
Bt98 99 eWay 178,874 86,003 14,175 — 
436.8 2,308.7 19,832 10,390 1,539 1,693 


[S752 9,065.6 71,514 40,796 5,667 — 
See) 21,803.5 163,072 98,116 12923 — 
1,320.0 7,365.9 5939311 33,147 4.651 5,116 
6,240.3 36,379.8 283,310 163,709 22,318 6,961 
2,007.0 10,478.7 91,119 47,154 7,072 WIE: 


1,104.0 6,846.3 50,124 30,808 3,890 4.279 
980.0 D3 322 44,494 25,800 3,526 — 
3,403.1 19,452.0 154,502 87,534 7,061 7,650 
48,732.2 290, 124.8 2,212,429 1,305,562 175,328 — 
501.0 2,689.1 22,749 12,101 1,766 1,942 


2,120.3 12,185.0 96,265 54,833 7,629 a= 
2,535.8 13,941.8 115,124 62,738 8,935 9,828 
3,038.0 17,302.6 137,928 77,862 10,931 — 

TZ 4,032.1 B2,329 18,145 2,509 2,760 
3,690.9 21,087.6 167,569 94.895 13,279 a 


1,121.9 6,327.6 50,934 28,474 4.036 — 
22,283.1 136,677.7 1,011,648 615,050 80,170 — 
6,806.0 39,342.6 308,992 177,042 506 = 
2,267.8 14.147.3 102,958 63,663 8,075 4.395 
1,160.0 6,153.3 52,668 27,690 4.108 3.443 


Allocation of Charges for Power aif 
OR PRIMARY POWER TO MUNICIPALITIES 
ecember 31, 1975 
TOTAL 
AMOUNT 
RETURN CHARGED AMOUNTS 
~ SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
FACILITIES EQUITY PRIMARY INTERIM (Refunded) | CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 
$ $ $ $ per kWh 
4,656 (3,303) 258,499 252,845 14.33 
= (8,544) 350,024 343,787 12.05 
| 418 (4,445) 150,519 147,849 13.49 
| 3,686 (94,656) 4,599,990 4,569,866 12.41 
| = (246,708) 6,778,531 6,765,289 12.02 
22,108 (30,155) 1,341,944 1,329,860 13.43 
| at (953) 25,328 25,013 13.85 
os (4,291) 139,776 139,397 12.28 
Ae (1,700) 30,345 30,103 13.57 
1,982 (7,553) 262,750 257,837 12:73 
- (74,963) 2,295,702 2,269,395 12.13 
| - = (3,487) 82,777 81,070 12.95 
| = (3,764) 81,011 82,175 12.60 
506 (1,133) 25,119 24,138 13.87 
= (2,692) 105,278 103,036 13.29 
| 130,185 (151,472) 9,124,368 9,047,138 12.72 
be (1,322) 42,142 41,574 12.81 
| = (5,878) 180,429 179,151 13.13 
| 7,284 (4,216) 282,120 276,329 14.76 
| = (862) 32,592 31,999 14.12 
| = (3,685) 114,292 111,682 12.61 
| 1,530 (7,326) 268,315 261,033 12.31 
\ am (3,910) 98,935, 96,603 13.43 
| 684 (19,879) 457,103 446,004 12.56 
as (2,851) 150,273 145,973 14.34 
95 (2,823) 86,373 86,068 12.62 
| = (1,595) 72,225 69,575 12.60 
| = (4,237) 252,510 249,455 12.98 
2 (117,471) 3,575,848 3,557,466 12.33 
i a (1,405) 37,153 36,783 13.82 
213 (7,330) 151,610 149,446 12.44 
ee (6,708) 189,917 186,054 13.62 
= (6,314) 220,407 220,430 | 12.74 
= (2,078) 53,665 52,567 13.31 
756 (11,395) 265,104 262,720 12.57 
= (2,521) 80,923 77,407 12.79 
11,992 (46,096) 1,672,764 1,661,001 12.24 
= (9,571) 476,969 473,379 12.12 
: 798 (4,477) 175,412 170,599 12.40 
— (3,218) 84,691 83,024 13.76 


a 


ees 
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STATEMENT OF THE AMOUNTS CHARGEI 
for the Year Ende 


PRIMARY POWER 

ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON ENERGY AT 


MUNICIPALITY Average of DEMAND 4.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 


kW kWh °000 $ $ $ $ 
Gollingwood? 2 iacieet aeeccecens 22,581.6 134,762.4 1,025,199 606,431 81,244 — 
@omberiscetete ones TNS 3,724.8 33,656 16,762 2,612 2,873 
COnIstOny cece eee sore 2,077.8 WIS 2 94,333 54,689 7,475 — 
Cookstowtz.cken atte sees 915.0 5,168.3 41,543 23,258 3,224 3,547 
ORLA ee cssaee eet ea ae 534.7 2,994.7 24,277 13,476 1,884 2,073 
Gourtnipntve ce. artes e 501.2 220 227 12,242 1,766 1,943 
Greemoles a eee es 1,150.1 6,242.1 52.216 28,090 4,052 4,457 
Dashwood). scccssvesteaureerceas 592.3 3,199.2 26,892 14,397 2,087 2,296 
Deep Riven ct ser muses sere: 7,285.8 41,358.7 330,773 186,114 26,212 — 
Delawares..2s.2.0snee 452.0 2,498.4 20,521 11,243 1,593 We52: 
Delhi ns-ccsaue oneness 4,697.1 25,284.9 213,249 113,782 16,899 — 
Deserontoezs hence ane MAM ORS: 15,520.3 121,323 69,842 9,478 7,148 
Dorchesten.z ccc ees 834.6. 4,887.9 37,893 21,996 2,941 3,235 
DD EAY LOM earns ceasscscceapmcectorecons- 1,026.7 5,231.8 46,612 23,543 3,618 3,979 
Dresdentecn acme ee tate BESS, 20,719.1 169,513 93,236 13,433 — 
Drumbows ccccne nes 439.5 2,289.7 19,955 10,304 1,549 1,703 
Dryden ie. sstcsscestaaerearrn ives 3 6,928.5 42,054.8 314,555 189,247 24,413 26,853 
Dublin see 436.2 2,256.0 19,805 10,152 1,537 1,691 
Dundalk’: ache eo 1,596.0 9,697.7 72,460 43,640 5,654 4,639 
Pandas. ccc cae eceeraren 17,614.1 101,976.8 799,676 458,896 63,372 — 
Ditnnvilles .-ci.cseeee es 6,364.2 36,119.8 288,935 162,539 22,897 — 
| BV ryehat ethene teeny, See e 2,881.4 16,183.6 130,817 72,826 10,153 11,168 
DGEOficeecre eee ee 725.0 4,087.0 32,915 18,392 2,555 2.810 
East VOnk onc ere cence 113,030.6 717,487.1 5,131,556 3,228,692 406,660 — 
Eganvalles...ccesacartteee sce 1,290.7 7,190.3 58,601 32,356 4,548 5,003 
Elayital cece c eee eee hones 9,974.7 S/O 452,849 251,129 35,887 — 
Blmivale :.0 ace tcarnees 1,590.9 9,390.6 72,229 42,258 5,606 6,166 
ElmWood.ncii aoe een, 289.1 1,539.3 13,128 6,927 1,019 bye} 
ElGial.cccstatc ae ene DSoe) 14,375.5 117,638 64,690 9,150 8,988 
EmBrote ce rece 807.2 4,697.1 36,647 21,137 2,844 3,128 
Feri cliny 23.0 ate er ees eee 2,310.6 12,809.0 104,903 57,641 8,142 8,956 
Erie BCACH cs. are eats 168.0 858.3 7,627 3,862 592 651 
PCa 2.2 octcsecd ccs cttenns 756.0 4,205.6 34,322 18,925 2,664 2,930 
SL Pee eet oes scar ane 2,330.3 12,464.5 105,795 56,090 8,384 — 
PSP ATION A oicecs crenata snncacnansiteonarse 5,916.6 33,283.4 268,616 149,775 21,287 — 
BOT Os ee RPP on eerie 5,019.7 30,003.0 227,895 135,014 18,060 — 
| S1R5) 84 200 ee eM oe eer 428 361.9 2,693,326.3 19,447,488 12,119,969 1,541,153 — 
| Be Ce 1S en ea OP 4,596.8 27,268.0 208,695 122,706 16,377 8.450 
Fenelom (Pais 6.0 0.chcscccot 2,416.8 14,686.9 109,726 66,091 8,696 — an 


PCTS se ccepsecre cyte tresn arcs Iossssce 12,027.1 67,900.3 546,030 305,552 43,271 — | 


*see notes p. 53 


Allocation of Charges for Power 


, PRIMARY POWER TO MUNICIPALITIES 
amber 31, 1975 


PECIAL 
CILITIES 
Note 3) 


2,677 


47) 
477,769 
791 


25,704 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(41,351) 
(2,366) 
(3,319) 
(2,020) 
(1,445) 


(1,235) 
(2,816) 
(1,788) 

(10,993) 
(1,185) 


(10,136) 
(5,115) 
(2,214) 
(2,591) 
(8,986) 


(1,409) 
(12,555) 
(1,326) 
(3,752) 
(42,325) 


(19,142) 
(8,156) 
(2,893) 

(272,090) 
(2,153) 


(22,330) 
(3,646) 
(1,083) 
(6,464) 
(2,272) 


(2,695) 

(434) 
(2,313) 
(2,994) 
(7,698) 


(10,409) 
(761,808) 
(12,214) 
(2,157) 
(24,208) 


TOTAL 
AMOUNT 
CHARGED 

FOR 
PRIMARY 
POWER 


$ 
1,677,397 
53,537 
153,281 
69,552 
40,265 


37,473 
85,999 
43,884 
532,106 
33,924 


333,922 
203,783 
63,851 
75,161 
DACZ2N 


32,102 
545,831 
31,859 
122,742 
2793/25 


456,381 
216,949 
53,779 
8,543,442 
983355 


F25;359 
122,613 
PAN Wy 22 
194.418 
61,484 


176,947 
12,298 
56,528 

167,439 

434,657 


371,031 
32,824,571 
344,805 
182,356 
896,349 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
1,663,101 
52,837 
150,204 
68,553 
40,089 


36,972 
83,425 
43,321 
504,426 
33,605 


335,025 
204,132 
63,727 
75,073 
264,248 


Si2oi 
527,935 
31,609 
121,615 
1,275,444 


454,633 
215,417 
52,905 
8,500,399 
96,191 


717,421 
120,174 
20,806 
192,133 
60,973 


170,938 
12,229 
56,220 

165,674 

424.27] 


364,498 
32,676,839 
341,357 
178,487 
868,378 


BALANCE 
(Refunded) 
or Charged 


14,296 
700 
3,077 
999 
176 


501 
2,574 
563 
27,680 
319 


(1,103) 
(349) 
124 
88 
6,973 


845 


250 


6,009 
69 
308 
1,765 
10,386 


6,533 
147,732 
3,448 
3,869 
27,971 


DEMAND 
CHARGE 
(Note 6) 


2 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


Mills 
per kWh 
“12A5 
14.37 
12.61 
13.46 
13.45 


1S a7 
13.78 
ed 
12.87 
13.58 


13.21 
13ns 
13.06 
14.37 
13.09 


14.02 
12.98 
14.12 
12.66 
12255 


12.64 
13.41 
13.16 
11.91 
13.68 


12.66 
13.06 
13.7] 
1352 
13.09 


13.81 
14.33 
13.44 
13.43 
13.06 


1237 
12.19 
12.65 
12.42 
13.20 


60 


MUNICIPALITY 


FORCStS 3 eee 
Prankfordite. case ces 


GEOTSCLOWM rrr -coter ee ssenssaa 
GIEN COG Non center taee 
Gloucester, Uiwptersscrcscce: 
GOGENICN ee teeccetreccereerry eee 


Grandi BenGltercceeeee eee 
Grand) V aliey tecsacmakccscers 
Girantonie. coe aes 
Gravenhurst... 
GIMSD Yee ae gee aera rccas cers 


(GRU Fa Nhe cece aserocenednatac onreenneo: 
EVA REnSVINC ceetertee eee eeeere see 
Hamilton. 2A ee es 


Fann fest eee 
Va NS NOTES, sicrtoomnen hon cecoreruoter 
Havelock). £23 fuser: 
Bl aw ROSOULW. care -tarecce sass ere 
Hearth eerie ees 


Hensal sce cccceertaesetcen aes 
Hespeler icin. cca soccexcscasstscencs 
FIR D Patines asec ccaeemecreacs 
HIOIStGN AIA: -s.eeetewer ea 


InpersOllesicscauatey ences 
IROQUOIS cece ates ese rennecacoeseacants 
JARVIS sc csccrn eee neo eee 
KapuSKaSin ice comesicurveyante cts 
Kemptvill6s, cceseatsr tree ase 


RERONAY. ch letercteaceieomeitawwenaee 
Reallaloe Stn o.0 cues ences 
BRN Pe A CUIN Co. one acs Cott ecteecoens 
eG (Yet COL A aaa ae eee here cer 
KI ESTOR: eeestecctcieciecserasextesernee 


*see notes p. 53 


Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGE 
for the Year Ende 


PRIMARY POWER 

ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON ENERGY AT 


Average of DEMAND 4.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 


kW kWh *000 $ $ $ $ 
480.0 2,516.8 Died92 11,326 1,691 1,860 
991.9 5,175.8 45,036 23,291 3,495 3,845 
2,014.1 11,485.5 91,442 51,685 7,097 7,806 
3,092.0 19,170.3 140,378 86,267 10,895 11,984 
1,780.8 10,293.7 80,850 46,322 6,275 6,902 


59,033.6 354,692.8 2,680,109 1,596,118 212,390 — 
19,677.5 117,966.0 893,353 530,847 70,795 — 

1,978.6 10,867.9 89,831 48,906 6,995 6,450 
56,532.4 345,293.8 2,566,555 1,553,822 129,077 43,426 
12,354.6 74,255.6 560,895 334,151 44.449 — 


| 
| 
1,415.2 8,230.3 64,252 37,037 4,987 5,485 
1,110.6 6,260.4 50,425 28,172 3,997 — | 

365.6 T/S919 16,601 7,830 1,289 1.417 | 
4,909.1 29,030. 1 222,876 130,636 17,662 —- 
6,375.2 36,519.0 289,432 164,336 22,937 — | 


105,488.4 648,101.6 4,789,140 2,916,458 369,749 — 
2,675.1 W331 P28: 121,449 68,906 9,446 se | | 
745,073.3 5,090,352.8 33,826,083 22,906,588 2,487,918 —F 
9,989.1 52,708.2 453,505 | 237,187 35,688 13,086 | 
2,495.3 14,431.3 113,286 64,941 8,977 —i 


2,703.5 14,916.6 122,740 67,125 9,548 9,344 
1,070.9 6,403.5 48,620 28,816 Sue 4,150 — 
1,136.5 6,599.9 51,598 29,700 4,088 —a 
19,955.8 121,405.7 905,989 546,326 71,794 155 
8,376.2 49,415.9 380,277 D222 30,135 — 


DATIS 10,530.4 98,860 47,387 
13,562.4 73,258.3 615,729 329,662 48,795 a 
538.6 2,298.1 24,455 10,342 1,898 2,088 
200.2 906.2 9,091 4,078 706 776 | 


7,835 4 


5,741.1 34,002.5 260,645 153,011 20,656 —a 
9,220.6 58,915.7 418.614 265,121 33,174 — |} 
1,466.0 8,204.7 66,556 36,921 5,165 5,682 | 
1,011.9 5,818.5 45,94] 26,183 3,565 3,922 

7,865.0 45,113.3 357,068 203,010 28,296 — | 
3,795.0 22,693.6 172,292 102,121 13,654 — | 


12,712.8 78,811.0 577,158 354,650 945 — 
604.1 3,278.8 27,427 14,755 2,174 —| 
6,090.2 35,651.2 276,494 160,431 212 —a 
1,787.6 11,031.7 81,159 49,643 6,299 6,929 | 
76,98 1.1 483,535.1 3,494,917 2,175,908 276,961 _ | 


Allocation of Charges for Power 61 
R PRIMARY POWER TO MUNICIPALITIES 
ember 31, 1975 
TOTAL 
AMOUNT 
RETURN CHARGED AMOUNTS 
PECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
\CILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 
$ $ $ $ per kWh 
ee: (1,461) 35,208 34.919 13.99 
am (2,088) 73,579 72,591 14.22 
= (5,044) 152,986 152,973 13 13.32 
113 (8,899) 240.738 238,897 1.841 12.56 
ae (3,096) 137,253 133,766 3.487 13.33 
= (142,010) 4,346,607 4,333,400 13,207 12.25 
12,884 (40,550) 1,467,329 1,453,535 13,794 12.44 
353 (4,444) 148,091 146,045 2.046 13.63 
= (57,699) 4,235,181 4.175.135 60,046 12.27 
a (31,500) 907,995 891,504 16.491 12.23 
156 (3.450) 108,467 106,736 1,731 13.18 
= (2,958) 79,636 78,620 1,016 12.72 
_ (1,046) 26,091 26,564 (473) 15.00 
241 (12,761) 358,654 351,597 7,057 12.35 
700 (12,845) 464,560 462,764 1,796 12.72 
146 (209,575) 7,865,918 7,805,614 60,304 12.14 
2.457 (11,804) 199,765 197,805 1,960 13.05 
(266,744) {CR(1,831,944) 57,121,901 57,174,133 (52,232) 11.22 
5,032 (22,804) 721,694 712,927 8,767 13.69 
534 (7,630) 180,108 178.315 1,793 12.48 
566 (8,054) 201,269 199,044 2.225 13.49 
= (2,339) 83,020 80,524 2.496 12.96 
= (3,264) 82,122 81,115 1,007 12.44 
2,443 (19,341) 1,507,366 1,468,614 38,752 12.42 
= (10,313) 622.471 612.849 9,622 12.60 
459 (4,698) 149,843 148,157 1,686 14.23 
2,947 (33,227) 963,906 955.610 8,296 13.16 
= (1,529) 37,254 37,303 (49) 16.21 
= (612) 14,039 13,700 339 15.49 
70 (15,757) 418,625 413,948 4.677 12.31 
6,648 (33.771) 689,786 681,141 8,645 11.7] 
= (3.471) 110,853 108.232 2.621 13.51 
= (2,760) 76,851 75,489 1,362 13.21 
3,649 (13,122) 578,901 565,429 13,472 12.83 
517 (8,965) 279,619 273.803 5.816 12.32 
a (12,495) 920,258 914.741 5.517 11.68 
= (1,140) 43,216 42.229 987 13.18 
2,862 (13,316) 448,383 434,809 13,574 12.58 
= (2,992) 141,038 136,787 4,25] 12.78 
= (176,694) 5,771,092 5.746.398 24,694 11.94 


62 Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGE 


PRIMARY POWER 
ENERGY SUPPLIED 


for the Year End 7 


DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 4.5. MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 
kW kWh °000 $ $ 
RoTnpeville coe Bes cecaes 5,647.9 32,957.7 256,415 148,310 20,141 
Kirktieldi, oe Sten saes 248.3 1,277.0 11,274 5,747 875 
Kitchener...) Soe. 175,606.9 1,079,752.0 7,972,496 4,858,884 13,050 
I oriphalcseaomaniases 1,420.4 8,110.9 64,486 36,499 5,005 
Lakelicld 04 eg 2,942.6 17,428.8 133,593 78,430 10,368 
Lelmbeth soe tee ee 1,972.0 11,146.1 89,528 50,158 6,948 
Lxnathn nh ner otic 891.6 4,564.8 40,480 20,542 3,142 
Pancdsterc) oe dee aio: 613.8 3,535.0 27,867 15,908 2,163 
Larder Lake Twp. --sssssssss0 1,114.9 6,974.0 50,617 31,383 3,928 
Latchiord ce 449.5 2,568.2 20,407 11,557 1.617 
Léataiigtoticns te 13,693.1 83,752.8 621,664 376,888 49,130 
Lindsay.cc.cc,e nee 21,086.5 129,596.8 957,324 583,186 75,865 
Littawel o25) 9,081.4 50,861.3 412,296 228,876 32,673 
Londentcnc tae 284,919.1 1,729,454.9 12,935,236 7,782,547 1,025,077 
Lcereeamie sto ee ee 1,428.4 8,548.2 64,849 38,467 5.033 
Luck naw 2 ene 1,410.3 8,019.3 64,031 36,087 4,970 
L Smelt aoa ee se hie La 535.6 2,826.8 24,319 12,721 1,888 
Madoc 4) de cuatee eas 1,957.2 11,625.6 88,857 52,315 6,896 
Magnetawan .....sssscsssssscceeeseee 218.1 1,187.2 9,903 5,342 784 
Markdsle 4c hee 1,938.5 11,138.8 88.011 50,125 6,975 
Markham ite ots boas 16,252.3 95,627.0 737,852 430,322 57,941 
Marinorac. co coe eee 1,394.2 8,129.7 63,296 36,584 4,953 
MartintOwN .....sesecesesreesccsseeeees 239.0 1,175.6 10,851 5,290 842 
MASECY. onctnstcetanentaniie 1,301.3 7,834.3 59,080 35,255 4,682 
Maavalle ola tne eee 1,040.7 5,818.6 47,249 26,184 3,667 
McGarry TW nssccccsccccssssssnss 934.5 5,471.4 42,427 24,621 3,293 
Menford:crs tortie ss. 6,302.6 36,432.1 286,138 163,945 22,675 
Manin cca ee eae 670.3 3,652.0 30,431 16,434 2,362 
Merrickville.........c.csss-ccsesceeeees 952.3 5,735.2 43,238 25,808 3,356 
Midland. $2.7 a5 ae 19,161.9 110,424.0 869,948 496,908 68.941 
MiP RRY coon pee natives 904.1 5,675.8 41,046 25,542 3,186 
Millbrook .....ssescseecsescesseeeessees 867.6 4,895.4 39,390 22,030 3,057 
Ribeass fee eke 15,754.0 96,793.0 715,229 435,569 56,680 
Nilvetion: ic. bho ed 1,759.8 9,128.2 79,897 41,077 6,201 
Mississauga ..........sssscsecssceee 343,220.6 2,235,886.0 15,582,103 10,061,487 1,233,644 
TT | nae en ar 4,296.4 22,705.8 195,057 102,177 15,458 
Moorefield .........:.csscscescscesens 462.6 2,304.9 21,006 10,372 1,630 
RAG PRISDUTE --ccscceicesecscscviersnne 2,648.3 15,785.2 120,234 71,034 9,332 
Mount Brydges..................... 970.0 5,500.4 44,038 24,752 3,418 


IMGHITE FOTOS sss cick so entessncaes 4,555.2 257129 206,807 115,708 16,389 


*see notes p. 53 


Allocation of Charges for Power 63 
PRIMARY POWER TO MUNICIPALITIES 
mber 31, 1975 
TOTAL 
AMOUNT 
RETURN CHARGED AMOUNTS 
ECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
ILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
ote 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 
$ $ $ $ $ per kWh 
5,463 (12,114) 427,597 420,433 7,164 12.97 
a (647) 18,211 17,702 509 14.26 
= (391,185) 12,453,245 12,516,707 (63,462) 11.53 
= (1,923) 109,572 106,279 3,293 13.51 
a (6,972) 226,824 222,843 3,981 13.01 
47 (4,642) 149,682 149,115 567 13.43 
_— (2,099) 65,521 64,620 901 14.35 
om (1,560) 46,757 45,258 1,499 13.23 
788 (2,842) 88,195 86,139 2.056 12.65 
~ (707) 32,874 31,628 1,246 12.80 
3,891 (33,854) 1,024,714 1,021,669 3,045 12.23 
as (49,434) 1,566,941 1,552,761 14,180 12.09 
740 (20,262) 654,323 652,241 2,082. 12.86 
= (623,564) 21,119,296 21,051,235 68,061 12.21 
ae (3,628) 110,257 108,769 1,488 12.90 
= (4,900) 105,654 103,894 1,760 13.17 
ae (1,872) 39,132 39,169 (37) 13.84 
ae (4,673) 150,981 147,343 3,638 12.99 
a (405) 15,624 15,339 285 13.16 
he (3,884) 141,227 138,259 2,968 12.68 
11,071 (20,619) 1,244,307 1,224,491 19,816 13.01 
840 (3,417) 105,498 102.433 3,065 12.98 
se (704) 17,205 16,799 406 14.64 
== (1,929) 97,088 94,477 2.611 12.39 
~~ (2,834) 78,299 77,265 1,034 13.46 
a (2,706) 7h we 70,126 1,131 13.02 
5,298 (14,837) 463,219 456,507 6.712 12.71 
=. (2,102) 49,723 49,369 354 13.62 
a (1,948) 74,145 72,335 1,810 12.93 
1,299 (49,549) 1,387,547 1,373,262 14,285 12.57 
_ (2,204) 71,074 69,194 1,880 12.52 
an (1,973) 65,867 65,245 622 13.45 
18,613 (25,555) 1,200,536 1,180,107 20.429 12.40 
198 (6,157) 128,037 127,209 828 14.03 
434,645 (383,655) 26,990,212 26,507,398 482.814 12.07 
3,556 (11,037) 305,211 302,662 2.549 13.44 
= (1,438) 33,363 33,050 313 14.47 
1311 (5,646) 206,529 203,928 2.601 13.08 
= (2,127) 73,840 72.811 1,029 13.42 


801 (10,519) 329,186 323,346 5,840 12.80 


64 


MUNICIPALITY 


Nepean wise ssn eeeauure aioe 
INGUStad t.ciesrcsctanccnpaverecsccrstecs? 


INGWIDUTY ccnsccneeetc trorrateensscd 
INGWiGastlen a topes. cseece tere ene 
IN @WIMArKGb ce recreece ates 
Niagara 73..i:h-.sssmeasmceserese 


Witaganalkta lS sererern vee. ncsse: 
INI pigon) iWipie.cc tes saecsccestee 
INQ nto B aly cree cuscseneereesnscrcee 
North, Works c.eccsvewsow-< 
INOIWWICH Sc. scacctssi nce ateencssrecs 


INGEWOOGE:acretia tore ces 
Oakvillec eased eat esneses 
OTS PR 2S ioe vesusseancresctcst ee 
Omemcée x. A220 ee ee 


Owen Sound eacneeenaeecc eet 
Parsley scsscccsstatessextsas cena tentces 
Palmerston <ascecotesnceco 


BAcey (SOUNG Chinn asta os 
PERDROKS cicasceresnsegen cates 


PRU. £cc co taa eee eee 


PRIYA). .cssnndcccucweoode 
DICK OEINE S scsseans xi cnsagteredsctos 
PACER corer aicckiviahtiedotecas 
Planta eenet co a.c-s.s.sicrotacp-syee 
UBT ees nh ccctsaevscnnce 


*see notes p. 53 


Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARG 
for the Year En 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR TRANSFORMATIO? 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
Average of DEMAND 4.5 MILLS 
Monthly : FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage | Stage | 


kW kWh °000 $ $ $ $ 
6,371.1 37,543.5 289,250 168,946 22,833 4.675 
90,726.4 576,116.1 4,118,952 2,092,523 182,674 4,14! 
492.8 2,540.0 ZnS 11,430 1,736 1,91 
4,427.8 29 ,399.8 201,022 114,119 15,638 15,21¢ 
305.4 1,640.6 13,866 7,383 1,076 1,18¢ 
518.3 2,877.8 23,531 12,950 1,826 2,005 
385.0 2,100.2 17,479 9,451 1357 1,49; 
235019 14,227.7 106,867 64,025 8,469 — 
17,010.8 106,182.9 772,286 477,823 60,968 12,164 
3,306.3 20,068.5 150,108 90,308 11,896 - 
62,141.9 386,485.3 DrSrli 222 1,739,184 PPR STS! - 
2,800.5 17,546.1 127,142 78,958 9,910 8,596 
63,744.0 397,889.7 2,893,956 1,790,504 229,337 — 
657,654.8 4,133,428.8 29,857,310 18,600,430 2,303,297 - 
1,512.6 8,648.8 68,672 38,920 5,330 5,86; 
13212 7,610.4 59,984 34,247 4,656 512% 
137,468.1 918,690.2 6,241,007 4,134,106 494.360 11,45: 
421.4 2,415.4 19,132 10,869 1,485 1,63. 
758.1 4,564.9 34,422 20,542 2,671 2,938 
HTS 69,920.9 534,416 314,644 42,351 — 
26,446.3 155,080.2 1,200,653 697,861 95,148 - 
1,205.4 6,579.0 54,729 29,606 4,248 4.67. 
165,087.5 975,652.17 7,494,919 4,390,437 593,949 — 
503,712.6 3,186,749.1 22,868,386 14,340,371 1,538;5535 — 
630.5 3,350.6 28,624 15,078 2,222 2,44: 
28,141.9 173,511.8 1,277,637 780,803 100,882 17,45) 
1,334.7 7,408.2 60,597 33,337 4,802 — 
2,099.0 12,412.2 95,294 55,855 7,552 — 
7,396.4 40,273.1 335,796 181,229 26,611 - 
1,843.6 9.9218 83,702 44,648 6,633 - 
6,754.7 38,620.6 306,663 173,793 24,302 — 
14,242.8 73,831.9 646,618 332,244 51,242 -- 
6,767.5 41,072.1 307,245 184,825 24,348 - 
8,754.3 49,687.4 397,442 223,593 31,497 - 
82,167.2 518,487.1 3,730,367 2,333,192 295,620 — 
3,868.7 22,065.5 175,640 Le os 13,662 13.44% 
2,573.7 15,181.4 116,846 68,317 9,068 9,97: 
5,629.8 33,286.6 259,593 149,790 20,255 - 
1,041.7 6,456.6 47,295 29,055 3.671 4,033 
1,028.6 5,064.2 46,701 22,789 3.625 3.9% 


Allocation of Charges for Power 


PRIMARY POWER TO MUNICIPALITIES 
nber 31, 1975 


(CIAL 
‘LITIES 
te 3) 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(17,680) 
(100,990) 
(1,583) 
(9,919) 
(511) 


(1,042) 
(960) 
(4,337) 
(27,333) 
(9,055) 


(169,042) 
(6,324) 
(116,813) 
(906,250) 
(5,567) 


(3,059) 
(200,245) 
(2,536) 
(1,901) 
(19,938) 


(33,094) 
(2,368) 
(337,803) 
(765,638) 
(2,017) 


(69,283) 
(2,969) 
(7,505) 

(22,117) 
(4,829) 


(10,822) 
(9,915) 
(14,923) 
(22,785) 
(194,323) 


(14,644) 
(3,128) 
(18,784) 
(1,802) 
(3,096) 


TOTAL 


AMOUNT 
CHARGED 


FOR 


PRIMARY 


POWER 


$ 
472,264 
6,805,662 
35,866 
337,680 
22,998 


39,274 
28,819 
175,024 
1,305,099 
245.002 


4,652,845 
218,282 
4,876,003 
49,873,783 
113901 


100,949 
10,760,847 
30,583 
58,673 
880,144 


1,978,028 
90,887 
12,141,502 
37,981,654 
46,351 


2,107,490 
95,767 
152,253 
S21519 
130,154 


494,517 
1,020,635 
503,911 
629,747 
6,164,856 


288,011 
201,078 
407,146 
82,257 
74,006 


AMOUNTS 
BILLED AT 
INTERIM 


RATES 


$ 
467.617 
6,760,714 
35,683 
332,262 
2275 


38,237 
28.657 
171,370 
1,269,814 
242,012 


4,625,485 
215,491 
4,784,817 
49,602,895 
112,599 


100,041 
10,670,420 
291995 
58,506 
873,537 


1,954,448 
90,041 
12,030,085 
37,643,845 
45,940 


2,075,012 
94,009 
150,321 
SVENIBE) 
127,760 


487,740 
993,423 
493,114 
623,815 
6,115,380 


284,576 
193,922 
403,074 
79,162 
8 


BALANCE 
(Refunded) 
or Charged 


1,037 
162 
3,654 
35,285 
2,990 


27,360 
2,791 
91,186 
270,888 
1,312 


908 
90,427 
590 
167 
6,607 


23,580 
846 
111,417 
337,809 
411 


32,478 
1,758 
1932 
2,360 
2,394 


6,777 
Zio 
10,797 

35932 
49,476 


3,435 
7,156 
4,072 
3,095 

789 


65 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


per kWh 
12.58 
11.81 
14.12 
13.32 
14.02 


13.65 
Siz 
12.30 
1229 
12.21 


12.04 
12.44 
12.25 
12.07 
13.17 


13.26 
11.71 
12.66 
12.85 
12259 


Penis 
13.81 
12.44 
11.92 
13.83 


12.15 
1293 
L2eZy 
1295 
13.12 


12.80 
13.82 
1227 
12.67 
11.89 


13.05 
13.24 
12223 
12.74 
14.61 
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MUNICIPALITY 


Ponte Edwardian asn0e 
PortcBurwell in coe ct aere 
Port Colborne s...8.tc.cccsce 
Ports Credit f.0.-feiosenee 
PORts DOVER sey ecrecccoe ees 


Port | Egil c.ccsatt.sesvscsonsestsenete 
PORERTROPC hay cass tate rare 
Port) MENICOM  esscstssensseess 
Port): PEThy iicoecucsscet steiner 
Port ROWaM tc...tcc cement 


Opts Stanley exec. nen et tps 
PrescOttac.se cetera: 
PreStOtinnts cotta eee eee 
POICEVING saat. Meteo eee 
PRINCE dcqrrcece Nene 


QUGENSTON i ecci e cients rene 
Reaitive Rivers it ccs noeearencctacs< 
Red Rock csc. cee sees 
Renews ctecce nee ete 
Richmond eee er ores 


Sandwich West Twp. .......... 
SARA losis scantdennta cars actarsnntraters 


SCAMDOLOURN: 5 Garescacroueerssetes 
Schreiber: Vwpiscccnunus-encss 
OATOCER <7 eNcterche ake ee cee 


Sigue Ook out wincas.ese 
SIPPNSy BANS .sccconaee ences 
South Grimsby Twop............ 
South RIVET eee ys sscvcceeedecane 
DOU PION reac reics daachivacass 


*see notes p. 53 


Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGI] 
for the Year En 


PRIMARY POWER 

ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON ENERGY AT 


Average of DEMAND 4.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 


kW kWh ’000 $ $ $ $ 
7,946.2 42,283.6 360,755 190,276 28.411 9251 
513.3 3,006.4 23,305 13,529 1,809 1,989 
16,392.8 109,085.1 744,228 490,883 58,978 — 
23,538.9 171,951.0 1,068,660 773,780 84,688 — 
3,266.4 lii20.9 148,294 78,867 Wi ey — 


7,287.1 42,856.9 330,832 192,856 26,218 — 

17,611.6 106,902.4 799,564 481,061 63,363 — 
1,778.8 9,559.8 80,758 43,019 6,268 6,894 

4,388.1 25,468.4 199,219 114,608 15,787 — 
SsTh3 3,446.8 25,938 TS Siti 2,013 2,214 


1,983.1 11,188.9 90,034 50,350 ISS — 
6,021.7 32,968.6 273,386 148,359 21,666 — 
24,823.4 140,659.4 1,126,974 632,967 89,309 — 
132.0 659.1 5,993 2,966 465 512 
490.0 2,820.7 22,246 12,693 127 1,899 


500.2 2,836.7 22,711 12,765 1,763 1,939 
1,347.5 8,003.3 61,178 36,015 4,748 5,228 
1,180.7 7,085.3 53,604 31,884 4,248 — 
8,376.5 46,446.8 380,294 209,011 30,138 — 
2,731.6 15,836.0 124,017 71,262 9,625 10,587 


24,684.7 148,605.1 1,120,677 668,723 88,548 — 
3,259.4 18,236.4 147,976 82,064 11,726 — 
754.4 4,440.0 34,250 19,980 2,658 2,924 
3,545.1 20,704.4 160,949 93,170 12,491 13,740 
967.9 eon 43,946 25,914 3,411 3.752 


862.6 5,007.3 39,164 22,533 3,040 3,344 
316.2 1,678.6 14,358 7,554 1,138 — 
873.4 4,947.6 39,653 22,265 3,077 3,385 
11,117.4 60,414.6 504,730 271,866 39.819 9,337 
76,687.0 516,654.2 3,481,564 2,324,944 274,825 — 


421,295.7 2,613,962.3 
22253) 13,835.8 101,041 62,261 7,878 6,757 
25309 14,232.1 115,129 64,045 9:123 _ 


19,126,689 11,762,830 1,515,148 16,328 


3,431.6 20,551.3 155,796 92,481 12,346 —| 
19,305.0 119,270.4 876,441 536,717 69,454 73 


S107 22,695.6 168,056 102,130 13,043 14.347 
13,656.3 79,780. | 619,996 359,011 49,133 = 
949.0 5,283.0 43,084 23,774 3,344 3,67€ 
1,297.8 7,774.9 58,922 34,987 4,669 =) 
4,365.2 25,39 1.0 198,182 114,260 15,705 = 


Allocation of Charges for Power 67 
Rk PRIMARY POWER TO MUNICIPALITIES 
ember 31, 1975 
TOTAL 
AMOUNT 
RETURN CHARGED AMOUNTS 
PECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
\CILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 
$ $ $ $ $ per kWh 
_ (23,423) 565,270 572,853 (7,583) | 3.37 
102 (1,255) 39,479 39,086 393 13.13 
5,184 (42,465) 1,256,808 1,254,181 2,627 11.52 
11,436 (45,216) 1,893,348 1,882,951 10,397 11.01 
3,183 (9,267) 232,829 213,341 19,488 13.28 
9,825 (9,655) 550,076 526,487 23,589 12.84 
8,325 (37,763) 1,314,550 1,299,160 15,390 12.30 
1,070 (4,517) 133,492 129,787 3,705 13.96 
368 (8,011) 321,971 314,857 7114 12.64 
on (1,854) 43,822 43,859 (37) 12.71 
2,677 (7,132) 143,064 140,305 2.759 12.79 
L112 (17,199) 427,324 | 425,793 1,531 12.96 
ee (56,898) 1,792,352 1,778,618 13,734 12.74 
— (296) 9,640 9,544 96 14.62 
a (1,830) 36,735 36,926 (191) 13.02 
_ (1,689) 37,489 37,223 266 13.22 
335 (2,108) 105,391 102,871 2,520 13.17 
551 (2,840) 87,447 86,867 580 12.34 
786 (16,485) 603,744 597,487 6,257 13.00 
_ (3,569) 211,922 206,256 5.666 13.38 
9,988 (39,952) 1,847,984 1,835,586 12,398 12.44 
1,791 (9,099) 234,458 231.645 2.813 12.86 
= (2,066) 57,746 56,069 1,677 13.01 
= (4,682) 275,668 270,022 5.646 13.31 
= (2,504) 74,519 73,351 1,168 12.94 
2 (2,991) 65,090 65,775 (685) 13.00 
— (880) 22.170 21,691 479 13.21 
_ (1,814) 66,566 63,030 3,536 13.45 
6,674 (13,660) 818,766 811,425 7,341 13.55 
== (271,470) 5,809,863 5,749,425 60,438 11.25 
243,578 (618,611) 32,045,962 31,791,940 254,022 12.26 
1,189 (4,558) 174,568 170,238 4,330 12.62 
723 (9,504) 179,516 177,984 1,532 12.61 
836 (5,927) 255,532 249,826 5.706 12.43 
10,243 (40,957) 1,451,973 1,440,843 11,130 12.17 
_ (8,479) 289,097 282.490 6.607 12.74 
327 (37,348) 991,119 974,554 16,565 12.42 
= (2,536) 71,344 70,603 741 13.50 
= (1.431) 97,147 94,434 2545 12.49 
788 (7,600) 321,335 311.911 9,424 12.66 


68 Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGE 


for the Year Ende 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON: | ENERGY AT 
MUNICIPALITY Average of DEMAND 4.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh *000 $ $ $ $ 
Springheld:.i:% 40 actcsae: 399.9 2,139.8 18,157 9,629 1,409 1,550 
St Catharines ...d0hcctasie: 196,343.7 1,152,321.6 8,913,943 5,185,447 637,498 ae 
St’ Clair Beach )ccticcciea. 1,754.3 9,605.0 79,646 43,223 6,233 4,080 
SiGeorgen ah cn eee 1,149.4 6,644.4 52,184 29,900 4,081 2,856 
SC acete x. oasee areca 1,897.2 11,710.0 86,135 52,695 6,739 4.553 
Str Marys. tune 5,432.5 32,297.2 246,635 145,338 19,545 a 
Ste Thomascned. 5 eer 33,568.9 197,462.2 1,524,021 888,580 120,761 677 
Silynet ada ete 2,478.8 14,152.3 112,538 63,686 8,918 4 
SiMe santos Geo ane 1,792.7 10,366.7 81,390 46,650 6,450 =a 
Stoney Creek :..cte) ee 7,046.1 39,374.3 319,892 177,185 25,351 = 
Silowhville cc) onsdeintas 6,223.9 35,750.1 282,566 160,876 22,283 5,693 
Sirattard i cmeceume eno 41,881.8 247,616.1 1,901,420 1,114,273 150,681 = 
Strathroy: aii.20 soe 9,109.7 50,670.2 413,578 228,016 32,775 — 
StresteVilleshaaeat alte 7,801.8 46,259.8 354,199 208,170 28,069 = 
Sturgeon: Rallsis sa steen re. 6,456.7 3721315 293,134 167,461 23,230 — 
See bins i eee cee 100,422.1 643,973.0 4,559,130 2,897,879 361,297 as 
Sunderland. s..cdeere tes 773.3 4,339.6 35,109 19,528 2,725 2,997 
Sunaridpers vc. e est: 1,130.4 6,494.4 51,321 29,225 4,067 = 
Sarton fics cnt eee care 3,395.4 20,623.1 154,152 92,804 11,964 13,160 
TERA Aueccec) en eee re 1,197.7 7,318.6 54,378 32,934 4,220 4,642 
Tavibtick hha a eh : 2,754.5 14,223.6 125,057 64,006 9,911 — 
TOBUMISER de. cadeh ees 4,645.4 27,396.0 210,902 123,282 16,713 — 
Teegwater eis ce 1,539.0 8,636.5 69,871 38,865 5,457 4,168 
Terrace Bay Twp. ..e.s0....... 2,385.5 15,403.6 108,302 69,316 8,582 — 
Thamesiordastocnu ase 1,839.3 10,755.8 83,505 48,401 6,481 7,129 
Thamesville........cccsssssssssssssssee: 1,354.7 6,263.7 61,504 28,187 4,773 5,250 
Thedlgrd 4.064 Jee caey 845.2 4,788.1 38,374 21,547 2,978 3,276 
Thteasalon 3.355. dati ct. 1,760.5 10,676.5 79,927 48,045 6,334 = 
"Ponty rin, Fee dec, 1,874.6 11,261.5 85,107 50,677 6,605 7,265 
Thrndale idee arto 405.4 2,207.6 18,405 9,934 1,428 1,571 
TBoentonindeceo tien 404.6 2,141.0 18,371 9,635 1,426 1,569 
ty: een Oe 2 daira 7,289.0 46,829.4 330,920 210,732 26,202 — 
Thunder Bay HEC.........000. 146,214.3 919,685.4 6,638,082 4,138,584 525,971 3,967 
Bo ey eee ee ee 5,168.4 27,604.3 234,644 124,219 18,586 489 
Tillsonburg. ones 1,215.1 62,473.9 509,164 281,133 40,349 = 
(an ee, See 1,098,811.8 7,153,756.7 49,885,693 32,191,905 3,382,542 = 
pl ae ee 1,912.5 10,478.1 86,828 47,152 6,739 7.412 
i. ee see 26,999.4 165,116.2 1,225,766 743,023 97,138 — 
Tweed Bitte hocwnscsenrccten 2,363.7 13,051.9 107,311 58,734 8,504 = 
RRB Baie tisaienss ocsove 4,037.5 21,998.4 183,304 98,993 14,526 — 


*see notes p. 53 


Allocation of Charges for Power 69 


MR PRIMARY POWER TO MUNICIPALITIES 
cember 31, 1975 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
ACILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


Mills 


$ $ $ $ $ per kWh 
95 (1,464) 29,376 28,660 716 I3c738 
483 (419,225) 14,318,146 14,359,427 (41,281) 12.43 
— (3,347) 129,835 128,023 1,812 S552 
380 (3,004) 86,397 85,492 905 13.00 
343 (3,941) 146,524 144,280 2,244 12.5] 
— (29,162) 382,356 375,669 6,687 11.84 
— (96,921) 2,437,118 2,429,982 7,136 12.34 
— (5,385) MALTS 177,041 2,716 12.70 
= (4,430) 130,060 128,494 1,566 1295 
489 (13,305) 509,612 507,064 2,548 12.94 
725 (10,645) 461,498 454,065 7,433 ae) 
= (109,789) 3,056,585 3,040,921 15,664 12.34 
5,098 (21,889) 657,578 650,531 7,047 12.98 
4,365 (13,142) 581,661 579,595 2,066 1257 
3,169 (10,060) 476,934 466,565 10,369 12.82 
111,793 (180,749) 7,749,350 7,629,041 120,309 12.03 
= (2,181) 58,178 57,550 628 13.41 
= (1,851) 82,762 80,819 1,943 12.74 
== (6,869) 265,211 258,162 7,049 12.86 
== (2,670) 93,504 92,416 1,088 12.78 
1,324 (7,460) 192,838 190,715 2,123 13.56 
2,624 (9,515) 344,006 339,676 4,330 12.56 
= (3,990) 114,371 112,411 1,960 13.24 
= (5,152) 181,048 175,549 5,499 11.75 
— (4,398) 141,118 139,385 733 13312 
== (4,179) 95,535 95,445 90 15.25 
= (2,525) 63,650 62,426 18729 
1,886 (2,746) 133,446 131,644 12.50 
— (3,475) 146,179 143,952 12.98 
20 (1,388) 29,970 29,426 544 13.58 
— (799) 30,202 29,017 1,185 14.11 
640 (38,006) 530,488 529,502 986 11.33 
= (479,182) 10,827,422 10,693,381 134,041 ea 
1,165 (12,390) 366,713 365,076 1,637 13.28 
1,517 (25,315) 806,848 801,034 5,814 12.9] 
11,619 (3,597,743) 81,874,016 81,362,825 511,191 11.44 
= (2,991) 145,140 144,742 398 13.85 
= (62,592) 2,003,335 1,975,470 27,865 12.13 
== (5,850) 168,699 165,060 3,639 12.93 
482 (95329) 287,976 285,275 2,701 13.09 


70 Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGE 
for the Year End 


PRIMARY POWER 

ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON | ENERGY AT 


MUNICIPALITY Average of DEMAND 4.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 


kW kWh ’000 $ $ $ $ 

Vankleeks hitlige seen 1,528.8 8,712.9 69,410 39,208 5,387 5,926 
Vaughan lwpiscscnaccacs 53,485.5 332,252.6 2,428,227 1,495,137 192,430 — 
Victoria: HarbOuraccc-.c-e- 1,274.8 7,328.0 57,875 32,976 4,492 4,941 
Walkerton c:civtetocstsactsso ces 7,782.8 44,599.1 353,339 200,696 28,001 — 
Wallaceburg .c.c.ccccesaccee: py B eye) 141,513.6 1,009,473 636,811 79,997 — 
Weardsvilleticckttctueentias 418.3 2,442.1 18,992 10,990 1,474 1,621 
Warkworthicn eens ed 651.4 3,606.0 29,574 16,227 2,295 2,525 
Wasaga’ Beach cic-cssencsterasec. 1,612.9 8,108.8 73,228 36,490 5,683 6,252 
Wiaterdow finnnv.cccne: semen 2,368.2 13,756.0 107,519 61,902 8,345 9,179 
Watertords eweeee ces 2,574.7 12,799.0 116,894 57,596 9,121 7,434 
‘Weaterloousiina-cc.cesr ee 67,585.8 421,207.1 3,068,374 1,895,432 5,023 — 
Watforda iw cctiet eee 1,866.6 9,220.4 84,743 41,492 6,597 6,202 
Watbaushene.j..:..cccagsessecss 762.7 4,272.6 34,626 19,227 2,687 2,956 
Webbwoods ernest 442.2 2,422.2 20,078 10,900 1,591 — 
Welland sca meee 54,710.2 317,790.3 2,483,829 1,430,057 196,836 —_ 
Wellesleyicgitncnc ees 750.7 4,206.9 34,082 18,931 2,645 2,909 
Wellington icici.) scsatcecrscsssser 1,225.6 6,689.2 55,645 30,102 4,319 4,750 
West Gomes: nae 1,762.0 9,122.1 79,994 41,050 6,208 6,829 
Westport..it. Aintree sac 892.2 5,315.4 40,508 23,919 3,144 3,458 
Wheatley oi scree senetneuitcmneos 1,678.6 9,164.3 76,209 41,239 5,924 5,985 
WRB sco scctereteynecmtnsneineess 36,749.3 221,306.0 1,668,409 995,877 132,216 _ 
WiattOniepeeecaoeeen ed 2,814.6 16,658.8 127,785 74,965 10,127 -- 
Wilha msburg se fascassereacecess 388.6 2,073.7 17,645 9,332 1,370 1,506 
Winchestens.w.cnse eee 3,598.7 DIETS eS 163,382 97,791 L779 9,091 
Windermere ai nessscchdcnctccatis 290.8 1,399.2 13,204 6,296 1,047 — 
WindSOrss 65 ees eee 271,878.7 1,693,812.6 12,343,204 7,622,157 978,160 - 
Witham espace 6,532.9 38,051.3 296,591 ET 231 23,503 —_— 
Woodbridge sais acct cat cnenece 3,688.0 22,863.3 167,438 102,885 13,269 —_— 
Woodstockis. noses cnn 40,624.3 235,724 1,844,330 1,058,275 146,157 —_— 
Woodville. c25 ct ncscsces: 583.1 3,280.3 26,473 14,762 2,055 2,260 | 
WOMEN 8 ioc cedar tissenyseee 1,379.0 8,151.0 62,606 36,680 4,859 5,345 | 
Wark es oo ee ee Boe 119,787.4 777,593.3 5,438,310 3,499,170 430,969 —= 
PF ASTIGH ecole Wetec ig « he 948.2 5,283.2 43,049 PEW ps 3,341 3,675 
Total Municipal... 8.704.916.6 54.520,606.2 395,200,939 245,342,802 28,965,026 1,177,366 

: 

| 


“see notes p. 53 


Allocation of Charges for Power 


OR PRIMARY POWER TO MUNICIPALITIES 


ecember 31, 1975 


RETURN 
SPECIAL ON 
FACILITIES EQUITY 
(Note 3) (Note 4) 


$ 
(2,618) 
(52,997) 
(2,326) 
(15,741) 
(59,260) 


(1,042) 
(1,505) 
(2,954) 
(5,426) 
(7,015) 


(112,760) 
(6,511) 
(1,742) 

(651) 

(119,812) 


(2,549) 
(3,418) 
(5,886) 
(2,064) 
(4,510) 


(61,699) 
(6,859) 
(1,375) 
(6,972) 

(876) 


(708,614) 
(13,289) 
(10,363) 

(108,093) 

(1.403) 


(2,758) 

(335,639) 

(2,699) 

1,908,516 (18.676.427) 


TOTAL 
AMOUNT 
CHARGED 

FOR 
PRIMARY 
POWER 


$ 
M713 
4,100,504 
97,958 
576,093 
1,673,156 


S212 
49.116 
118,699 
181,519 
185,167 


4,856,069 
133,360 
57,754 
31,918 
3,990,910 


56,018 
91,398 
128,195 
68,965 
124,847 


2,765,156 
206,121 
28.478 
277,926 
19,671 


20,236,059 
480,218 
213,229 

2,940,669 
44.147 


106,838 
9,032,810 
71,141 
653,918,222 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
114.880 
4,047,414 
95,5511 
565,224 
1,658,190 


31,405 
47,544 
116,322 
179,562 
185,511 


4,872,693 
133,354 
57,360 
31,050 
3,963,774 


55,250 
89,675 
126,965 
67,205 
123,099 


2,722,056 
204,299 
28,434 
273,022 
19,426 


20,011,798 
480,959 
273,500 

2,920,828 
43,390 


105,226 
8,997,897 
70,382 
649,107,080 


BALANCE | DEMAND 
(Refunded) CHARGE 
or Charged (Note 6) 


2,433 - 
53,090 

2,407 
10,869 
14,966 


716 
1,572 
2,377 
1,957 
(344) 


(16,624) 


224,261 
(741) 
(271) 

19.84] 
757 


1,612 
34,913 
759 
4.811.142 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


71 


ce: 


Appendix II—Finance 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1975 


Municipality 


PNT ETSUDUTS amairecene csts stoner reseeres terest 
ATICASLERAT Wip\scteasatessteesnahaysust sosaveset scecehones uae 


Va 0) 9) 0-98) 9 bh Mena cy puree reece a een Frereeeretrer ee 
VAUKONAR Riots wate wey Ae ce marta: 
PNT TIPUIOR seccenesd secccnescaereecqssrctseveceesceveessoretens 
Fah gt 0 ies se receann berets lencaree a er ce mee 


ASTIKOK ENS UW Discos seer tesentsiss ete erates ee 
PRUOL a Saites clecasessroosupes are teneetreteseasoeeeaeet ts 


Bath tn 2: ce cee ee ee ee 


BEQCHDULD csccccssecs racsectsnscsevasaetias Weaxcseesesencee' 
Beaeh ville. Mee tern esses eiekc cess ee eens 
Beamsville testccnete. cancers es 
BeavertOnesiecia cate eee ee 
|S ol CO) 1p RR CPS oe 5 OOO OP no A US 


Blithicn enencearece rs canaries cores 
BODGAV PEON merc sccr nce saratece sce nee 
1200) [Roy rasa erp Cheeni sterner oneptr fea astern Po 


PRT CROTIO BC acs cado nocd tase sieyas snap axigeesssnvcctaatanede 
PAPAS echt atx cas toca adsense teeead savevot, nce 
Jo yy bet Pe (ids ae eee ae a 
Brain Uae es einaancandotecer Rene 
EEE EB LY (0) fa le breed ody: ope ae em 


Balance at 
December 31, 1974 


$ 
852,335.00 
84,881.00 
911,668.00 
432,483.00 
77,739.00 


429,803.00 
261,599.00 

82,996.00 
740,133.00 
349,554.00 


26,371.00 
64,161.00 
756,545.00 
186,687.00 
93,079.00 


453,232.00 
886,309.00 

19,021.00 
714,497.00 
164,217.00 


197,418.00 
179,809.00 
3,367,407.00 
77,031.00 
61,126.00 


43,139.00 
406,222.00 
295,360.00 
223,662.00 
119,635.00 


187,722.00 
3,834,029.00 
82,299.00 
352,618.00 
88,260.00 


135,758.00 
136,301.00 
249,787.00 
102,500.00 
1,313,628.00 


108,687.00 
319,190.00 
163,704.00 
3,407,025.00 
9,465,929.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
51,016.00 


5,297.00 
112,359.00 
35,092.00 
8,976.00 


33,328.00 
22,904.00 

3,005.00 
48,948.00 
22,173.00 


1,369.00 
2,553.00 
67,000.00 
16,352.00 
6,316.00 


27,708.00 
88,627.00 

1,374.00 
47,092.00 
11,916.00 


8,314.00 
19,619.00 
336,369.00 
8,330.00 
5,433.00 


3,961.00 
19,554.00 
21,501.00 
16,814.00 

8,224.00 


18,362.00 
297,898.00 
9,399.00 
25,263.00 
5,256.00 


8,380.00 
14,091.00 
30,800.00 

5,658.00 
99,587.00 


21,651.00 
28,030.00 
12,714.00 
371,898.00 
552,103.00 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 1975 


$ 
903,351.00 


90,178.00 
1,024,027.00 
467,575.00 
86,715.00 


463,131.00 
284,503.00 

86,001.00 
789,08 1.00 
371,727.00 


27,740.00 
66,714.00 
823,545.00 
203,039.00 
99,395.00 


480,940.00 
974,936.00 

20,395.00 
761,589.00 
176,133.00 


205,732.00 
199,428.00 
3,703,776.00 
85,361.00 
66,559.00 


47,100.00 
425,776.00 
316,861.00 
240,476.00 
127,859.00 


206,084.00 
4,131,927.00 
91,698.00 
378,862.00 
93,516.00 


144,138.00 | 
150,392.00 
280,587.00 
108,158.00 

1,413,215.00 


130,338.00 
347,220.00 
176,418.00 
3,778,923.00 
10,018,032.00 


Equities Accumulated by Municipalities 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


Brantford Twp 


Brechin............. 


Brockville......... 


Brussels............. 
BUTIOI .........0--- 


Burgessville ...... 


Burks Falls...... 
Burlington........ 
Cache Bay........ 
Caledonia......... 


Campbellford... 
Campbellville... 


Cayuga ............. 


Chapleau Twp 
Chatham........... 


Ciresley.............. 


Chippawa......... 
Clifford............. 


Cobourg ........... 


Courtright ........ 
Creemore.......... 


Delaware 


THROUGH DEBT RETIREMENT APPROPRIATIONS 
For the Year Ended December 31, 1975 


Municipality 


Balance at 


December 31, 1974 


$ 
1,085,322.00 


36,547.00 
160,724.00 
66,875.00 
282,714.00 


2,828,883.00 
135,417.00 
145,916.00 
43,955.00 
98,316.00 


5,324,934.00 
47,697.00 
224,423.00 
143,524.00 
32,829.00 


140,150.00 
262,293.00 
150,936.00 
771,544.00 
102,929.00 


107,887.00 
58,394.00 
143,881.00 
4,434,225.00 
54,056.00 


286,039.00 
256,523.00 
236,463.00 

80,162.00 
440,675.00 


94,773.00 
1,711,578.00 
332,711.00 
167,097.00 
122,743.00 


1,526,912.00 
92,508.00 
115,611.00 
75,870.00 
55,489.00 


47,325.00 
107,581.00 
69,163.00 
394,013.00 
45,361.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
109,345.00 


2,061.00 
11,421.00 
2,510.00 
21,582.00 


186,913.00 
6,564.00 
6,377.00 
2,009.00 
8,896.00 


724,117.00 
3,526.00 
14,210.00 
23,750.00 
2,633.00 


9,496.00 
21,652.00 
7,958.00 
37,617.00 
12,099.00 


6,655.00 
5,908.00 
20,514.00 
293,760.00 
3,021.00 


12,782.00 
15,286.00 
18,314.00 

4,293.00 
22,249.00 


6,763.00 
134,324.00 
41,027.00 
13,671.00 
6,993.00 


136,123.00 
4,469.00 
12,525.00 
5,516.00 
3,224.00 


3,022.00 
6,933.00 
3,571.00 
43,919.00 
2,725.00 


Balance at 
December 31, 1975 


$ 
1,194,667.00 


38,608.00 
172,145.00 
69,385.00 
304,296.00 


3,015,796.00 
141,981.00 
152,293.00 
45,964.00 
107,212.00 


6,049,05 1.00 
51,223.00 
238,633.00 
167,274.00 
35,462.00 


149,646.00 
283,945.00 
158,894.00 
809,161.00 
115,028.00 


114,542.00 
64,302.00 
164,395.00 
4,729,631.00 
57,077.00 


298,821.00 
271,809.00 
254,777.00 

84,455.00 
462,924.00 


101,536.00 
1,845,902.00 
373,738.00 
180,768.00 
129,736.00 


1,663,035.00 
96,977.00 
128,136.00 
81,386.00 
58,713.00 


50,347.00 
114,514.00 
72,734.00 
437,932.00 
48,086.00 
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Appendix II—Finance 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


BOON UIC isch a tornich ccenvthataiggacatcinnein 


Glencoe 
Gloucester Twp 


Maa ERIEEEN | oc loodhic dassacteanennneeuvcia aides 
RTE a EEE os cantconig-sc-ss hunsiviavoeerapeao cornice 
PUREE SNe xa etch owen seen sbexcnctnre bho wacks 


Municipality 


OST oa he ees eee ete ees 


Balance at 


December 31, 1974 


$ 
380,042.00 


190,533.00 
84,204.00 
99,349.00 

340,712.00 


54,988.00 
444,899.00 
50,934.00 
141,650.00 
1,595,716.00 


737,186.00 
311,989.00 
114,496.00 
10,278,475.00 
78,046.00 


842,426.00 
137,809.00 
42,340.00 
247,776.00 
87,605.00 


93,080.00 
16,582.00 
89,581.00 
106,086.00 
263,633.00 


392,435.00 
27,877,673.00 
467,361.00 
69,503.00 
899,584.00 


56,265.00 
78,039.00 
190,607.00 
342,525.00 
113,325.00 


5,382,815.00 
1,510,924.00 

168,824.00 
1,961,265.00 
1,203,899.00 


130,807.00 
113,602.00 

40,599.00 
488,113.00 
477,595.00 


For the Year Ended December 31, 1975 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


$ $ 
28,315.00 — 
16,109.00 ee 
5,031.00 Ee 
6,189.00 = 
22,507.00 26.00 
2,650.00 a 
41,766.00 _ 
2,630.00 ae 
9,621.00 a 
106,179.00 = 
38,364.00 en 
17,370.00 _ 
4,370.00 = 
681,354.00 = 
7,781.00 = 
60,128.00 as 
9,590.00 = 
1,743.00 _ 
15,620.00 ae 
4,866.00 =n 
13,929.00 = 
1,013.00 a 
4,557.00 = 
14,047.00 ae 
35,666.00 tS 
30,259.00 = 
2,582, 185.00 an 
27,710.00 — 
14,569.00 a 
72,500.00 — 
2,894.00 bl set 
5,980.00 a 
12,141.00 = 
18,639.00 — 
10,735.00 ‘on 
355,858.00 = 
118,617.00 = 
11,927.00 = 
340,780.00 = 
74,474.00 = 
8,531.00 — 
6,695.00 is 
2,204.00 aes 
29,593.00 = 
38,430.00 = 


Balance at | 
December 31, 1975 


7 


$ 
408,357.00 


206,642.00 

89,235.00 
105,538.00 
363,245.00 


57,638.00 
486,665.00 
53,564.00 
151,271.00 
1,701,895.00 


775,550.00 
329,359.00 
118,866.00 
10,959,829.00 
85,827.00 


902,554.00 
147,399.00 
44,083.00 
263,396.00 
92,471.00 


107,009.00 
17,595.00 
94,138.00 

120,133.00 

299,299.00 


422,694.00 
30,459,858.00 
495,071.00 
84,072.00 
972,084.00 


59,159.00 
84,019.00 
202,748.00 
361,164.00 
124,060.00 


5,738,673.00 
1,629,541.00 

180,751.00 
2,302,045.00 
1,278,373.00 


139,338.00 
120,297.00 

42,803.00 
517,706.00 
516,025.00 


Equities Accumulated by Municipalities 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1975 


Balance at 
Municipality December 31, 1974 
$ 
ANA reno cc cess nenutecden ade soatesieisee ceive 7,800,3 11.00 
RS EVEN artevez oe vase sce coaes son seececestentacqncaissses 464,873.00 
(USO A ccccca ch ae oe en 69,375,007.00 
SOT ee 859,550.00 
BUMECSTIN ORCC a ssh on cvu tse hconsdsedseusvsascesseessaia 294,772.00 
RMBNOINPRE Se oes scab sain sobaves cxscbacbexvectecsns 310,175.00 
REIS Steep ccarcscis seuss os <tusss\cck acide uscssesessvstetenes 88,307.00 
LIL. ccc eee ae 125,766.00 
BUREN ELLY fos ses cscsce ceca vescacystenvscvesvbescersesere: 654,505.00 
NO once cs ans sy sev euis$50i ve 0000 sn ivesesseconsetce 351,858.00 
BP ee ccc cr oscsssakavesuised soesadcipchudestt 178,248.00 
0 TS sp Sache 1,267,724.00 
CUE cota a 59,348.00 
MME TIO c2 os Scccicvacatguctcevedeanephivsieses 23,686.00 
MLSS a soils vcsacxsceivocsstshsvsestiorecses 605,623.00 
BM eco as ate cve te scoktsewvacgs sos iehauneitesetn 1,320,152.00 
RUMI Speers e553 6 5.2. Sb ccsapdsthcecscunssinguestsceces 130,781.00 
US coco sstcesxecesiid cussseussvochueenesteces 107,260.00 
(SLSR 461,281.00 
PEASE Lire scae cess cce scares cvs cash asdceesesesatnssvease 338,429.00 
(TEL esonsedense Oe oes ee 411,506.00 
ose SUT ee anaes 41,834.00 
REG rr rr 507,344.00 
CNN acco 108,799.00 
© TTL once atts Ono 6,630,457.00 
I Booey sk csnsevins cas vavakonsicssnsaivond 456,632.00 
EAN csc cnvatlevsbactbacanstas av 24,762.00 
| OCSIE or 14,712,525.00 
oa ioe sessdicerpinpoicananes 68,286.00 
NES Loca ccs uasddcoutadeucdacenneceesets 263,687.00 
+L coanccnse 174,506.00 
NBER eee So csc bstotueysisavssieuovonctedvcoxeveee 79,475.00 
SCR oe oar ox Sv -cacetvesévoosonoédeutnede rine 59,546.00 
arder Lake LINN) 2h ere ee 103,119.00 
DI er 24,681.00 
SGU. A 1,284,924.00 
re 1 864,684.00 
os oe dsc vsiinvhdanexrssebssccuvoussune 768,179.00 
Ee 23,432,299.00 
Se sec oap occas acssionvasvnokeusveess> 138,886.00 
ge ne 191,217.00 
acco co ssi caces ds casiesvsinsdereanaee 72,802.00 
ook scisbsochaciedatviiersvnac 177,179.00 
ps cntcevantsaneasenves 14,879.00 
ES ee 145,606.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


$ 
635,889.00 


16,126.00 
4,491,335.00 - 

60,215.00 

15,042.00 


16,297.00 
6,456.00 
6,851.00 

120,295.00 

50,492.00 


13,126.00 
81,755.00 
3,247.00 
1,207.00 
34,608.00 


55,583.00 
8,837.00 
6,100.00 

47,411.00 

22,876.00 


76,634.00 
3,642.00 
36,712.00 
10,776.00 
464,046.00 


34,046.00 
1,497.00 
1,058,566.00 
8,562.00 
17,738.00 


11,887.00 
5,375.00 
3,700.00 
6,721.00 
2,710.00 


82,543.00 
127,111.00 
54,744.00 
1,717,505.00 
8,611.00 


8,502.00 
3,229.00 
11,798.00 
1,315.00 
11,686.00 


Balance at 


$ 
8,436,200.00 


480,999.00 
73,866,342.00 
919,765.00 
309,814°00 


326,472.00 

94,763.00 
132,617.00 
774,800.00 
402,350.00 


191,374.00 
1,349,479.00 
62,595.00 
24,893.00 
640,231.00 


1,375,735.00 
139,618.00 
113,360.00 
508,692.00 
361,305.00 


488,140.00 
45,476.00 
544,056.00 
119,575.00 
7,094,503.00 


490,678.00 
26,259.00 
15,771,091.00 
76,848.00 
281,425.00 


186,393.00 
84,850.00 
63,246.00 

109,840.00 
27,391.00 


1.367,467.00 
1,991,795.00 
822,923.00 
25,149,804.00 
147,497.00 


199,719.00 
76,031.00 
188,977.00 
16,194.00 
157,292.00 


fie, 


December 31, 1975 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1975 


Municipality 


MGGrarnye Manip saectencstees ea emecren re 


Meaford. 


Mildmay 


Millbroks se tiasrk eee ee 


Milton... 


Mo rasiinn pins yc cteenthaceree ean 
MoumtiBryd pesiircccces a iaeeeesscss 
MounteRorest.c ans eeanttenee rece 


Napanee 


Nepean w pic. ipa aden tetae 


Neustadt 


New Hamburg answerer canes 


Newboro 


Newburg 
Newbury 


HiocANitens ccoaccncrseoe ieeetcuseseatemintres 


Neweastle S0.ccscerat cee mnt ae 


Niagara 
Nipigon 


North Bay 
North York 


Norwich. 


Omemee 


PRIS Go taser tisoun ets See 
SUD irauiesupraueeinretccm anak 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 1974 


$ $ 


725,289.00 97,970.00 
129,624.00 8,404.00 
27,243.00 1,441.00 
66,996.00 7,845.00 


108,143.00 6,274.00 


98,838.00 5,633.00 


560,506.00 37,993.00 
81,264.00 4,041.00 
71,751.00 5,741.00 

1,888,828.00 115,509.00 


84,252.00 5,450.00 


74,261.00 5,230.00 
953,679.00 94,966.00 
240,484.00 10,608.00 

13,276,860.00 2,068,949.00 


420,829.00 25,899.00 


55,355.00 2,789.00 
211,608.00 15,964.00 
80,716.00 5,847.00 


398,164.00 27,459.00 


678,941.00 38,406.00 


3,437,491.00 546,903.00 
60,776.00 2,971.00 
376,523.00 26,691.00 
18,451.00 1,841.00 


38,682.00 3,124.00 


36,602.00 2,321.00 
160,357.00 14,190.00 
999,598.00 102,542.00 


347,982.00 19,931.00 


6,467,596.00 374,594.00 


271,069.00 16,882.00 
4,148,174.00 384,252.00 
32,091,606.00 3,964,372.00 


218,371.00 9,118.00 


115,770.00 7,965.00 


7,160,322.00 828,664.00 
101,698.00 2,540.00 
72,282.00 4,570.00 


734,072.00 70,958.00 


1,154,350.00 159,420.00 


87,588.00 7,267.00 
12,578,430.00 995,155.00 
27,546,272.00 3,036,402.00 


78,168.00 3,801.00 


Balance at 
December 31, | 


$ 
823,259.01 


138,028.00 
28,684.01 
74,841.00 

114,417.0 


104,471.00 
598,499.01 
85,305.01 
77,492.01 
2,004,337.0( 


89,702.01 
79,49 1.01 
1,048,645 .0( 
251,092.0( 
15,345,809.06 


446,728.06 
58,144.06 
227,572.00 
86,563.06 
425,623.06 


717,347.06 
3,984,394.06 
63,747.06 
403,214.06 
20,292.0€ 


41,806.06 
38,923.06 
174,547.0€ 
1,102, 140.0€ 
367,913.00 


6,842, 190.0¢ 
287,95 1.0€ 
4,532,426.0( 
36,055,978.06 
227,489.0( 


123,735.06 

7,988,986.00 

104,238.06 
76,852. 
805.030. 


1,313,770. 
94,855. 
13,573,585. 
30,582,674. 
81,969. 


Equities Accumulated by Municipalities 


STATEMENT OF E 
THROUGH 


QUITIES ACCUMULATED BY MUNICIPALITIES 
DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1975 


Municipality 


ek fa vbetnsncnycnasepnsscisctoreiotstenvioacs 


rth . 


antagenet 


«OV ene le 


1 Rock 


hmond Hill 
getown 


eer CeN th ORS G00 20S'e'eeepeunssicoeneduscbhearcceanscuscessecve 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 1974 


Balance at 


$ $ $ 
2,639,535.00 169,641.00 2.809, 176.00 
112,740.00 8,046.00 120,786.00 
293,318.00 12,653.00 306,001.00 
851,921.00 44,586.00 © 896,507.00 
186,246.00 11,114.00 197,360.00 
391,213.00 40,718.00 431,931.00 
312,520.00 85,856.00 398,376.00 
565,045.00 40,795.00 605,840.00 
868,016.00 52,771.00 921,975.00 
7,341,253.00 495,308.00 7.836,561.00 
577,510.00 23,321.00 600.831.00 
106,489.00 15,515.00 122,004.00 
728,000.00 33,937.00 761,937.00 
64,600.00 6,280.00 70,880.00 
118,401.00 6,201.00 124,602.00 
891,065.00 47,900.00 938,965.00 
47,737.00 3.094.00 50.83 1.00 
1,607,783.00 98,817.00 1,706,600.00 
1,670,034.00 141,894.00 1,811,928.00 
359,444.00 19,690.00 379,134.00 
349,467.00 43,927.00 393,394.00 
1,423,940.00 106,164.00 1,530, 104.00 
171,582.00 10,723.00 182,305.00 
297,886.00 26,452.00 324,338.00 
71,895.00 3,444.00 75,339.00 
280,324.00 11,955.00 292,279.00 
658,220.00 36,300.00 694,520.00 
2,152,246.00 149,637.00 2,301,883.00 
11,227.00 796.00 12,023.00 
71,381.00 2,954.00 74,335.00 
65,575.00 3,016.00 68,591.00 
73,879.00 8,123.00 82,002.00 
117,510.00 7,117.00 124,627.00 
606,773.00 50,494.00 657,267.00 
127,366.00 16,467.00 143,833.00 
1,443,602.00 148,801.00 1,592,403.00 
349,641.00 19,648.00 369,289.00 
79,481.00 4,548.00 84,029.00 
166,150.00 21,370.00 187,520.00 
95,830.00 5,835.00 101,665.00 
116,255.00 5,200.00 121,455.00 
33,833.00 1,906.00 35,739.00 
68,332.00 5,265.00 73,597.00 
480,545.00 67,017.00 547,562.00 
10,651,639.00 462,273.00 11,113,912.00 


(2) 


December 31, 1975 
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Appendix II—Finance 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1975 


Municipality 


SCAND OROU BIN. ©siesssesuscsttssconeronecevevesrercesseedeess 
Schreiber Tw pitts cee: rereteecnectes 
Sealer tl eee kere eee caer nee 
ShelBurneecdece. ras eee eer ra eer 


Sigtx. WoOOKOOIs Ane cmecccr eerie cette 
Smiths a Balls tesa cotteem nice eee eee eee 
South’ Grimsby ews ciccccceccrteesssesesseteseceenee 
SOUtROURIVEM ctec-ticv-cnenecoctorsr crete sk aettes are eoeese 


SPIN SEL Are c-nsasacycnssosesvact sadceasewaeecuceece tts 


St. 
St. 
St. 
St. 


St. 
St. 


AUN ALIN eS esac oe eer ene ta eee 


RG (10) Xo a re pec te carer eae 


SLA YVIIET ieectecerecw-ncsurstensverteststscnessonesseopeeeeenee 
Starline eS seca sivccvecaiescercccracassasssucensecteas cursercv ite 


Stoney Creek 


Stouffville 
Stratford 
Strathroy 
Streetsville 


Sudbury 
Sunderland 
Sundridge 
Sutton 


Tavistock 
Tecumseh 
Teeswater 


Balance at 
December 31, 1974 


$ 
22,116,145.00 


177,008.00 
371,165.00 
219,960.00 
1,542,978.00 


306,315.00 
1,424,795.00 
96,902.00 
48,240.00 
282,797.00 


57,361.00 
15,649,061.00 
123,586.00 
115,026.00 
149,148.00 


1,158,319.00 
3,723,137.00 
203,397.00 
167,853.00 
488,984.00 


391,472.00 
4,196,175.00 
829,794.00 
477,179.00 
351,699.00 


6,398,131.00 
83,613.00 
66,875.00 
258,113.00 
100,321.00 


288,288.00 
355,688.00 
151,985.00 
215,778.00 


sLerrace Bay T wypte cco casssetsencast cere 
Whamestordi..c.+-4:c csc noes 


AERA TIESVIN Gx coo siecuee eo te 
ERO MLORG areSoncs. sean ct tae eee 
SUM GSSEIUON Sadechconenschsnsetncsescaxe ccvonsoeg 
RR OEMEMIEN Lies cannnicemro nen 
SU TTS17 1G () SO Rene it cheer Mie ee 


TR CREPE ature css das iecrgcoseanihnas eens 
BU MME NAS ED et cera concn cco cessnaeec eae 
DC Ore BA EC. ore cicscicssecencss 
SU NWA Vip ceca tee cs sae nercartpsancravencs 
TRS a aspen tonescsctsnp rts 


166,863.00 


161,395.00 
97,561.00 
95,466.00 

127,946.00 
54,206.00 


30,411.00 
1,507,670.00 
24,317,731.00 
470,632.00 
956,591.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
2,539,590.00 


13,416.00 
15,287.00 
20,686.00 
116,371.00 


22,314.00 
82,321.00 
5,721.00 
7,824.00 
26,314.00 


2,411.00 
1,183,569.00 
10,575.00 
6,929.00 
11,437.00 


32,748.00 
202,355.00 
14,943.00 
10,807.00 
42,474.00 


37,518.00 
252,465.00 
54,914.00 
47,030.00 
38,922.00 


605,349.00 
4,662.00 
6,814.00 

20,468.00 
7,220.00 


16,605.00 
28,003.00 

9,277.00 
14,380.00 
11,088.00 


8,166.00 
5,095.00 
10,613.00 
11,300.00 
2,444.00 


2,439.00 
43,939.00 
881,387.00 
31,155.00 
67,605.00 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 19 


$ 
24,655,735.00 


190,424.00 
386,452.00 
240,646.00 
1,659,349.00 


328,629.00 
1,507,116.00 
102,623.00 
56,064.00 
309,111.00 


59,772.00 
16,832,630.00 
134,161.00 
121,955.00 
160,585.00 


1,191,067.00 
3,925,492.00 
218,340.00 
aye 
531,458.00: 


428,990.00 
4,448,640.00 
ee 
524,209.00 
390,621.0€ 


7,003,480.0€ 
88,275.0€ 
73,689.0( 
278,581.06 


107,541.06 


/ 
304,893.04 
383,691.00 
161,262.00 
230,1 580) ) 
177,951.0° 
169,561.01 | 
102,656.0 
mee ) 
139,246.0 

56,650.C 


32,850.C 
1,551,609.€ 
25,199, 118.6 
501,787.0 
1,027,932. 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1975 


Additions in the Equities 


Balance at Year through Transferred Balance at 
Municipality December 31, 1974 Debt Retirement through December 31, 1975 
Appropriations Annexations 
$ $ $ 
THO 0185 2 cc eceoy EEE eR Soe eo 139,952,080.00 6,623,686.00 146,575,766.00 
ME esta nessstenctosdastscaresaxssoessetuisuan does 110,286.00 11,529.00 121,815.00 
RMAs e cots rs rast scigcstsecetevsiveesesetesstavienovoes 2,365,263.00 162,754.00 2,528,017.00 
1 9.39595 Ron EEE oe ae 220,964.00 14,249.00 235,213.00 
aad caconx cu csuiWecuvsnbdevinttsiossiisaveve 350,989.00 24,339.00 375,328.00 
BRE MMA cess cast ose gy reso haccanaads sores cvtsccensevs 94,611.00 9,216.00 103,827.00 
RIGID) esos socio: caassonssoeescshoenscennaniscee 1,794,055.00 322,413.00 2,116,468.00 
MEL ALO QUE 50. 0nnsssescosssevectveersoeceesevies 86,049.00 7,685.00 93,734.00 
Nari 2 82a lh ssSsesbepipaiscineneccesnieseosts 584,846.00 46,915.00 631,761.00 
Ee ese cos ccs ctat sucsesVoniesesueccvrtsccon 2,263,039.00 134,035.00 2,397,074.00 
Ey sca ec ctocsnnckzcascesocsnssnasenssincnct 39,990.00 2,522.00 42,512.00 
NN ee riennsccasenvssvrsusssensonssncensenes 57,206.00 3,927.00 61,133.00 
Ie ragente see shea ded ok cscs cucoseasnsset 107,419.00 9,723.00 117,142.00 
Noe tashosesvcutscdessevhssaeveetevieiss 205,292:00 14,276.00 219,568.00 
NR eee lacs in tan iay ess ose oaesinnbvcasendind 268,553.00 15,521.00 284,074.00 
Brees 6st pots ennanss veusedvsnnyins vce 4,105,396.00 407,410.00 4,512,806.00 
es ocr cave ruszvc ch cvicésvevcesdgasivssnsansce 252,746.00 11,252.00 263,998.00 
OS 65,698.00 4,598.00 70,296.00 
eo ohn. Fabe5 rh iestsescnsedvesesecusoanssacte 22,623.00 2,666.00 25,289.00 
cor cscs da cbs cnsnnsnazasdhdsvsavsene 4,512,831.00 329,796.00 4,842.627.00 
cs cress sascovecdaasovesdacnscdnnvcicede 98,731.00 4,525.00 103,256.00 
Neots aceccsastcnecessansckcctsscanv 131,566.00 7,388.00 138,954.00 
ees oars sec danconsgcesescteisonbscnsedus 228,464.00 10,621.00 239,085.00 
MI erence csc sv Sr seas- ne csasescsesesverosedes 78,604.00 5,379.00 83,983.00 
NE cans csp secaneonsecivrsvsversusenshtniess 173,605.00 10,119.00 183,724.00 
a yseesccesgsct vecpoéuvintnionvarcssooss 2,244,083.00 221,527.00 2,465.610.00 
RN ere seshec eco oi sosscssucsensacsncsaecstet atures 260,456.00 16,967.00 277,423.00 
RN oS. sssseasdoncoatdvaccevnsed 53,493.00 2,343.00 55,836.00 
a 261,539.00 21,693.00 283,232.00 
08 cccoiaccinsnsnicsenssuseonssess 33,560.00 1,753.00 35,313.00 
2265. 60, ssasnpichsossavensastscnerens 27,038,206.00 1,638,897.00 28,677,103.00 
Ss elec se ches ssouas sab scsvvsecvnscnsestes 505,604.00 39,381.00 544,985.00 
eco esnckedacectsiescienes 396,765.00 22,232.00 418,997.00 
cc oeeccsnctssncctssevenvenueconea 4,112,337.00 244,885.00 4.357,222.00 
Reeder ensisaocanvesccnnnsevstcnseeor 53,831.00 3,515.00 57,346.00 
1 102,606.00 8,313.00 110,919.00 
5) ese ccipaceken 12,833,800.00 722,084.00 13,555,.884.00 
NF stnansagsssfoconsusvbesessnensace 103,735.00 5,716.00 109,451.00 
lal Municipalities...........cssssccccssceceeeeee 705,997,882.00 52,473,718.00 758.479,207.00 
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APPENDIX III —- RETAIL 


Ontario Hydro provides retail service as part of its Power District operation, 
which is quite distinct from the municipal electrical utility service, but is 
viewed as comparable in scope with the operation of a municipal utility. The 
service is administered through 61 administrative Area Offices which deal pri- 
marily with rural customers, and through municipal distribution systems 
owned and operated by Ontario Hydro in each of 13 communities where there 
is no elected or appointed municipal utility commission. Statistics relating to 
service in these 13 communities now included in this retail section were for- 
merly grouped with statistical data for the municipal electrical utilities in the 
Municipal Service Supplement until 1971. 


Farm Service 


The farm class includes single-phase or three-phase electrical service to the 
farm residence and to all buildings and equipment used in the production and 
processing of farm products. In other words, for purposes of classification, a 
farm is a residence and a business. The business, which is agricultural prod- 
uction on a continuing basis, must be carried on at such a level as to ensure 
that the farm is a viable economic unit. 


The term “agricultural production”, as used here, includes the work of culti- 
vating soil, producing crops and raising livestock, as well as operations in 
nurseries, fur farms, hatcheries and egg production. Properties devoted solely 
to reforestation projects or the raising of Christmas trees, or having extensive 
acreage but not engaged in agricultural production are classified according to 
their use, but not as farms. Small properties of 30 acres and under are 
classified as residential, unless they are operated for some intensive or special- 
ized form of agricultural production, for example fruit farming, poultry rais- 
ing, market gardening, or nurseries. 


Service may be supplied under one farm service to all separate dwellings 
located on the property and occupied by persons engaged in its operation. 
Additional dwellings occupied by persons otherwise engaged are regarded as 
residential. 


Classes of Service 


Residential Service 


Residential service is provided to establishments used primarily for living 
accommodation. It embraces two kinds of service - continuous-occupancy 
service and intermittent-occupancy service. 


Residential continuous-occupancy service is provided to dwellings considered 
to be customers’ permanent residences. There are two classes of continuous- 
occupancy service for rate purposes — class R1 for service in designated zones 
of high customer concentration where there are at least 100 customers of any 
class in a group with a density of not less than 25 customers per mile of line 
and class R2 covering service elsewhere. 


Residential intermittent-occupancy service is provided to any self-contained 
residential establishment which is not regarded as the customer’s permanent 
residence and is occupied intermittently throughout the year or part of it. As 
with continuous-occupancy service, there are two classes of intermittent- 
occupancy service for rate purposes designated R3 and R4 for zones of high 
and normal customer concentrations respectively. 


General Service 


The general class includes service to all community business, processing, or 
manufacturing establishments excluding those that fall within the farm class. 
Customers may receive either single-phase or three-phase electrical service at 
secondary, rural primary, or sub-transmission voltage. 


8] 
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Appendix II]—Retail 


Miles of rural primary line and 
number of customers 


1965 


800,000 


600,000 
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Annual increase 
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4,000 40,000 
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Miles of Line and Number of Customers 


MILES OF LINE, NUMBER OF RETAIL CUSTOMERS 


AREAS BY REGIONS 


Niagara Region 


Beamsville). ..-03... 
Branttord.) ee ee 


SINT COC we west alee pha me 
Bvelland . oss pel ae. 


RO CHAe eee ye 


Central Region 


- Bowmanville ....... 
Brampton. tka. 
IMEI KEIN cee ene ae. 
Newmarket .. 2.0... 


Western Region 


Beacuvilles. 2. 5. 
Minton 4, 4m. h. 
Pasuelgin ....... 


Mami DION... sas. +- 
BRRAMLOY lc...) cts <- 


Total 


Eastern Region 


ONE) 0 


Bancroft 


Frankford 
Kingston 
Perth 
Peterborough 
Picton . 


Tweed 


Wankleek Hill .... - 


Winchester 


as at December 31, 1975 


NUMBER OF CUSTOMERS 


Continuous 
Occupancy 
or All-Year 


MILEs 
OF 
PRIMARY 
LINE 


Intermittent | General 
Occupancy 


or Seasonal 


706 
726 
syed | 
968 


Total 


12.033 
8.741 
Dole 
9.762 

12.474 


7.100 
11.189 
10.465 
11.218 


92.497 


10.065 
18.876 
22.346 
24.850 


76.137 


12.766 
13.578 
eas} 
21.951 
16.564 


15.782 
12.052 


103.906 


11.907 
Ov 
11.663 
se feta 
8.076 


12.551 
21.562 
[3.278 
224d 
10.425 

9.014 
12.866 
19.225 


179.951 
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Appendix III—Retail 


MILES OF LINE, NUMBER OF RETAIL CUSTOMERS 
as at December 31, 1975 


NUMBER OF CUSTOMERS 


Residential 


Continuous | Intermittent 
Occupancy | Occupancy 
or All-Year | or Seasonal 


MILES 
OF 
PRIMARY 
LINE 


AREAS BY REGIONS 


General Total 


Georgian Bay Region 


Alliston=re a eee 8,433 
Barret yee era ee: 14,714 
Bracebridge 3.7/7.0. 17,840 
FeneloniFalls 22 oe 18,415 
ERUUNtS Ville eee eee eee 11,597 
EtG Cnet ee 11,795 
Oranigevillen< <41.2 ae 7,925 
Orillia 225704 ee 12,933 
OwenliSsoundsa eee 20,161 
Parry SOUNnGe so. Acoe 10,814 
Penetanguishene....... 13,842 
SEAVER sy Smal foe cok 10,629 
Wialkertoney nee ee 15.574 
Mota eee eek ae eee. 174.672 
Northeastern Region 
PICO aad Beene a 6.180 
Kapuskasing .......... 6.348 
Korklandibaker eric 2.006 
Manitoulin oon eo aan 5.783 
Mathesonus at. ener 3.427 
New Liskeard .. Nig 4.840 
INORUH Bay’ tino any te ine 8.055 
Siiburys scree anon 20.200 
Tims ee 3.143 
Warren .. 6.761 
otal ee ay ae 66.743 
Northwestern Region 
Dryden 6.569 
Fort Frances 3.675 
Geraldton 1.691 
Kenora 4.945 
Thunder Bay 8.855 


Miles of Line and Number of Customers 


85 


MILES OF LINE, NUMBER OF RETAIL CUSTOMERS 


MuNICcIPAL SYSTEMS 


OPERATED BY 
OnTARIO HyDRO 


as at December 31, 1975 


MILES 
OF 
PRIMARY 
LINE 


NUMBER OF CUSTOMERS 


Memecmore............ 304 
eo River ........... Teale 
re dl 
at ee. 703 
MemardtOn............. 1,248 
MemeyDUTy............ 1,144 
Moperand Lake......... 5,758 
MaetaWa........ ss... 933 
New Liskeard ......... 2428 
Memssan ............. 440 
Bemmacher........... 1,104 
South Porcupine 2392 
MINS. se ee 9.871 

oa a 27,968 

SUMMARY 
MILES OF LINE, NUMBER OF RETAIL CUSTOMERS 
as at December 31, 1975 
NUMBER OF CUSTOMERS 
MILEs 
PRIMARY 
LINE Continuous | Intermittent | General Total 
Occupancy | Occupancy 
or All-Year } or Seasonal 

Meera ks ........... 92,497 
Commal............... 76,137 
‘Weeem .............. 103,906 
a LIS95T 
Georgian Haver es... 174,672 
WWieieastern.......... 66,743 
Northwestern... 25735 

Suptotal...sii(i( wt 55.378 122,554 379,870 158,718 58,499 719,641 
IN Ontario Hypro 

Municipat Systems |. 189301) eee oe 24,139 3,829 27,968 


Torat RETAIL 


32,207 122,554 404,009 158,718 


62,328 747,609 
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Class of Service 


In AREAS 


Continuous 
Occupancy . 


General...... 


Single-Phase 


Residential......... 


Appendix [1I]—Retail 


RETAIL SYSTEM 
ELECTRICITY SALES, REVENUE AND CUSTOMERS 


kWh 


1,570,966,227 
1,797, 122,700 
1,992,463,900 
2,269,511,600 
2,524, 131,700 
2,823,061, 100 
3,071,166, 100 
3,463,326, 700 
4,041,675,400 
4,379,786,000 


130,845,233 
148,971,200 
181,449,700 
208, 120,000 
248,058,200 
278,306,300 
289,627,100 


320,235,700 
368,091,500 
401,813,700 


1,240,088,007 
1,349, 750,300 
1,424,332, 100 
1,516,768, 100 
1,586,725,200 
1,657,505,400 
1,708, 195,100 
1,789,115,400 


» 1,896,050,300 


1,958, 186,300 


478,810,358 
515,704,600 
562,106,300 
643,275,400 
705,399,500 
750,602,700 
897,987,100 
977,844,600 
949,153,300 
998 846,400 


Revenue 


$ 


26,365,167 
28,967,165 
32,353,023 
39,313,409 
42,997,823 
48,928,583 
53,006,796 
63,383,382 
80,231,199 
96,986,904 


5,835,789 
6,229,861 
6,815,172 
7,645,109 
8,382,464 
9,847,782 
10,245,934 
11,811,664 
12,869,493 
15,947,325 


PH By Wee a 
22,913,596 
24,003,192 
27,032,992 
27,883,776 
29,642,894 
30,400,812 
33,487,121 
38,980,395 
43,902,833 


8,654,367 

9,077,859 

9,887,524 
11,690,421 
12,659,180 
13,636,706 
16,087,833 
19,202,043 
20,371,274 
23,802,122 


Customers 


227,909 
238,386 
245,009 
264,250 
276,910 
294,918 
305,677 
334,976 
JIOVI LS 
379,870 


120,611 
125,207 
131,003 
136,694 
141,022 
145,830 
147,600 
[35,402 
155,740 
158,718 


£335,205 
132,454 
130,406 
129,582 
b28522 
126,273 
125,356 
124,312 
123,542 
122,554 


40,363 
40,560 
40,335 
42,027 
42.776 
43,773 
45,870 
47,948 
48,771 
49.821 


Monthly 
Use Per 
Customer 


Revenu 


per 
kWh 


2.21 


4.46 


3.97 


1.724 


1.81 


Sales, Revenue, and Customers 87 
RETAIL SYSTEM 
ELECTRICITY SALES, REVENUE AND CUSTOMERS 
Monthly | Revenue 

Class of Service Revenue | Customers] Use Per per 
Customer kWh 

IN AREAS (con’t) kWh $ ¢ 
ETA cd), oie aco) 4 964,044,750 9,909,979 1.03 
Three-Phase ..... 1,053,614,500 10,345,693 0.98 
1,141,270,400 11,425,729 1.00 
1,293,238,800 13,527,305 1.05 
2,176,499,300 20,817,237 0.96 
2,395,928,000 24,906,603 1.04 
2,73 1,262,400 28,352,633 1.04 
2,950,943,200 34,221,040 1.16 
3,074,958,500 41,926,860 1.36 
2,877,880,300 45,224,965 Lo7 
Street Lighting ..... 32,355,300 452,951 1.40 
35,418,500 495.847 1.40 
40,058,500 560,808 1.40 
39,298,500 620,798 1.58 
44,171,300 758,100 L72 

IN LocaL SysTEMs 

Residential......... 180,748,300 2,569,869 1.42 
186,598,300 Pant ioy Rage 8) 1.48 
185,805,700 3,026,519 1.63 
200,794, 100 3,493,249 1.74 
207,349,500 4,052,149 195 
meneral.........++- 123,585,400 1,820,705 1.47 
143,449,700 2,151,483 1.50 
148,355,900 2,435,179 1.64 
161,967,600 219355 1.74 
176,607,900 3,363,651 1.90 
Street Lighting .... 4,586,300 63,984 1.40 
4,848,500 67,873 1.40 
4,690,500 65,760 1.40 
4,107,900 1591 1.40 
4,730,900 66,436 1.40 


NOTES 


1. Estimated energy use for flat-rate services are included in class totals. 


2. Commencing in 1971, miscellaneous revenue from other than energy sales is no longer included in the 
revenue figures quoted on page 92. 


3. Street Lighting data prior to 1971 was not compiled on a comparative basis. 


4. The Monthly Use of kilowatt-hours per customer is calculated by dividing the average of the customers 
served at the end of the current and previous year into the current and previous year’s kWh sales. 
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SUPPLEMENT 


MUNICIPAL ELECTRICAL SERVICE 


The 353 municipal electrical utilities associated with Ontario Hydro provide 
retail electrical service in most Ontario urban municipalities and served 
1,899,392 customers in 1975. The statistics, shown in graphic and tabular form 
commencing in 1971, are for these retail customers only. In earlier years the 
statistics included data for retail customers of the Corporation in a few munic- 
ipalities, designated as local systems, where Ontario Hydro owns and operates 
the distribution facilities. From 1971 onwards, the data for the local systems 
appear in Appendix III — Retail. 


At the beginning of 1976, 339 municipal utilities were using the general rate for 
former commercial and industrial customers. At that time the customers billed 
on this rate schedule numbered 141,563. For comparing data for the years 
before this rate was in effect, commercial and industrial customers are grouped 
in the general service class. This makes year-to-year comparison of average 
energy use and revenue per kWh approximate only. 


The energy sales by municipal electrical utilities in 1975 rose by 4.6 per cent 
over those of 1974. This increase, together with higher electricity rates to 
recover costs, provided an increase of $116 million or 16.4 per cent over 1974 
service revenue. Rate increases approved for 1975 produced about 11.3 per 
cent of this increase. The revenue for each class of service for the years 1974 
and 1975 is compared below: 


Increase 

Class of Service LT see: Per Cent 
Pema it als: cles Wee cueae. ce fo bales $278,928,028 $241,837,888 3 
ESS A aR ees Seas Caren 540,399,426 462,205,739 16.9 
Cet LiONting £1. 5.92.0 as lee mare 8,439,527 7,376,508 14.4 
otal Service Revenue ....:...... 827,766,981 7a 20.1 35 16.4 
Briscellaneous Revenue .:..42.5.. BOD SU 28,118,970 8.5 


DEMIR EVENUE) <i te ake tren ed $858,297,738 $739 539,105 
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Municipal Electrical Utilities 


Total costs increased by $117.4 million or 16.9 per cent over amounts in 1974. 
Of this increase, the cost of power and local generation increased by $99.4 mil- 
lion; operation, maintenance, financial, and administrative costs by $15.7 mil- 
lion; depreciation charged by $2.2 million; and other costs increased by $0.1 
million. Net income was $47.0 million, $1.3 million more than in 1974. Ontario 
Hydro, in exercising its control and regulation of municipal electrical utilities 
as required by Provincial Statute, considers various factors relative to the 
financial condition of a municipal utility before approving changes in electric- 
ity rates. 


The municipal electrical utilities increased their investment in fixed assets by 
$94.7 million to a new total of $1,222.6 million at the end of 1975. Net income 
for the year, together with depreciation charged, contributed capital, new bor- 
rowings, and an increase in other liabilities, provided for the increase and for 
increases of about $20.7 million in current assets and $6.7 million in other 
assets of the utilities. 


Municipal electrical utilities 
Revenue million $ 
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Borrowin gs 


New borrowings amounted to about $12 million. After redeeming about $8.1 
million of long-term debt, outstanding debt from borrowings showed an 
increase of $3.9 million at December 31, 1975. The sinking fund for redemp- 
tion of debentures, in municipalities which issue sinking-fund debentures, was 
increased by $0.2 million in 1975 to a new total of $27.5 million. Contributed 
capital increased by $17.6 million to $99.2 million in 1975. As a result of these 
changes, the overall ratio of debt to equity declined from 14:86 in 1974 to 
13:87 in 1975. 


Total assets of the 353 municipal electrical utilities at December 31, 1975, 
amounted to $1,828.1 million after deducting accumulated depreciation of 
$341.8 million. The increase of $147.2 million over the value of total assets at 
the end of 1974 includes an increase of $49.1 million for equity of the utilities 
in the assets of Ontario Hydro. This equity, shown in Statement A at $720.1 
million, constitutes 39.4 per cent of utility total assets and the share of each 


Municipal electrical utilities 
Financing of annual additions to fixed assets 


million $ 
100 


“8.4 funds borrowed 


funds contributed 


funds from revenue Ms 
“) (including depreciation) ae 80 


U j : 
/ / 
j 7 
j Y 


1967 69 71 73 Te) 


9] 
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Class of Service 


Residential 


General ._. 


Street Lighting 


Notes: 


Municipal Electrical Utilities 


MUNICIPAL UTILITY 
ELECTRICITY SALES REVENUE AND CUSTOMERS 


kWh 


9,423,405,257 
10, 102,582,788 
10,796,826, 704 
1353 1,567,252 
12,08 1,214,500 
12,723,418,389 
13,112,193,740 
13,775,879,806 
14,263,163, 142 
14,811,689, 136 
15,394 ,846,066 


16,657,367,531 
17,783,497,589 
19,044,822,355 
20,963,473, 102 
22,95 1,036,688 
24,894, 193,879 
27,078,525,324 
30, 154,315,895 
33,058,492.115 
34,897.48 1,468 
36,561,986, 163 


466,919,134 
482,795,970 
507,749,701 
528,418.006 
586,670,947 


Revenue 


$ 


106,738,283 
114,462,536 
123,236,091 
137,250,772 
148,285,270 
162,817,259 
175,857;379 
198,268,553 
219,290,605 
241,837,888 
278,928,028 


160,547,031 
172,629,761 
188,089,257 
213,030,137 
238,364,840 
269, 130,236 
305,161,350 
352,286,480 
411,964,102 
462,205,739 
540,399,426 


6,228,565 
6,040,001 
6,741,395 
7,376,508 
8,439,527 


Customers 


1,475,590 
1,505,780 
1,540,505 
1,565,268 
1,583,631 
1,596,367 
1,586,841 
Lela tt 
1,627,774 
1,654,065 
1.676.629 


151,320 
156,269 
164,647 
175,876 
182,940 
198,046 
202,758 
208,683 
214,184 
218,396 
222,163 


. Estimated energy use for flat-rate services are included in class totals. 


| 
2. Street lighting data prior to 1971 was not compiled on a comparative basis. 
E 


Monthly | Revenu 
Use per per 
Customer | kWh 


- The Monthly Use of kilowatt-hours per customer is calculated by dividing the average of the custome! 
served at the end of the current and previous year into the current year’s kWh sales. 


Standard Accounting System 


utility in this total equity represents its accumulated contributions in the 
charges for power towards repayment of Ontario Hydro’s long-term debt. 
These utility equities, and their sum, would correspond to those shown on the 
Ontario Hydro schedule of equities accumulated through debt retirement if 
these were available when utilities close their books at the end of the year. 
Since this is not possible, the equities are, with a few exceptions, those at the 
end of 1974 rather than 1975. 


The books of account, from which the foregoing financial information is 
derived, are kept by the utilities in accordance with a standard accounting sys- 
tem designed by Ontario Hydro for use by all municipal electrical utilities. 
These records are periodically inspected by the Corporation’s municipal 
accountants. From time to time adjustments and improvements in accounting 
procedure and office routine are recommended as required. By providing this 
type of assistance and supervision, Ontario Hydro seeks to ensure the correct 
application of rates and standard procedures and the observance of a uniform 
classification of revenues and expenditures. The work performed by the Cor- 
poration’s municipal accountants on behalf of the utilities does not, however, 
constitute an audit of their accounts. The municipalities must make their own 
arrangements for this audit. 
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Number of Customers 


A. BALANCE SHEET, 
FIXED ASSETS 
Plant and facilities at cost 
Less accumulated depreciation 


Net fixed assets .... 
CURRENT ASSETS 
Gashion hand:andinibank, =... <2). 
Investments—term deposits .............. 
SS DOLS heh take ee Rae Pate tose 
Accounts receivable (net) 


COMET A Se cee eee caer ov coeit 


Total current assets 
OTHER ASSETS 


Miscellaneous assets 


Total other assets... ... BAL © hae 
EquitviamOntanrto iy dion eer ann tenia 


Total assets 
DEBT FROM BORROWINGS 
Debentures outstanding’: 2-05). ee 


Other long-term debt . 


Total long-term debt... 
LIABILITIES 


Current liabilities .... AR: SO(4 A OW Fa 


Otherliabilitics were 
Total liabilities 

EQUITY 
Debt redeemed ..... Deo 
Sinking fund on debentures . mete 
Accumulated net income invested in plant 

or held as working funds 

Contributed capital . 


Other reserves ip. sey ee, DRC Bie 2 eaNONy oy cates 


Dotalraulity, equityenee ermine ee 
Reserve for equity in Ontario Hydro . 


Total debt, liabilities and equity. ... . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy ...... 
Miscellaneous#? con namie. sae ae eee: 


Total revenue 


EXPENSE 
Power purchased ........... 
Local generation ......... 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


1.630.255 


654.128.175 
164.122.993 


490,005. 182 


122138312 
19.530.448 

9519323 
23.415.599 


64.599.682 
14.192.035 
9.073.286 


10.162.656 


33.427.977 
406.329.792 


97.299.929 


O29 9.929 


21.534.264 
10.693.822 


32.228.086 


105.895.961 
9.073.286 


323.795.867 
17,897,107 
1.842.605 


292,499,953 
8.640.589 


201,058,552 
612,063 
23,123,145 
23,762,160 
11,045,582 
19,352,182 
92,300 


Municipal Electrical Utilitie 


1967 
355 
1.673.104 


$ 
706.702.798 
182.315.075 


524.387.723 


11.784.458 
21,164,511 
9.039.413 
23, 168.868 
1,834,703 


66.99 1.953 
15.803.084 


11,099,516 
10.185.521 


37,088,121 
439.046.394 


994 362.633 1,067,.514.191 


99.973.438 


99.973.438 


28,417,741 
8.671.660 


37.089.40 1 


110.647.680 
11,099,516 


345.444 966 
22,754,217 
1,458,579 


316,856,666 
9,690,237 


220,454,314 
708,788 
25,552,916 
26,050,076 
12,131,296 
21,137,680 
57.309 


1968 
354 
1.709.111 


$ 
759,163,167 
200,212,484 


558.950,683 


11,554,954 
27,957,092 
8.252.468 
27,549,947 
1.488.012 


76,802.473 
15,883,122 


11,969,393 
11.696.011 


39,548,526 
464,803,659 


1,140,105.341 1, 


108,216,271 


108.216.271 


40,797,753 
13.611.744 


54.409.497 


116,735,092 
11,969,393 


B55)2525l 15 
27,350,519 
1.338.735 


458,504,826 491,404,958 512.675.9114 
406,329,792 439.046.394 464.803.659 
994 362.633 1,067.514,191 


355,980,197 
10,952,677 


301,140,542 326,546,903 366,932,874 


2aL D599 ,017 
749,020 

28 E3279 
29,316,059 
13,359,494 
22,018,755 
67,422 


279,045,984 306.092,379 346,779, 746 
ae oe 22,094,558 20,454,524 20,153,128 


1969 
354. 
1.738.512 


$ 
815,382:191 
219.237.998 


596.144.193 
12,739,781 
23,006,015 

7.844.003 
31,285,055 

3.029.452 
77,904,306 
17.486.722 
13,65 1.400 
14.171,097 


45,309,219 
492.190.861 


211,548,579 
115.947,129 


115,947,129 


48,349,939 
14.857.102 


63.207.04 1 


122.655.3597 
13.65 1.400 


369,349,157 
33.201.470 
1,346,164 


540,203,548 
492.190.861 


1,140,105.341 1,211,548,579 
ge ae tte te A 


393.604.382 
13.420.863 


407,025,245 


288,156,598 
813,078 
30,231,314 
32,811,759 
14,683,093 
23,592,618 
68.910 


390,357,370 


16,667,875 


Statements A and B 


isolidated Financial Statements 1966-1975 


866,551,765 
238.749.590 


627,802,175 


11.889.717 
29,340.687 
5,827,448 
32,352,591] 
2.928.405 


82,338.848 
18,107,495 
14,859,915 
14.822.683 


48,790,093 
520.667.796 


279,598,912 


117,438,918 


117,438,918 


50,.925.570 
15.748 .438 


66.674,008 


128,751,301 
15,859,915 


388.752.020 
40,387,679 
1,067,275 


574.818.190 
520,667.796 


279,598,912 


439 342.533 
14.908.233 


454,250,766 


325,567,580 
877.188 
33,066,815 
34,289,142 
15,530,872 
24,729,702 
66.934 


434,128,233 


20,122,533 


1971 
B53 
1,789,599 


$ 
928.139 
257.488.023 


664,070,116 


14,698,217 
30.408.110 
SAIPAN SP? 
36,133,163 
3.196.264 


89.707,906 
18,556,619 


17,834,443 
17,868.993 


54,260,055 
552.515.442 


1 As Vasculitis 1,459,047,981 


121,562,154 


121,562,154 


57,209,863 
17.823.374 


75,033,237 


134.884.232 
17.834.443 


408.399.919 
49.263.494 
1,060,598 


487,247,297 
22,258.811 


373,906,802 
967,032 
35,900.479 


36.375.738 
15.796.567 
26,024.776 

25,000 


1972 
SRE) 
1.821.795 


$ 
982.727.779 
275,053,201 


707,674,578 


20,189,935 
34.361.115 
5.133.856 
44,081,793 
3.170.023 


106,936,722 
20,701,911 


20,615,968 
[529122583 


122,967,025 
1,189,080 


124,156,105 


64,349.460 
16.238.438 


80.587,898 


141.415.655 
20.615.968 


445 801.618 
57.902.775 
961.743 


611.442.686 666.697.759 
552.515.442 587,606,219 
1.360.553.519 1.459,047.981 


556,595.034 
24,158,685 


419.458.744 
1.013.587 
38.769.966 
36.226.052 
16. 146.289 
27.904.709 
2.124.612 


1973 
353 
1.841.958 


$ 
1,050.5 10.249 
295.645.842 


754,864,407 


17.271.409 
37,882.05 1 
4.692.984 
47,931,017 
4.235.553 


112,013.014 
22,720,335 


24.737.545 
19.185.690 


Bieter ea oe | $60.407.185 


123,477,707 
1.343.259 


124.820.966 


73.849.720 
20.595.099 


94.444.819 


148.111.734 
24.737,545 


470,065.39 1 
69.030. 143 
2.310.393 


714.255.206 
626,886.194 


1,560,407.185 
oe SSS NT RE Me = 


637.996.102 
26.541.627 


508.212.216 
999.948 
41.686.082 
38.710.621 
16.575.465 
29.437.838 
2.201.227 


1974 
353 
1.872.461 


$ 
1.127.845.090 
317.736.586 


810,108.504 


17.069.199 
39.216.408 
3.941.154 
52.321.061 
B 192.226 


116.340.048 
36.424.909 


21297677 
19.654.847 


56,830,462 66,.643.570 83.377.433 
587.606,219 626.886, 194 671.088.687 


1.680,914.672 


124.962.937 
1,515.74] 


126.478.678 


83.092.574 
21.374.804 


104,467.378 


154.611.276 
27,.297.677 


513.412.65] 
81.592.486 
1.965.839 


778.879.929 
671.088.687 


1,680.914.672 


711.420.135 
28.118.970 


509,506,108 580,753,719 664,537,729 739,539,105 


550.8 14.374 
1.080.488 
48.091.376 
44.965.100 
16.820.625 
31.346.995 
752.637 


488,996,394 541,643,959 637,823,397 693,871,595 
20,509,714 39,109,760 26,714,332 45,667,510 


1975 
B53 
1.899.392 


$ 
1,222.600.065 
341.767.379 


880.832.686 


19.171.650 
47.054.671 
3.993.812 
62.301.976 
4.532.934 


137,.055.043 
41.186.818 
27.534.285 
21,336.793 


90.057.896 
720.149.305 


1.828.094.930 
128.822.972 
527-938 
130.350.910 


93.976.387 
30,669,209 


124.645.596 


162.739.091 
27.534.285 


561.339.106 
99.209.592 
2,127,045 


852.949.1119 
720.149.305 


1,828,094,930 


827.766.98 | 
30.530.757 


858,297,738 


649.968 084 
1.369.493 
54.897.952 
53.384.198 
17.281.365 
332295 
872.936 


811,286,323 


47,011,415 
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Municipalitvae. resco eg seer naira 
Number of Customers...) ne ee 
A. BALANCE SHEET 


FIXED ASSETS 
Plant and facilities atcost.......... 


Less accumulated depreciation ..... 


INetiixed assets es ere 


CURRENT ASSETS 


Cash on hand andinbank......... 
Investments—term deposits ........ 
—OONGS Anis. Ahk upsiere cis ahaa 


ilotalveurrent assetsiee eee 


OTHER ASSETS 


INVeENtOLIeS mae spt OAR eae ee 


Sinking fund on debentures........ 
MiscellaneousiassctSm rere ne 


DEBT FROM BORROWINGS 


Debentures outstanding........... 
Otherlong-term'debt) 4. 45... 25. 


otalilone-termidebteees 1h are 


LIABILITIES 
Cirrentiiabilitieso as a eee re eae 
Otheriliabuitiess-75.5- we eee! 


ROLalial iit (eS aargeee eee eee 
EQUITY 

Bebtredeem cdi eacee: spaarea aa rr te 
Sinking fund on debentures........ 
Accumulated net income invested in 

plant or held as working funds ... 
Contributed capital eon eae 
Othemmesenvesiaen. ee eae een ne eae 


otal utility equity wasn aceon 


Reserve for equity in Ontario Hydro |... 


Total debt, liabilities and equity. . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy ... 
Miscellaneous ...... 


Total revenue: edvelteneeanes: 
EXPENSE 
Power purchased ... . 
Rocalisenerationi: tran onee an ae 
Operation and maintenance...... 
Administration ..... 
inancialweeye. n= 
Depreciation 
Other 
Total expense ... 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finan 


Ailsa Craig Alexandria 


Pit 1,372 


$ 
661,075 
261,508 


3,020,595 
834,897 


2,185,698 399,567 


106,877 
225,000 

97,498 
6,209 


24,804 
103,000 


8,018 


435,584 135,822 


87,259 PBS | 


4,287 


953 150 117,658 29,644 
852,335 84,881 911,668 432,483 


30,399 


85,649 6,661 
953 150 


1,917,176 187,660 3,650,608 997,516 


6 — 502,157 
10,388 
360 


10,748 


3 


216,109 
98,135 


83,934 
6,547 


90,481 314,244 


GiL939 


6,883 


440,491 


603,107 
287,314 


968,360 
852,335 


1,917,176 


79,706 
5,442 


915,938 
566,110 


1922-589 460,897 
911,668 432,483 


187,660 3,650,608 997,516 


92,031 
84,881 


761,793 75,170 1,907,341 512,090 
20,268 2,746 59,860 28,458 
782,061 77,916 1,967,201 540,548 


609,914 
42,049 
53,320 

3,368 


28,303 


1,725,030 529,072 
242,171 11,476 


Alfred 


405 


$ 
142,168 

67,793 

74,375 


27,097 
5,000 


5,095 
480 


37,672 


519 


519 
77,738 


190,305 


135,76 
4,15 


t 


139,91 
i 


Statements A and B 


atements for the Year Ended December 31, 1975 
Alliston Almonte Alvinston 
1,622 1,369 355 
$ $ $ 
678,485 837,167 101,840 
216,264 282,352 52,839 


462,221 554,815 


Amherstburg | Ancaster Twp, 


$ 
875,891 
261,878 


$ 
722,652 
194,993 


614,013 527,659 


20,230 9,152 34,571 225 
25,000 — — 40,000 111,000 
25,000 7,000 7,000 14,000 — 
25,633 5,625 852 32,097 20/355 

— 1,925 _ — 1,083 
95,863 19,290 120,668 132,643 
18,149. 307 53,420 


18,149 28,416 307 | 53,420 59,994 
429,803 261,599 82,996 740,133 349,554 
1,006,036 868,532 151,594 1,528,234 1,069,850 | 85944 107,603 


62,044 
15,130 


45,581 

7,761 
53,342 32,654 77,174 151,186 
29,990 72,000 68,237 128,246 
400,765 485,668 596,251 155,754 
92,136 16,611 46,439 150,110 


’ 
, 


522,891 574,279 63,136 710,927 
429,803 261,599 82,996 740,133 


434,110 2795) 40,490 
349,554 26,371 64,161 


Apple Hill Arkona 
121 217 
$ $ 
36,782 62,153 
19,330 33,149 


26,371 64,161 


1,006,036 868,532 | 151,594 | 1,528,234 1,069,850 | 55.944 | 107,603 


499,563 409,610 49,366 736,871 365,415 
22,189 11,420 1,756 13,486 1599 
521,752 421,030 $1,122 750,357 377,014 


407,972 267,565 36,131 592,648 260,321 

| 23,118 = = _ 

| 31,115 19,033 2,841 31,225 27,278 

39,495 47,485 8,631 55,998 

i — 786 wv 

(17,042 21,946 3,867 20,513 18,208 
13,922 


| 495,624 379,933 51,470 700,384 | seaao | 21.158 | 37,806 


x on 


) 


21,633 29,079 
1,211 967 


22,844 30,046 


1,686 (7,760) 


afl 


Arnprior 


2,244 


$ 
1,026,362 
370,425 


655,937 


60,837 
25,000 


64,258 


150,095 


1,433 


425 


1,858 
756,545 


1,564,435 
6,000 


6,000 


109,231 
15,035 


124,266 


140,612 


499,048 
37,964 


677,624 
756,545 


1,564,435 


962,208 
35,408 


997,616 


851,733 


30,475 
47,005 

1,402 
38,398 


969,013 


28,603 
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Municipality ... 


INUMpEeE Of GustOMerss 1.7 ee nn eee 


A. BALANCE SHEET 
FIXED ASSETS 


INGUMXEG ASSES = rere: ane ee 

CURRENT ASSETS 
Cashion ihandandim bank] ~,7.9)..4 oe 
Investments—term deposits ase eta 
SE DORGS* Miata ees tte eee 


CURE ee Sons Cr Be ors ad toned oie 


Totakcurrentassets tae te eee 
OTHER ASSETS 
ATNVENCOLICS Rae e te. oe ne Ponto heen ek 
Sinking fund on debentures............... 
Miscellaneous:assetsz. 0 ions eee eee 


DEBT FROM BORROWINGS 
Debenturesoutstandingween eee ee we 
Othenlongetennidebtia, ave as ee eer 


Total long-term debt.... 
LIABILITIES 

Current liabilities . 

Other abilitesei ye oe eee ae 


shotalliaDilities ee ccectees tee eae | ace 
EQUITY 

Debtredcemed rata. cess ee ners a 
Sinking fund/onidebentures. 0.0... 1. 
Accumulated net income invested in 

plant or held as working funds .......... 
Gonitributed\capitaliaver: sean er nes 
OUMeIreseryeg yy. tas zee neers ts one 


pLotaltatiityequityaa.. co eee en weer 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 

REVENUE 
Saleioficlectricalienersyiy. eee 
Miscellaneous prance taser ee 


EXPENSE 
Power purchased t7o0. ger ea ee ee 
Local ceneration: «ye ie eee 
Operation and maintenance. 
Administration 
Financial . . 
Depreciation ... 
Other... 


Motaliexpense o)...c) na) (4 ps 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finan 


Arthur Athens Atikokan Twp. Aurora 
672 447 1,905 3,866 


$ $ $ 
276,847 134,917 897,875 
96,342 44,183 443,645 


454,230 


180,505 


1,325,975 


280 
60,000 


21233 87,278 


Pes 210,000 
10,000 
13,968 


45,201 22,928 
l, 229 13,062 33,576 
32 785 S759 38,828 
186,687 93,079 453,232 886,309 


413,925 207,526 1,051,543 2,622,831 


36300 a soo | 58.00 


89,000 


22,730 
Sa 


44,930 
1,280 


106,490 


37719 


24,529 5,252 


147,796 
355795 


24,056 121,138 183,591 


370,000 


132,046 


37,614 


127.515 
1,753 


166,882 103,471 447,173 1,463,931 
186,687 93,079 453,232 886,309 


413,925 207,526 1,051,543 | 2,622,831 | 


47,464 
29,709 


996,840 
335,045 


253,891 99,931 530,123 


39,038 


1,331,321 
62,189 


5,408 1,225 


345,578 


1,069,571 


46,552 93,574 
89,219 82,093 
34,734 19,903 


32,935 38,840 


$49,018 1,303,981 
20,143 89,529 


Avonmore 


119 


2,387 


2,387 
19,021 


59,377 


12,000 


25,413. 
19,021 


: 
59,377 


16,555, 


1,836 
2,680 
2,334 
1,902 


if 
25,307 
(518 


Statements A and B 


atements for the Year Ended December 31, 1975 


766,504 
329,062 


437,442 


114,084 


16,556 


130,640 
2,418 


2,418 
714,497 


1,284,997 


70,385 
10,721 


81,106 


88,185 


374,426 
26,783 


489,394 
714,497 


1,284,997 


715,416 
11,186 


726,602 


580,944 


| 43,061 
| = 35,387 
237 
22,606 


682,235 


44,367 


———— SS SO 


Barry’s Bay Bath 


a2 


Ayr Baden Bancroft Barrie 
482 317 895 11,982 


$ $ $ $ 
169,008 152,502 718,434 6,913,928 200,127 158,405 
57,285 61,382 286,371 1,769,676 59,677 55,481 


1115723 91,120 432,063 5,144,252 140,450 102,924 


6,072 38,399 1,005 129,629 8,242 
10,000 — — — 10,000 
2,932 544 15,839 316,751 5,908 
366 804 


446,746 


296,416 


19,004 38,943 4,350 24,954 
499 122 hs = 

a a 46,221 727 318 
164,217 197,418 179,809 3,367,407 77,031 61,126 


295,443 327,603 630,965 9,301,042 222,558 189,322 


(Oates Ue ce 


665,658 


| 8 
E 
S 


290,331 


110,976 277,630 2,715,884 
1,248 14,391 1,099,762 


129,727 120,881 423,518 4,105,977 105,142 119,124 
164,217 197,418 179,809 3,367,407 77,031 61,126 


295,443 327,603 630,965 9,301,042 | 222,558 | 189,322 
5,398,970 135,465 88,167 


169,104 110,363 297,336 
5,608 6,223 20,538 157,991 6,124 4,004 


174,712 116,586 317,874 | $556,961 | 141,589 92,171 


146,161 236,395 4,106,302 102,358 
_— 8,625 _— aa 
4,959 21,102 467,120 8,336 
17,027 25,037 330,275 15,493 
— — 162,888 4,033 
aha) 23,005 185,337 6,164 


173,868 113,439 314,164 | 5.251922 136,384 82,102 


Beachburg 


277 


1,465 


1,465 
43,139 


103,681 


19,050 


19,050 


4,759 
209 


4,968 


32,950 


2,796 
778 


36,524 
43,139 


103,681 


99 
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Municipal Electrical Utilities Financi: 


Beachville Beamsville Beaverton Beeton Belle River 


Municipality 2.3.2 acca aes Aa 


INumberof@ustomerst7ae te eee oe 352 1,549 880 574 L 75 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant and facilities at cost................. 148,989 573,866 181,134 476,562 
Less accumulated depreciation ............ 80,333 209,496 52,909 79,861 
INetifixedvassetsin aint yen aati ee oe 68,656 364,370 128,225 396,701 
CURRENT ASSETS 
Cash onhand andinbank................ 14,983 24,899 21,332 16,955 
Investments—term deposits ............... = aa aa ame = 
DONS A asonk Sti At eae tet. 15,000 ss — — 2,000 
Accounts receivable (net)... ..sn-eoreo +. 10,105 9,897 7,506 14,020 UPA 


318 


38,371 41,352 26,232 
100 461 2,666 

ee ea 9,587 

Motaliotherassetsigyyy aah cs ee ee ae 12,253 
Equityin) Ontario Hydromye.. 0 seen © 406,222 295,360 223,662 119,635 187,722 


Totaliassetse (i vate oats ede ee 518,663 699,401 462,939 289,673 622,908 


DEBT FROM BORROWINGS 
Debentures outstanding eee 2 es ae 53,800 
Othenlong=tenmude btw. st as ey eee = 


‘hotalicurrentassetSea ne nae oe hee 
OTHER ASSETS 
INVENtOLies sea aioe Ye ae ey ieee 
Sinking fund on debentures............... 
Miscellaneousiassetsaaaer) trae ee 


otallonp-termidebtenqs.. 23. sate eee. = = — = 53,800 
LIABILITIES 
Cunrentiliabiliiesey ern: to... Se eee: ; 6,128 18,510 38,512 31,398 
Otheriabilitics# ne ye Giese yee eee 4,179 2,496 2,110 2,832 
Motaliliabilities sy Wee wee wes acer 10,307 40,622 34,230 
EQUITY 
Debtiredeemced ye. Mata cote , 37,500 13,610 35,755 
Sinking fund on debentures............... = — = 
Accumulated net income invested in | 
plant or held as working funds .......... 314,456 115,806 246,636 
Contnbutedicapitaltie 445. ee 41,778 178 — 64,765 


Otherresenviesmaee vanity es ee ee ee ah 


otalutility/equityianvwe = .a syn aes 94,401 393,734 PS IAB 129,416 347,156 
Reserve for equity in Ontario Hydro ....... 406,222 295,360 223,662 119,635 187,722 
Total debt, liabilities and equity.......... 518,663 699,401 462,939 289,673 622,908 | 


B. OPERATING STATEMENT 


> 


REVENUE | 
Sale‘ofvelectricalienensyiewe ee ee eee 262,492 341,008 249,447 129,864 321,174 | 
Miscellaneous Vem feasted als cs 5,162 15,485 10,541 5,155 55854 

Totalbrevenuesy:\. ep hoe oc eee 267,654 356,493 259,988 135,019 326,759 | 

EXPENSE 


Powenpurchascd i) tease onl se neon ce 255,732 258,878 195,690 100,465 230,803 
Localigenerationdh tri toes ek ey eee ae ss = — — — 
Operation and maintenance............... 8,225 21,134 10,922 11,438 30,394 | 
Adininisirationy 4c ohne ioe ee eee 10,603 35,765 18,708 10,666 27,7 76a 
[AEST Ee Sa Mie Met AR oe _ or — = 10,525 | 
Drepreeiation: «...'. 12. 0h 5 a eat 6,427 17,952 VES 5,984 11,188 | 
© then et). ihe = a 


‘Totaliexmemses< ee see 2 ae at oe 333,729 236,445 128,553 310,686 
Net Income (net expense)............... (13,333) 22,764 6,466 16,073 | 


Statements A‘and B 101 


Bolton Bothwell 
1,654 400 


fements for the Year Ended December 31, 1975 


lleville Belmont Blenheim 
2,820 262 1,385 


Bloomfield Bobcaygeon 


324 


905 


$ $ $ $ $ $ 
789,242 601,767 96,785 146,064 1,504,443 137,583 
392.272 225,435 48,680 60,902 211,346 64,633 
396,970 55,420 376,332 48,105 85,162 242,307 1,293,097 72,950 
ne 19,560 19,063 150 41,732 22,067 
a 25,000 2.874 ue oh Re 
253,014 8.064 2.819 21,286 123,915 2,991 
=a Bes 23.244 ia 
253,014 21,119 16,349 24,756 25,058 
210,513 6,435 aay! 114 979 
19,217 15,029 120 = RY 


229,730 6,442 21,464 120 114 26,550 7,413 979 
834,029 82,299 352,618 88,260 135,758 136,301 249,787 102,500 


713,743 196,785 771,533 152,834 245,790 426,594 1,739,188 201,487 


,454,887 30,000 — 12,000 a 199,999 — 
345,766 14,144 43,668 10,964 10,585 145,066 8,386 
B37 71 1,000 8,773 605 324 2,720 48 
399,537 15,144 52,441 51,541 147,786 8,434 
625,111 21,637 98,679 57,400 131,938 5,534 
290,872 46,614 267,795 122,334 281,823 85,019 
109,307 1,091 — — 27,418 727,855 — 


, 
> 


},025,290 69,342 366,474 41,005 99,123 207,152 1,141,616 90,553 
},834,029 82,299 352,618 88,260 135,758 136,301 249,787 102,500 


1,713,743 196,785 771,533 | 152,834 | 245,790 426,594 1,739,188 201,487 
550,100 


1,555,963 125,535 390,902 78,935 131,000 233,947 
343,283 5,556 14,110 15725 1,438 5,821 37,657 


1,899,246 131,091 | 405.012 | 132,438 239,768 587,757 93,017 


614,468 113,926 306,077 104,937 374,768 70,134 
= <= ae we LS = 
306,901 1,926 28,691 4,890 24,304 5,141 
437,258 4,607 36,589 7,463 56,083 9,823 
180,887 4,840 — — 38,003 — 
232,673 3,477 17,749 5,040 31,370 4,945 
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Municipality 258 5 eet poets teaninew es 60 eN eten 
Number of@ustomers: se. ce ee ee 


A. BALANCE SHEET 
FIXED ASSETS 


Netdixediassetsi. ca gti eee ace ariee 

CURRENT ASSETS 
Cash oni hand andunibank): 325. -. ose oe 
Investments—term deposits ............... 
DOR OS h Wce amy & At NaN aa 


OTE RS eee we Oa ea omar es Cold aegnes of EWES 


Totalcurrentiassets 2 ok eae a ae 
OTHER ASSETS 
TNVENTONES EAM Addit ure dee nena e 
Sinking fund on debentures............... 
Miscellaneous assets mand ae ee ee 


DEBT FROM BORROWINGS 
Debentures outstanding .................. 
Other lone-term depts 26s wok mores 


Total long-term debt......... Ree MOTO 
LIABILITIES 

Current liabilities. Ae eee oe ee 

Otherbiabilitiess ee een eee chia te 


Motallliabiliticsa. se sey ese ee eee 
EQUITY 

Debiiredecmied feet yea eee se 
Sinking fund on debentures............... 
Accumulated net income invested in 

plant or held as working funds .......... 
@ontriputed!capitalig a nani eure 
Othenescrvesie eee ae ey eee 


‘Potaliatiityequitvigee ery aes ae a 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity... ...... 


B. OPERATING STATEMENT 

REVENUE 
Saleohelecthicalencnny agit... ne 
Miscellaneous 


EXPENSE 
Power purchased 
Local generation: 10)... as aa etds crane 
Operation and maintenance............... 
Administration 
Financial 


OTTO Coe a! 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities Financia 


Bowmanville 


Bracebridge Bradford Braeside 


4,052 1,593 1,588 177 


$ 
2,419,902 
757,721 


$ 
1,417,070 
478,041 


$ 
716,738 
242,156 


1,662,181 939,029 


474,582 


99,994 
30,000 
59,804 
16,415 
7,012 


24,852 


13,871 


77,845 
2,276 


15,283 


233225 40,135 27,162 


49,255 16,829 


2,183 127222 — 


51,438 29,051 44,341 a 
1,313,628 108,687 319,190 163,704 
3,240,472 | 116.902 | 932,105 240,735 


106,000 — 
24,879 89,677 15,387 
— 8,977 121 


98,654 15,508 


74,493 


143,098 
110,262 


253,360 


71,000 


23,351 


6,000 


988,420 
539,571 


431,919 
58,991 


> 
, 


1,598,991 877,336 514,261 61,523 
1,313,628 108,687 319,190 163,704 


3,240,472 | 1,116,902. | 932,105 240,735 


1,486,181 573,624 471,832 163,361 
84,721 19,786 19,860 1,933 


? 
’ 


1,186,866 


84,856 
110,237 
12,744 
66,450 


1,461,153 539,168 


Brampton 


12,767 


$ 
14,841,643 
2,663,259 


12,178,384 


25,696 


1,016,944 
392,234 


1,434,874 


1,403,210 


56,116 


1,459,326 
3,407,025 


18,479,609 


3,776,070 


3,776,070 


2,822,253 
431,721 


3,253,974 


1,417,493 


3,798,262 
2,826,785 


8,042,540 
3,407,025 


18,479,609 


6,638,003 
48,249 


4,563,235 
360,684 
470,921 
583,807 
308,865 


6,287,512 


| 


= 


Statements A and B 


tatements for the Year Ended December 31, 1975 


Brantford 


23,820 


$ 
12,808,039 
3,835,701 


8,972,338 


164,604 


244,835 
820 


410,259 
435,132 


144,539 


579,671 
9,465,929 


| 19,428,197 


154,000 


154,000 


690,539 
396,384 


1,086,923 


1,540,683 


6,264,465 
916,197 


8,721,345 
9,465,929 


19,428,197 


8,300,726 
338,528 


"8,639,254 


6,753,912 


422,611 


716,314 


Brantford Twp. Brechin Bridgeport Brigden Brighton Brockville 


3,209 224 1,294 7,454 


$ $ $ 
2,327,076 631,416 4,243,231 
881,186 126,816 1,218,482 


1,445,890 163,001 3,024,749 


59,391 


257,823 
25,000 


7,926 
14,000 


189,898 


598 


36,297 1,179 


319,120 17,813 
65,525 3 
13,439 —- ve 4.724 
3 


0 
78,964 — 4,220 0 37,437 178,805 
1,085,322 36,547 160,724 66,875 282,714 2,828,883 


249,289 


174,081 


2,929,296 351,050 118,417 836,448 6,281,726 


- 589 
2,256 14,419 2,837 
284 3,208 168 


17,627 


230,067 297,000 


340,214 
25,040 


160,611 
84,483 


52,895 


245,094 365,254 


857,768 


S15,291 


39,061 58,900 


685,288 127,745 


40,537 324,648 1,718,275 
108,234 = 5,304 — 


41,191 214,546 


1,368,813 29,696 172,110 48,537 424,739 2,790,589 
1,085,322 36,547 160,724 66,875 | 282,714 2,828,883 


2,929,296 351,050 118,417 836,448 6,281,726 


1,693,058 31,990 173,483 34,809 366,426 2,840,803 
53,220 512 8,426 1,620 6,857 122,429 


| 1,746,278 32,502 181,909 36,429 373,283 2,963,232 


1,327,216 138,966 256,379 2,258,901 
109,869 21,867 20,922 240,437 
73,929 20,294 36,110 168,422 
73,458 770 10,755 96,897 
75,276 6,690 2,546 14,877 125,285 
4,944 — 1,332 — 


1,664,692 28,869 189,919 37,402 339,043 2,889,942 


103 


Brussels 


449 


$ 
151,894 
33,505 


118,329 


Ali 


5,919 
862 


16,538 
148 


2,441 


2,589 
135,417 


272,873 


94,571 
2,000 


124,571 
135,417 


272,873 


104 


Municipalityarr  aereaees veers 
Number of Customers .......... 


A. BALANCE SHEET 
FIXED ASSETS 


INethixed’assetsi 955 ae 
CURRENT ASSETS 

Cash on hand and in bank ..... 

Investments—term deposits .... 


DONS f igi tes Peed tae 


Other? seeks ee eee 


Total current assets ......... 
OTHER ASSETS 
[NVEntorlicse en ae eee ee 
Sinking fund on debentures ... . 
Miscellaneous assets .......... 


DEBT FROM BORROWINGS 
Debentures outstanding ....... 
Other long-term debt ......... 


Total long-term debt........ 
LIABILITIES 

Current labiliticswee ace ee 

Othemiabilitiesna yee eee 


Rotalliabilitics ee ae 
EQUITY 

Deburedeemed ann anes ie 

Sinking fund on debentures ... . 


oes, Bee oF iss nee 


Accumulated net income invested in 


plant or held as working funds 
Contributed capital........... 
Otherrescrves aes ae 


shotalhutility €quityanee. fev 


Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy ....... 
Miscellaneous sn.) rien ater 


Total revenue _. 


EXPENSE 
Power purchased’... °..5..5 
Local generation ae 
Operation and maintenance... 
Administration |. 
Financial . 
Depreciation 
Other... 


Total expense _. 


Net Income (net expense) . 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financia 


Burford 


Burgessville Burk’s Falls Burlington 


467 


1132 413 28,336 


$ 
192,283 
96,938 


$ 
59,658 
20,825 


$ 
19,967,524 
4,150,893 


138,709 


15,816,631 


24,837 768,156 
700,000 

35,000 
944,471 


327333 


4,900 
6,048 


2,479,960 


347,452 


37,395 


Ls 3,520 ra 384,847 
145,916 43,955 98,316 5,324,934 


265,646 89,427 272,810 24,006,372 


2,557,100 


1,291,013 
525,039 


1,816,952 


2,152,970 


9,125,896 
3,028,520 


109,489 40,943 135,928 14,307,386 
145,916 43,955 98,316 5,324,934 


265,646 89,427 272,810 24,006,372 


112,241 29,764 134,526 12,157,368 
POT 1,358 2,246 460,559 


101,814 9,020,718 


798,902 
549,454 
438,922 
4,724 507,618 


128,637 11,315,614 


10,558 
11,541 


Cache Bay 


226 


$ 
84,846 
39,026 
45,820 
4,403 
14,000 
2,437 
184 


21,024 


4,612 
839 


5,451 


25,359 


34,905 
1,194 


61,458 
47,697 


114,606 


51,290 
1,556 


52,846 


41,475 


Statements A and B 105 


tatements for the Year Ended December 31, 1975 


Caledonia Campbellford | Campbellville | Cannington Capreol Cardinal Carleton Place} Casselman 
1,235 1,321 696 2,118 507 
$ $ $ $ $ 
451,274 1,077,671 530,340 174,608 232,928 
78,996 361,514 121,735 59,787 67,564 
372,278 716,157 128,786 408,605 114,821 576,482 165,364 
72,084 27,621 19,347 95,135 19,731 29,034 13,738 
— 20,000 — — 30,000 — 
_ -- 1,960 — 15,000 3,000 
4,925 8,649 5,244 5,224 13,496 1,212 
— 1129 194 237 
77,009 517-399 26,745 18,187 
6,689 30,581 — — = 
—_ 14,691 80 — 1,022 


6,689 45,272 == 80 1,505 _— 29,935 1,022 
224,423 143,524 32,829 140,150 262,293 150,936 771,544 102,929 
“680,399 962,352 81,406 295,761 771,138 290,712 1,465,491 287,502 


— 6,600 
3,807 eS 977 
67 945 


— — 2,300 — 
26,451 9,603 44,510 14,981 
13,665 1,378 8,510 2,065 
40,116 12,342 10,981 53,020 17,046 
153525 17,932 11,014 105,749 65,162 

308,138: 1S;139 113,018 e323 529,971 91,822 

92,197 23,516 5,719 458 2,907 10,543 
415,860 720,468 44,703 136,669 447,976 128,795 638,627 167,527 
224,423 143,524 32,829 140,150 262,293 150,936 771,544 102,929 


680,399 962,352 81,406 295,761 771,138 290,712 1,465,491 287,502 


253,618 402,085 36,726 143,187 360,570 125,110 581,099 175,543 
27,920 15,676 1,256 TT, 5,664 3,231 11,365 4,861 


281,538 417,761 37,982 149,164 366,234 128,341 592,464 180,404 


’ 


178,808 2115519 111,316 260,571 448,135 146,708 

= 26,130 _— — — = 

23,934 19,369 3,027 23,355 36,555 6,475 
| 41,955 51,241 10,494 41,720 49,695 17,017 
| = 12,813 1,500 4,391 ISS _— 
12,749 29,699 7,637 13,884 6,613 20,642 6,738 


257,446 410,771 38,015 133,974 343,921 116,480 556,222 176,938 
24,092 6,990 (33) | 153190 | 22,313 p86t | 36,242 3,466 


a 
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Municipality: tire. siasrtees atte erate erane 
INUMbDEr OL Customers Hae eae eee res 


A. BALANCE SHEET 
FIXED ASSETS 


INGbifixediassets 2.22 uinea rit eet: 

CURRENT ASSETS 
Cashion hand and in\bank«3...).%....2.©-. 
Investments—term deposits ............... 
DONS ati nts ae ec a ee nee 


Otheri tte he seers ek te ert ee a 


‘otal.currentassets, ane yen joes none ee 
OTHER ASSETS 
IHVENCOTIES eee ee iy ue ee es 2 ae eee 
Sinking fund on debentures............... 
Miscellaneous assets .............. 


DEBT FROM BORROWINGS 
Debentures outstanding.............. dike 
Othemlongctermuadebtte. a eee ee 


Rotaliiong-termidebts we na aces ee 
LIABILITIES 

Currentiiabilitiess 4 - en a ae ee 

Othemhabilities A oye 4 alee ee 


Total liabilities 
EQUITY 

Debpredcemedeen - ey rea ner, ae 
Sinking fund on debentures............... 
Accumulated net income invested in 

plant or held as working funds .......... 
Contsibuted capitals rn neem ieee eer 
Other reserves 


Potalouly equity. eh eed aos. 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


EXPENSE 
Power purchased 
Rocal generation. ...092,) are 
Operation and maintenance 
PT ONOB 6h oon pv 2 ope os es aes 
Financially... ...:. 


Other 


Total expense........... 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financiz 


Cayuga Chalk River |Chapleau Twp. Chatham 
479 351 1,160 12,673 
$ $ $ $ 
223,722 132,943 568,965 6,723,010 
74,504 54,374 38,523 1,698,530 


149,218 5,024,480 


20,740 
30,000 


50,233 


100,000 
457,679 
94,203 


4,547 


702,115 
359,741 


279,055 


706 4,779 3,456 638,796 
107,887 58,394 143,881 4,434,225 
313,098 152,488 722,694 10,799,616 


ee ee 


487,875 
101,600 


589,475 


1,479,035 


168,189 
4,977 


3,745,041 
551,840 


193,166 70,702 433,452 5,775,916 
107,887 58,394 143,881 4,434,225 
313,098 152,488 722,694 10,799,616 


90,546 
1,901 


117,602 
8,408 


380,959 
11,786 


5,044,859 
104,503 


| 126.010 92,447 392,745 5,149,362 


3,532,836 


598,755 
483,023 


4,898 29,428 369,035 


Chatsworth 


192 


$ 
64,592 
28,733 
35,859 
13,417 
6,000 
3,336 


ORT EE 


54,056 


112,668 


4,104 


5,014 


49,494 


47,747 
1,913 | 


49,660 


36,847 


1,408 
2,958 | 


2,587 


= 


43,800 


5,860 | 


Statements A and B 107 


itements for the Year Ended December 31, 1975 


Chesley Chesterville Chippawa Clifford Clinton Cobden Cobourg Cochrane 


854 539 1,672 298 Vsi2 4,234 1,656 


$ $ $ $ $ 
288,100 192,127 708,681 2,011,369 1,325,465 
106,411 64,347 275,867 987,800 270,736 
181,689 127,780 548,099 432,814 1,023,569 1,054,729 
6,546 21,137 32,196 32,915 257,942 80,100 
15,000 = Bs oe 75,000 “ne 
4,000 = = is ae Si 
17,600 2,402 6,469 18,899 57,358 13,734 
od 917 a Se 837 
43,146 24,456 390,300 94,671 
1,888 se 34,983 43,460 
= 583 1,766 


1,888 583 29,895 _— As ae 3,360 34,983 45,226 
286,039 256,523 236,463 80,162 440,675 94,773 1,711,578 332,711 


512,762 409,342 853,122 184,612 927,554 178,854 3,160,430 1,527,337 
— 196,630 589 : — = = 

2,210 9,307 14,610 206,424 95,805 

8,205 191 5,644 14,698 525,823 


32,507 30,244 

1,827 74,429 
34,334 10,415 104,673 52,968 22122 621,628 
24,410 5,889 95,604 Wes 105,994 135,376 
162,428 132,379 180,083 311,561 1,092,010 423,451 


5,551 4,136 39,669 677 29,726 14,171 


192,389 142,404 315,356 94,363 429.411 63,827 1,227,730 572,998 
286,039 256,523 236,463 80,162 440,675 94,773 1,711,578 33274 


$12,762 409,342 853,122 184,612 927,554 178,854 3,160,430 1,527,337 


196,020 226,128 360,665 70,759 385,082 96,951 1,945,432 627,580 
| 2,499 2,621 17,536 1,976 15,158 2,461 94,189 28,910 
198,519 228,749 378,201 72,735 400,240 2,039,621 656,490 


| 148,880 185,490 224,472 263,178 1,659,708 469,466 
| = = 2s ee a -* 
| 11,314 3,803 57,064 32,510 71,009 72,475 
19,479 14,500 48,228 46,731 110,661 77,857 

= 1,009 32,169 2,229 — 17,833 

7,789 6,374 15,823 19,294 76,296 29,286 


1,435 = — a 


| 187,462 211,176 379,191 67,852 363,942 97,550 1,917,674 666,917 
: 
11,057 17,573 (990) 4,883 36,298 | 1862 | 121,947 (10,427) 
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Municipal Electrical Utilities Financ 


Municipality Colborne Coldwater Comber Coniston 


Collingwood 


Number:omCustomers: } eee 2 eee eer 4,371 271 860 


Sinking fund on debentures............... 
Miscellaneous: assctsi vase eee ae 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ 
Plant and facilities atcost........ So Ee Reb 2,203,831 119,555 280,796 
Less accumulated depreciation ............ 493,663 52,531 71,083 
INetifixed! assets! een Mien fee cise nee ee 363,822 74,402 1,710,168 209,713 
CURRENT ASSETS 
Cash on hand andinibanks 4. eee 8,846 13,100 152,749 42,224 
Investments—term deposits ............... = <= = s= 
= DOMGS CW iar ete wat eter eon _ 15,500 — = 
ACCOUNTS IPECELVADICN INCU) an tee ea eine DDS 10,585 30,558 9,024 
(OSs r Se Ry MR Ee ME, Ye Re he NL Eg a7 Beare — 1,259 — 280 
Motalicurrentassets) see ee eee ee 11,571 184,566 4,326 $1,528 
OTHER ASSETS 
TAVERTORIES ea /k oe ee ae eke ee LSS 59,878 149 1,433 
9,041 1,823 15,025 


100 
Motaltothermassetsien hese ce se ee 13,815 1,000 68,919 1,972 16,458 
Equity m Ontario Hydro 025.22. cepentes: 167,097 122,743 1,526,912 92,508 115,611 


Totaliassets s72 2 Ws tems cea eee ie 556,305 237,330 3,490,565 165,830 393,310 


,000 


Morakionp-termdebtan ety eer ee 100,000 — 252,000 


DEBT FROM BORROWINGS 
Debentures outstanding yee 100,000 252 3,500 
Othenlonp-ternvde big pea ena ee — _— 
3,500 
LIABILITIES 
Currentilia bilities! amt ten Gee 31,839 15,208 164,331 24,201 
Otheriliabilities 9%. Werke oc ick epee ts 2,240 787 64,020 11,985 | 
TRotalabilitiesseen aya ae ee 228,351 36,186 | 
EQUITY | 
Debt redeemed’ fei lg na eas. ake etn e, 140,183 46,500 
Sinking fund on debentures............... — o 
Accumulated net income invested in 
plant or held as working funds ....... 242,334 W250) 183,835, 
Contributed capital ancck. sca hase to ta ne-e: 600 170,618 7,678 
Othemresenves Pe ryt ee gine cette ee — — — = 
| 
MotalMtilityequityies tema tes eee 255,129 98,592 1,483,302 59,939 238,013, 
Reserve for equity in Ontario Hydro ....... 167,097 122,743 526,912. 92,508 115,611) 


| 


Total debt, liabilities and equity... ... ats 556,305 237,330 3,490,565 165,830 393,310 
; 203,156 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy e222. en ae NTIS: 96,181 2,048,069 
Miscellaneous irre aires ie eee ees 9,847 1,710 39,062 7,017 


Total revenue:a.s ) 200-6 a be oes 241,622 97,891 2,087,131 69,053 210,173 


EXPENSE | 


Power purchased 170,368 1,658,565 148,39), 
Bacalipenerationg-v.1e 2) eee ee ee = iT + 
Operation and maintenance............. 12,546 96,653 8,47) 
Administration 86,858 13°85 
Re eR 0 \) 4 Auinnt as ete ae -- 41,237 3,781 
Depreciation 3,325 56,276 7,916 
Other. . oe 


Total expense | | masa9 | 95.963. | 1,939,589 74,018 
Net Income (net expense) __. ie 21,073 | nga | 17542 | (4,965) 


Statements A and B 


tements for the Year Ended December 31, 1975 


okstown Cottam Courtright Creemore Dashwood 
461 202 

$ $ $ 

98,248 167,929 71,020 

22,668 50,061 12,345 


117,868 780,653 


Deep River Delaware 


1,634 163 


$ 
V7 2535 
391,882 


2,165 


5,000 
4,538 


4,671 
25 
1,902 = 


— 6,638 927 1,328 47,007 4,187 
75,870 55,489 47,325 107,581 69,163 394,013 45,361 


180,649 238,480 144,719 1,229,864 
19,629 19,303 4,371 8,200 
784 15 —_ 54 

20,413 20,218 184,657 

— 12,001 2,824 175,422 

— 67,230 107,784 200,046 

i, 135 73 220,148 

ai oo ue ee ae 

| 

| 84,366 67,683 110,681 71,185 595,616 43,348 

| 75,870 47,325 107,581 69,163 394,013 45,361 


| 180,649 134,588 129,503 238,480 144,719 1,229,864 
| 


55,768 103,523 42,840 648,848 36,323 
4,765 2,527 21,178 SERN 
108,288 45,367 670,026 40,120 


499,580 


33,369 


44,104 
24,845 
BZ 91, 


53,808 102,354 | 54.001 | 634,815 40,970 
= 


672,688 
241,783 


430,905 


35,000 


7,780 
175 


42,955 


24,722 


24,722 
380,042 


878,624 


41,301 
17,670 


58,971 


85,000 


348,689 
5,922 


439,611 
380,042 


878,624 


413,492 
16,672 


430,164 


335,472 


36,850 
533529 


18,218 


444,069 


(13,905) 


109 


110 


Municipality gery eave rece eee 


Numberioft Customers’ 2.4. ne. eee ee 


A. BALANCE SHEET 
FIXED ASSETS 


INGntixed Assets cess a ircn etch aes ere 


CURRENT ASSETS 


Cash on hand and in bank................ 
Investments—term deposits .............. 3 


=DONGS ei en ee eee ee ae oes 


Otherer 530) en 0 elas, ee aha Sees Bn Pe 


fotal carrentiassets) ess a ee 


OTHER ASSETS 


INVEntOTIES Fl. 25 (Reem ee ees ene cre 
Sinking fund on debentures............... 
Miscellaneousiassetsissa eet cee 


DEBT FROM BORROWINGS 


Debentures outstanding .........:........ 


Other long-termide bits eee ee 


ihotallong-temnidebts a... aie 


LIABILITIES 


Correnwhabilities eee oe eee ee 
Other liabilities:+ fo sera ee ee ce 


‘LotalWabilities 2. ouey, bee ee 8 


EQUITY 


Debtiredcemed tian. seen ee iien ce eet: 
Sinking fund on debentures............... 


Accumulated net income invested in 


plant or held as working funds 
Contnbuted\capitaly 2a on ne 
Other reserves 3 00 Geek Weal me pees 


Totalbutlitwiequitvanmae mw 14ers 
Reserve for equity in Onfario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy ..... 
Miscellaneous . 


Totalrevenue 2). 09.5.0. ).65 80 aes 


EXPENSE 
Power purchased ......... 
Local generation . 


Operation and maintenance. . 


Administration 
Financial .. 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financ 


Deseronto Dorchester Drayton Dresden 


634 401 344 1,061 


$ 
250,930 
127,574 


$ 
467,376 
116,676 


135,508 350,700 


6,165 14,415 


1,393 
S19 


8,203 


18,044 908 262 14,228 
190,533 84,204 99,349 340,712 


121,651 
6,280 


130,227 
2,394 


282,169 
5,998 


’ 
’ 


142,931 89,669 142,121 339,390 
190,533 84,204 99,349 340,712 


357,313 185,392 249,596 728,258 


240,856 83,113 93,638 363,839 
9793 2,646 4,325 7,349 


250,649 97,963 371,188 


85,759 


208,761 263,591 
10,708 21,783 
17,327 38,480 

— — 231 
10,165 4,326 5,244 9,730 


3,688 (763) TARY 35,267 


Drumbo 


200 


$ 

59,871 
28,381 
31,490 


6,266 


54,988 


92,822 


28,902 
448 


33,850 
54,988 


92,822 


36,832 
2,060 


38,892 


31,510 


3,364 | 
3.851. 


2,329 
: 


41,054 


(2,162) 


Statements A and B 


atements for the Year Ended December 31, 1975 

| Dryden Dublin Dundalk Dundas Dunnville Durham Dutton 
2,455 134 601 5,690 2,202 1,118 420 

| $ $ $ $ $ 
62,698 239,553 1,032,884 427,066 131,516 
25,959 35,532 229,439 141,760 41,046 


803,445 
88.900 3,400 
337351 58 
— 64,564 3.195 368 1716 
; 141,650 1,595,716 737,186 311,989 114,496 
EN A 


1,144,500 


$ 
3,772,628 
1,157,038 


1,375,496 
545,730 


829.766 2,615,590 


36,535 


118,537 
200,000 


23,199 
140,000 
75,402 


106,225 
4,085 eae 


9,603 


116,022 424,762 172,802 


27,256 467 111,768 90,920 


1,647 


1,419,590 


94,431 


1,463 
607 


102,366 
135 


244,239 
201,521 


30.470 


103,101 445,760 70,402 


139,939 


40.824 


803,787 


172,930 


594,073 
10,156 


161,011 620,400 639,072 290,645 
1,920 202,237 20,949 1,866 


168,658 1,626,424 799,960 333:339 99.634 

141,650 1,595,716 737,186 311,989 114,496 
93,340 369,805 4,812,400 1,807,548 690,294 | 216,200 | 
762,158 35,532 159,406 1,855,698 609,439 276,064 78,366 
D751) 64] 1,864 118,681 21,806 16,269 1,397 


819,669 36,173 161,270 1,974,379 631,245 292,333 79,763 


717,159 
444,899 


1,419,590 


518,338 120,452 1,270,487 453.895 214,308 
68.892 7,050 209,438 56,238 16,060 
| 84,845 12,268 174,992 73.229 21.872 
| 16,758 2597 178,619 4,339 2,430 
| 42,324 5,057 112,793 24,059 11.436 
| 30,341 — — — 
} 


731,157 147,424 1,976,670 611,760 266,106 71,55, 
88,512 (3,063) 13,846 (2,291) 19,485 26,227 8,211 


East York 


26,263 


$ 
14,304,500 
4,527,518 
9,776,982 


46,799 
700,000 


944,788 
1,102 


1,692,689 
560,882 
2973 

61,079 


1,151,134 
10,278,475 


22,899,280 
1,841,903 


1,841,903 


960,496 
313,793 


1,274,289 


1,680,767 
529,173 


6,976,529 
318,144 
9,504,613 
10,278,475 


22,899,280 


10,716,591 
552,197 


11,268,788 


8.439, 148 


978,198 
807,182 
197,481 
472,769 


10,894,778 


374,010 


111 
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Municipal Electrical Utilities Financ 


Municipality yt ees one eran era Eganville Elmira Elmvale Elmwood Elora 

INUmberiof Customenss aaa ee. 551 2,071 164 828 

A. BALANCE SHEET 

FIXED ASSETS $ $ $ $ 
Plantiand facilitiesatcOStwms seen ae 291,291 1,159,943 33,444 331,038 
Less accumulated depreciation ............ 124,770 348,951 15,603 135,247 


INetifixed assetsimmw eee een aes 166,521 810,992 108,837 17,841 195,791 
CURRENT ASSETS 

Cashonihandiandiinibankas. oe eee: 22? ae 11,680 8,475 26,882 
Investments—term deposits ............... 24,084 140,000 22,500 3,000 = 

= DONGSi Wee Sain een ee hae — — 10,500 1,000 — 

Accounts recelvable (net)... 4s. seen: 6,247 18,291 2,168 1,367 6,467 
Other ey oe ee ee nts 325 15,759 — 
Motakcurrentsasscts ee eee eae ee 174,050 33,349 


OTHER ASSETS 
INVENTOLIES Sen ee ee ke eo tick 
Sinking fund on debentures............... — 
Miscellaneous:assetsian a ee oe. ee 


4,472 


3,036 


46,848 
996 60 
= 36,250 a Be se 
MOtalOlnerassets meet ne oe TNS eae 3,036 
Equityjin Ontario y droge ase ee a 78,046 842,426 137,809 42,340 247,776 
Totalassetsie ce te ot ele ae eek: 1,868,190 479,952 


DEBT FROM BORROWINGS 
Debenturesioutstanding@a. sey. 
Otherlone-termidebiiee naan ie 


ovaliions-termrdebtiean serene see 
LIABILITIES 


Currentliabilittesysye eee ees 11,592 1,956 21,752 
Ofherdiabilitiesweton ren recon bere aps 865 3,882 
Total:habilitiesiegt sence ort eae 22,956 25,634 
EQUITY 
IDeDiredeenicd eee pete e been rae 98,007 19,862 
Sinking fund on debentures............... — 
Accumulated net income invested in 
plant or held as working funds .......... 88,775 172,666 
eet 14,014 


Contributedicapital yews rr eereeee tes as 4,238 
Other reserves —_ 


Fotalmutilitycq Uityien eres eee 191,020 797,898 144,224 29,122 206,542 
Reserve for equity in Ontario Hydro ....... 78,046 842,426 137,809 42,340 247,776 


Total debt, liabilities and equity.......... 1,868,190 294,490 74,083 479,952 


B. OPERATING STATEMENT 

REVENUE 
Saleofielectrical/energyere a. en see 127,034 847,837 140,153 26,294 243,914 
Miscellaneous tere gat cet mercer ke 8,362 31,510 6,225 693 10,307 


‘ROtal revenue wee) nr G eae eae 135,396 879,347 146,378 26,987 254,221 


EXPENSE 


Power purchased 4/2, fos eee poe rete 715,911 119,517 192,010 
LCocaligeneration a: are eee 7 al = 
Operation and maintenance............. 50,166 4,725 25,935 
AGMINISITa ODE S68 teeters, ee ee 61,308 7,947 25,612: 
Pin ancial yesh ewe a tenia x eee 3,044 = = 
Depreciation) sauce 8,670 32,583 6,056 10,173 
ONDE re gute eee = 


7 


| 


Total expense __. LATO Ee ee eS 132,367 863,012 138,245 25,177 283i 
Net Income (net expense) __. ae 3,029 16,335 8,133 p 1810 491 


Statements A and B 13 


atements for the Year Ended December 31, 1975 


Embro Embrun Erieau Erie Beach Erin Espanola Essex Etobicoke 
311 394 158 739 1,888 1,837 88,593 
$ $ $ $ $ 
128,319 27,628 395,420 825,205 953,152 57,675,276 
53,002 12,827 64,234 218,874 21gne2 13,470,729 
75,317 221,268 14,801 331,186 606,331 675,930 44,204,547 
1,067 21,543 16,450 25,246 88,376 56,542 
as — 6,000 40,000 — 4,900,000 
3,000 — = — — — 
3,220 11,464 5,354 13,879 25,396 1,852,195 
— 300 ~ 2,134 = 13,000 
7,287 113,772 6,821,737 
472 33,330 1,746,758 
-- — 5,361,810 
-- _ 350 2,789 84,634 


472 Sy) 5) 30 350 3,324 10,775 36,119 7,193,202 
87,605 93,080 89,581 16,582 106,086 263,633 392,435 27,877,673 
170,681 352,870 156,790 38,889 961,998 1,218,256 86,097,159 


— 105,000 — 7,787,070 
6,794 31,123 19,546 106,606 4,443,350 
1,647 2,417 16,988 1,635,246 
8,441 123,594 6,078,596 
7,500 78,102 5,609,216 

— — = 5,361,810 

65,354 147,373 424,380 27,238,966 
1,781 6,561 179,036 6,143,828 


136,227 


340,651 548,735 638,709 44,353,820 
106,086 263,633 392,435 27,877,673 


74,635 123,367 
87,605 93,080 


170,681 352,870 468,700 961,998 1,218,256 86,097,159 


% 
> 
, 


72,285 222,127 59,789 16,553 202,379 558,963 545,971 39,780,086 
3,464 5,421 2,970 387 12,850 31,938 14,818 1,569,898 
75,749 227,548 62,759 16,940 |) is229)) 590,901 560,789 41,349,984 


61,665 171,124 56,431 165,429 421,727 364,545 32,564,671 
5,877 7,825 yor. IS)4) WS) 45,779 35,857 2,515,482 
4,865 11,211 8,456 23,288 64,171 51,920 1,858,742 

— 13,664 — _ 13si5i 14,555 510,999 
4,555 7,801 3,808 8,641 22,178 22,588 1,449,061 


76,962 211,625 74,070 eas) | 212,471 489,465 38,898,955 
) (1,213) 15,923 (11,311) (2,580) 23,895 71,324 2,451,029 


114 


Municipality 


Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 


Net fixed assets 
CURRENT ASSETS 
Cash on hand andinbank........ 
Investments—term deposits 


Pa DOTS aera eet rs, cls, ACY dg 


OUR eo ao Ute Pree, Wey cee ees nme 


Total current assets ..... 
OTHER ASSETS 
INVENtOFIES: ow Ns ee ae 


Sinking fund on debentures....... 


Miscellaneous assets 


DEBT FROM BORROWINGS 
Debentures outstanding .......... 
Other long-termdebt 22... 0... 5 

Total long-term debt........... 

LIABILITIES 
Current liabilities 
Other liabilities 


POtal Wa pilitiesaeee acs eee 
EQUITY 
[Disofin teeta Gy eso ce pedo tets os 
Sinking fund on debentures....... 
Accumulated net income invested in 
plant or held as working funds .. 
Contributed capital.............. 
ON GRIrESELVES Gum terete trate 
Total utility equity............. 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


EXPENSE 
Power purchased . . 
Local generation.) ee 
Operation and maintenance....... 
Administration 
Ree Gaal 3 Aly See it One ici 
Depreciation . 
Other 


Total expense.............. 


Net Income (net expense) __. 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finar 


Exeter Fenelon Falls Finch 


1,568 352 190 


$ 
828,651 
283,973 


1,053,135 
318,155 


544,678 325,962 


734,980 


33,625 9,000 23,147 


— 12,000 
9,011 — — 
7,439 3,120 2599 
6,578 


171 


152 — 
89,772 325 4,606 — 
467,361 69,503 899,584 56,265 
1,158,464 419,908 1,688,308 125,923 


29,378 103,000 60,000 


450,013 
50,213 


547,827 


535,848 224,189 
467,361 69,503 


1,158,464 419,908 


707,732 
899,584 


1,688,308 125,923 


64,496 
56,265 


464,534 256,050 1,028,020 43,526 
7,344 6,631 27,068 3,023 
471,878 262,681 1,055,088 


340,779 


177,076 


865,218 


34,853 


34,366 25,113 55,538 2,390 
58,973 15,973 52,834 3,453 

3,633 20,880 18,667 — 
23,797 9,703 29,370 2,689 


248,745 1,021,627 43,385 
10,330 13,936 33,461 


Fleshertor1 


291 


$ 
95,24 
31,99 


63,24 


157,98 


Statements A and B 


‘atements for the Year Ended December 31, 1975 


Fonthill 


944 


$ 
356,283 
164,601 
191,682 


21,761 


40,534 


62,295 


35,046 
S72 


40,798 


60,173 


150,830 
5,176 


216,179 
190,607 


447,584 


199,583 
17,751 


217,334 


153,123 


15,401 
32,523 


13,043 


214,090 


3,244 


Forest Frankford Galt Georgetown Glencoe Gloucester 
Twp. 
1,074 720 12,755 5,607 825 13,738 


$ $ $ 
411,655 8,144,578 255,763 10,751,629 
211,172 2,594,655 103,838 2,203,856 


200,483 136,945 5,549,923 151,925 8,547,773 


2,263,314 


25,761 10,895 64,826 58,789 16,726 26,362 
— 45,000 100,000 360,000 — — 

— -—- 50,000 —_ — — 
T22 2,321 127,112 28,561 13,550 519,800 
3,120 190 SP! 


341,938 


583,534 


374,477 


631 


881,439 
175,037 


33,483 61,336 
582 — 
_ 188 140,118 5,665 148,687 


582 188 514,595 75,949 6,296 1,205,163 
342,525 113,325 5,382,815 1,510,924 168,824 1,961,265 


$77,073 311,794 11,789,271 4,297,727 357,321 12,297,735 


792,561 — 3,937,013 
771,672 21,097 
191,412 1,243 


963,084 22,340 


916,484 
29,669 


230,034 
55,412 


285,446 946,153 


817,298 


622,178 


20,113 


920,949 
175,037 


180,551 140,300 
3,887 


3,761,008 918,567 
865,066 168,051 


128,473 
svi 


2,367,345 
2,389,473 


207,795 172,524 5,443,372 1,708,796 166,157 5,852,804 
342,525 1135325 5,382,815 1,510,924 168,824 1,961,265 
577,073 311,794 11,789,271 4,297,727 357,321 12,297,735 
325,296 168,804 5,356,475 1,916,837 192,670 5,715,250 
15,227 12,215 61,599 116,376 6,465 209,040 


340,523 181,019 5,418,074 2,033,213 199,135 5,924,290 


’ 
, 


240,667 132,733 4,306,416 1,447,780 146,643 4,177,346 
28,851 8,026 303,673 82,117 11,394 181,496 
37,009 14,773 228,793 155,450 19,506 401,403 

— 1,053 I BYRIEE: — 443,084 
14,494 8,910 95,979 8,471 278,035 


321,021 | 165.495 | 5,066,757 1,939,121 186,014 5,481,364 


ae) 


Goderich 


2,919 


$ 
1,645,539 
618,293 


1,027,246 


30,619 
21,604 
41,000 
28,957 


122,180 


8,588 


8,588 
1,203,899 


2,361,913 


111,611 
47,589 


159,200 


212,960 


717,443 
68,411 


998,814 
1,203,899 


2,361,913 


1,116,250 
44,125 


1,160,375 


890,963 


70,720 
131,829 
622 
46,961 


1,141,095 


19,280 
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MUNICIDALI ys. cee eres Stiale Wee oe 
INumberof.Gustomersaeae ae eee 


A. BALANCE SHEET 
FIXED ASSETS 


INGIIXed ASSCiSae eae ee a en 
CURRENT ASSETS 

Cashionthandlandunibanka) eee. 

Investments—term deposits ............... 

= DONS SOE Sateen aM AR 


Ctheree uae eae eee te Pee Mey. htc, 


Wotalicurrentsassetsaaee a oe ee 
OTHER ASSETS 
INVENtOrics® yore). Pak Baa ee, oe Oe ee 
Sinking fund on debentures............... 
Miscellaneoustassetsenane sas ee 


DEBT FROM BORROWINGS 
Debentures outstanding.................. 
Other long-term’debtie <24), 5. fo he.s ests 


Total long-term debt)... .:.-...0...5... 
LIABILITIES 

Gurtrenttabilities anes ase eeee eee 

Othenmliabiliticseaamy es ee ee 


Dofabitabilities ea ere eee 
EQUITY 

Debtiredeemedyee aya. ee 
Sinking fund on debentures............... 
Accumulated net income invested in 

plant or held as working funds .......... 
Contributed'capital.. 20.0. 0s. 0.2.52 a 
Othem reserves Mergen ear... ena ee 5 


Totalinlity Cquityoce ae ee ss 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity......._.. 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy _.. 
Miscellaneous .__. 


Total revenue...) Gato) So ee pee 
EXPENSE 
Power purchased | 
Local generation 
Operation and maintenance. 
Administration |. . 
Financial . 
Depreciation 
Other. 


Total expense 


Net Income (net expense) _ - 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financ 


Grand Bend | Grand Valley Granton Gravenhurst 


904 447 


1,787 


$ 
270,965 
113,397 


$ 
141,188 
2312 


$ 
738,820 
189,808 


113,876 549,012 


110 
15,000 


26,698 


21,854 


3,000 
4,821 


29,675 
96 
9,093 96 1,683 6,890 
130,807 113,602 40,599 488,113 
350,692 257,249 77,867 1,085,823 


22, 4,255 
S351 139 


28,608 19,011 


27,048 


192719) 


83,326 10,794 


106,453 
1,498 


105,558 
8,284 


363,114 
23,269 


> ’ 
, , 


191,277 124,636 32,874 465,662 
130,807 113,602 40,599 488,113 


350,692 257,249 77,867 1,085,823 


160,551 99,809 28,350 475,200 
10,509 1,472 1,510 20,043 
171,060 101,281 29,860 495,243 


349,227 


32,742 
35,859 
15,850 
7,989 3,908 1,107 20,822 


9,305 | 10.091 | (1,432) 40,743 


Grimsby 
2,483 
$ 
871,565 
324,752 
546,813 


65,550 
80,000 


52,513 


198,063 


10,916 


10,916 
477,595 


1,233,387 


45,000 
4 
45,000 | 


65,458 
21,157 | 


86,615 — 


169,200 | 


400,914 
54,063 


624,177 | 
477,595 | 


1,233,387 | 


577,680 | 
22,979 


600,659 


463,054 


595,819 


4,840 r 


t 


Statements A and B 


tatements for the Year Ended December 31, 1975 


Guelph Hagersville Hamilton Hanover Harriston 
20,688 112,625 2,240 781 
$ $ $ $ $ 
14,128,960 392,616 51,843,555 822,894 386,420 
3,261,636 138,705 10,692,370 296,152 108,307 
10,867,324 253,911 41,151,185 526,742 278,113 
263,866 38,423 136,312 4,374 
950,000 55,000 1,155,000 7,000 
o 12,000 — == 
208,146 2,965 4,623,884 3,252 
416 = 115,641 
1,422,428 108,388 6,030,837 
456,405 92 2,729,685 
118,792 © 5,000 ats 
$75,197 92 2,734,685 26,147 1,187 
7,800,311 464,873 73,866,342 859,550 294,772 
20,665,260 827,264 123,783,049 1,474,243 588,698 
: = aa aes : } 
1,246,000 = = 
BP 512 19,473 5,612,093 D2. 
268,702 4,646 469,091 5,605 
640,274 24,119 6,081,184 BS 2i7/ 22,280 
1,807,943 8,000 7,709,892 80,162 46,708 
7,259,864 328,735 34,288,553 480,625 202,686 
1,910,868 15537 1,706,586 WSUS) Slsy 
— = 130,492 = — 
10,978,675 Bs sears 43,835,523 583,366 252,646 
7,800,311 464,873 73,866,342 859,550 294,772 
20,665,260 827,264 123,783,049 1,474,243 588,698 
10,060,561 298,063 62,671,014 853,242 235-351 
351,366 20,711 1,396,109 14,827 3,077 
10,411,927 318,774 64,067,123 868,069 238,428 
7,675,172 196,902 57,390,860 709,635 176,870 
419,830 47,776 2,776,636 20,774 20,232 
808,951 34,008 2,361,401 46,876 
184,001 = eS 
365,489 12,046 1,223,750 


451,720 


9,453,443 290,732 64,204,367 799,50 
958,484 28,042 (137,244) 68,566 


14,626 34,109 16,102 
829 7,552 — 
358 395 465 


Harrow 


808 


Hastings 
501 
$ 
202,457 
76,594 


$ 
375,978 
142,893 


233,085 125,863 
16,603 9,063 
15,000 — 

2,506 6,531 
508 


7,947 465 
310,175 88,307 


585,316 230,737 
19,654 
9,887 


29,541 


15,000 


12,000 


223,919 


9,621 


245,600 113,711 
310,175 88,307 


$85,316 230,737 


261,273 109,051 
12,003 4,718 
273,276 113,769 | 


197,774 


27,360 
40,571 


10,388 


276,093 108,273 


is 


Havelock 


526 


$ 
158,600 
74,977 


83,623 


8,794 
38,000 
2,000 
3,005 
3,488 


55,287 
826 


3,273 


4,099 
125,766 


268,775 


8,582 
794 


9,376 


62,696 


69,759 
1,178 


133,633 
125,766 


268,775 
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Municipal Electrical Utilities Financia 


Municipality” yt ite ce etapa as coe ee Hawkesbury Hearst Hensall Hespeler Highgate 
Number of Customersve neem ee ee er Ss 1,319 416 2D 180 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant-and facilities;aticost: =. 2... 255... . 1,381,459 905,324 279,011 1,487,455 48,353 
Less accumulated depreciation ............ 392,578 215,962 93,056 404,632 29,749 
INGhifixed assets ree atin eeinn earn, st 988,881 689,762 185,955 1,082,823 18,604 
CURRENT ASSETS 
Cash on hand andinbank................ 78,489 4,410 28,155 486 5,611 
Investments—term deposits ............... 135,000 — — 120,000 — 
DONS hee mte Rem le — 40,000 6,926 — 3,000 
ACCOUNTS reCelVaDle (Cl) sete. mae aac ee 2273 26,170 2,190 144,563 799 
Others: 4s Famine ase tae pepe eae 1,967 — 
TotalicurrentassetSy: gases ea ta 236,220 9,410 
OTHER ASSETS 
INVENTONIES Ey cote ee seen rats eaten ee 34,932 — 
Sinking fund on debentures............... — — — 
Miscellaneoustassetsia aati eer aise toe on — l 639 — 
Totalvothenassets:w...an0--1 ne ss 34,932 1,685 
Equityin Ontano Hydro. 2... G2 beet 654,505 358 858 178,248 59,348 
Total assets i). ce reece noe hoe Me to clic 1,914,538 | 1.112.200 | 403,159 | 87,362 
DEBT FROM BORROWINGS ) 
Debentures outstanding .................. — 
Otherlong-termidebiq ae ccs fee es — 
Totallong-termidebtar, 3992... — 
LIABILITIES 
Gurrenthabilitics se sara) neers 3,650 
Other liabilitiesmyyyare ate eee eee 253 | 
Total labilities een ster teeta 156,137 252,108 170,203 3,903 
EQUITY 
Drebt redeemed V4 35).acbo vate aun fe. 283,867 TAT 77,571 5,000 
Sinking fund on debentures............... — — — —y 
Accumulated net income invested in 
plant or held as working funds .......... 781,166 384,993 194,791 917,259 18,626 
Gontributed capital ea ieee eer ere 38,863 51,064 1,427 199,198 485 


OEP TESCIVES hehe aot eee - <= ate me 


Totalwtility equity: on, cca er 1,103,896 508,234 208,218 1,194,028 24,111 
Reserve for equity in Ontario Hydro ....... 654,505 351,858 178,248 1,267,724 59,348 | 
Total debt, liabilities and equity.......... 1,914,538 | 1,112,200 | 403,159 } 2,631,955 _ 


B. OPERATING STATEMENT 


REVENUE i 
Sale ofelectricalienerpy) an. uae seeees a 1,698,458 681,047 185,363 1,073,842 39,681 
Miscellaneous/@iceecctas 2 ae aortic 43,681 21351 3,008 62,117 984 

OAT revesiing :.P4i, 52.00. «A/a AR Men 702,404 40,665 

EXPENSE } 
bower purchased’ wnt sia aaron 1,460,117 148,050 954,199 37,735 
ocal sencratton eee vere ea ee == = = = 
Operation and maintenance............... 50,091 10,221 47,772 1,834 ¥ 
ACMIDIStA TON As. ee ia ee cee eae 82,345 13,706 60,467 3,679 § 
Binaneial ite rent eer etary: BOE SIV cake leaie oe = == —a 
Denreciauon. sh wanda. ce oe ee Rey AL aes 38,983 37,325 1,960 — 
OMen sera vi, 5: 1,264 _— 


Total expense........... aA ee Rome 700,490 179,841 1,101,027 45,208 | 
f 
Net Income (net expense) __ . Se eae 110,603 | nes | 8530 | 34,932 (4,543) ; 


Statements A and B 


‘tatements for the Year Ended December 31, 1975 


Holstein 


105 


23,686 


52,622 


8,000 


11,967 
2,000 


18,729 
23,686 


52,622 


17,800 


Huntsville Ingersoll Iroquois Jarvis Kapuskasing Kemptville 


1,548 3,198 2,521 1,036 


$ $ $ $ 
735,954 1,928,896 ; 157,396 1,246,284 705,703 
176,795 591,982 : 53,976 277,504 142,089 


259,159 1,336,914 124,107 103,420 968,780 563,614 


16,636 
10,000 


25,075 


24,762 16,904 20,167 


33,924 


2,256 


18,000 
6,609 
910 


51,711 39,952 50,281 19,704 
19,580 135,150 ais) 168 
1,104 910 a 
605, ‘623 if 320, 152 130, 781 107,260 461, ‘281 338,429 


Le ee le ae ie ae 

64,000 68,925 200,000 
; 156,783 15,158 8,414 171,947 : 
83,145 2,008 2,162 20,257 : 


239,928 192,204 54,746 


51,424 
2,077 


197555 46,507 


216,554 


315,611 
8,618 


529,225 : 39,321 
7,265 119,590 


553,187 1,272,088 158,911 112,716 812,386 370,736 
605,623 1,320,152 130,781 107,260 461,281 338,429 


591,613 
4.219 


534,037 899,124 139,960 83,008 838,520 387,668 
13,250 58,170 3,399 2,884 37,710 19,348 
957,294 143,359 85,892 876,230 407,016 


567,453 272,676 


415,665 680,523 


46,348 83,868 68,811 28,177 


86,929 45,898 


31,507 82,319 
7,005 879 
19,390 49,774 


20,416 26,717 
36,694 19,507 


= va 


119 


Kenora 


4,819 


$ 
2,210,315 
831,024 


1,379,291 
Pale) 
25,000 

133,350 
1,800 
233,063 
6,139 


9,025 


15,164 
411,506 


2,039,024 


369,000 


369,000 


132,606 
26,029 


158,635 


246,652 


853,231 


1,099,883 
411,506 


2,039,024 


1,314,172 
48,956 


1,363,128 


914,252 


159,240 
133,341 
45,285 
77,062 


1,329,180 


33,948 
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Municipality ®yareesmter ment cen: 
Number of Customers ............. 


A. BALANCE SHEET 
FIXED ASSETS 


INCH Xedtassetsi nner ee 
CURRENT ASSETS 

Cash on hand and in bank........ 

Investments—term deposits ....... 


= DONGS a os eee ee ese N Oe 


QUBET AC Rs eee hae the 


Totalicurrent-assets . 4... =... 4.4. 
OTHER ASSETS 
INVentoniesiw okey ee 
Sinking fund on debentures ....... 
Miscellaneous assets ............. 


DEBT FROM BORROWINGS 
Debentures outstanding .......... 
Other long-termdebt ............ 


Total long-term debt........... 
LIABILITIES 

Cutrentliabilitiesmen se. eee eee 

Othembliabilities 2.9) eee 


otal abilitiesvy scene ee 
EQUITY 

Debtredecmed: sess ee 
Sinking fund on debentures....... 
Accumulated net income invested in 

plant or held as working funds .. 
Contributed capital re eae.) 0 ae. 
Othemreservesiee ee ae ee 


Total utihty equity... 20.0.2... 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy ......... 
Miscellaneous ........... ere 


‘rotalrevenuee ss ee 


EXPENSE 
Power purchased ann ste se 
Local generation .......... 
Operation and maintenance 
Administration ... 
Financial . 
Depreciation .. 
Other. 


Total expense __ . 


Net Income (net expense) .. . 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financia 


Kincardine 


Killaloe Stn King City Kingston 


1,892 


20,035 


$ 
11,815,630 
4,123,250 


634,281 116,388 


7,692,380 


76,612 


27,228 
20,000 


1,733 


831,254 
40,000 


561,050 
92 19 
49,053 1,432,323 
28 448,926 
1,016 19,158 
2,455 43,891 1,044 468,084 
41,834 507,344 108,799 6,630,457 


122,971 275,284 16,223,244 


25,428 


14,500 — 54 
9,837 44,550 19,355 
150 VUMES 2,030 


121,687 21,385 


g 


2,603,800 


663,780 
46,404 


710,184 


60,000 


55,943 


2,036,385 


497,948 (4,164) 
100,577 39,321 


4,221,062 
21,356 


: 6,278,803 


56,650 658,525 91,100 
41,834 507,344 108,799 6,630,457 


122,971 1,287,556 275,284 16,223,244 


573,879 155,932 23353;395 


26,367 12,893 306,485 
600,246 168,825 7,659,840 


S127, 922 


477,542 
697,968 
373,649 
325,172 


$32,792 179,852 7,602,253 
| 2.008 | 67,454 (11,027) 57,587 


Kingsville 
1,942 
$ 
788,019 
250,341 


537,678 


4,717 
456,632 


1,013,870 


46,200 


46,200 


58,187 
10,174 


68,361 


47,300 


310,326 
85,051 


442,677 
456,632 


1,013,870 


542,357 
6,531 


548,888 


atements for the Year Ended 


Kirkfield Kitchener Lakefield 
124 38,505 913 
$ $ $ 
36,293 28,275,330 511,438 
15,126 7,616,254 199,628 


20,659,076 311,810 


283,860 21,582 
1,500,000 — 


1,297,940 10,967 


Statements A and B 


December 31, 1975 


Lambeth Lanark Lancaster Larder Lake 
Twp. 
838 837 242 527, 
$ $ 
332,008 127,358 
120,986 42,228 


211,022 


$ 
129,448 


99,608 


28,467 


1,022 


3,082,822 128,075 


618,423 — 


24,525 — 


24,762 


642,948 13,647 ie 
14,712,525 263,687 174,506 
- 6,922 39,097,371 621,693 513,603 
- ce ee 
ee 1,479,000 at ae = ee = 
396 1,378,796 42,976 | 71,417 
13 519,806 1,756 1,233 ; 
409 1,898,602 44,732 78,650 
5,766 4,591,698 33,500 32,500 
24,725 14,338,027 266,621 152,716 
1,260 2,077,519 13,153 75,231 3,883 
31,751 21,007,244 313,274 260,447 | 89,631 79,708 69,796 
24,762 14,712,525 263,687 174,506 79,475 59,546 103,119 


56,922 39,097,371 621,693 513,603 178,220 146,395 196,679 


18,959 16,752,516 258,193 159,696 81,542 54,813 119,538 

1,376 460,892 18,559 12,264 175 4,111 2,960 

20,335 17,213,408 276,752 171,960 86,717 58,924 122,498 
17,618 12,465,066 222,415 149,319 
1,221 978,752 15,547 5,397 
1,729 1,009,836 20,751 13,662 
= 502,011 1,983 — 
1,306 691,072 18,054 9,643 


— 63,502 


21,874 15,710,239 278,750 178,021 79,503 55,157 119,698 
(1,539) 1,503,169 (1,998) (6,061) 7,214 3,767 2,800 


Latchford 


190 


$ 
79,433 
32,131 


47,302 


10,647 


6,670 
239 


17,556 


24,681 


89,539 


4,228 
521 


4,749 


18,901 


31,639 
9,569 


60,109 
24,681 


89,539 


42,188 
1,618 


43,806 


31,265 


2,851 
3,116 


2,701 


39,933 


3,873 


ea 
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Leamington Lindsay Listowel London L’Orignal 


Municipality ga eaiiee peat crates cesar 


NumberiofGustomers) = 7. ee ee 4,046 4,893 1,900 75,665 468 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost................. 1,719,577 2,776,741 851,908 45,105,394 238,243 
Less accumulated depreciation ............ 564,835 861,698 375,850 14,990,717 98,228 
Net fixediassétsa.cy eye. Ge icc weenie 1,154,742 1,915,043 476,058 30,114,677 140,015 
CURRENT ASSETS 
Cash on hand: andiin‘bank.. 2. .55.5.7 +222: 226,670 44,611 1,698,350 26,213 
Investments—term deposits ............... = 50,000 2,865,000 — 
EA DONGSE TE eae ia eden ere — = 731,041 — 
Accounts receivable|(met) 3... a. ees 42,634 20,887 3,149,141 4,963 
Others Sorc atest ee eae — D227 144 
Totalicurrent assets;-- =... asc eee oe 115,498 8,466,259 31,320 
OTHER ASSETS 
TAVENtOTIES 02 aa ee oe 78,771 — 2,082,117 — 
Sinking fund on debentures............... — — — — 
Miscellaneous assets.) 2 4-25.52 ete: — 398,406 135 


TLotalotherassets saute eee 90,941 78,771 2,480,523 135 
Equity in Ontario Hydro 2... ..-. 228052. 1,284,924 1,864,684 768,179 23,432,299 68,286 


“Totallassets)3 40, ttn es en ee 2,799,911 3,973,996 1,325,186 64,493,758 239,756 
DEBT FROM BORROWINGS 
Debentures outstanding). 2. ee 18,000 78,000 5,631,110 15,000 
Othenlong-termidebty yas nee rer a = eae a 
66,589 
4,795 


Motalilong-termidebtvie:s... see yee 18,000 78,000 5,631,110 15,000 
LIABILITIES 
Currenwiabiitiesies ty en eee eee ice 127,473 156,883 S37 S07 17,156 
Otherliabilities ee ern tetas een orate 98,242 8.077 259,887 1,088 
Totaliliabilities ass. emi te- oe eo! 225,715 164,960 71,384 3,631,264 18,244 
EQUITY 
Debtredecmed sa secs se ciy aay eee ters 108,100 152,000 132,673 8,768,924 26,122 
Sinkmedundiondebentutes tes. wane er — — — -- — 
Accumulated net income invested in 
plant or held as working funds .......... 1,128,449 1,648,814 332,158 19,537,123 106,780 
‘Contributed !capital eee. ee 34,723 65,538 20,792 3,342,349 5,324 


Othemreservess hse. ek ee saad eee ee — — — 150,689 


| 
TotalMulityiequity ayers. eee ere 271272 1,866,352 485,623 31,799,085 138,226 
Reserve for equity in Ontario Hydro ....... 1,284,924 1,864,684 768,179 23,432,299 68,286 


7 
Total debt, liabilities and equity.......... 2,799,911 3,973,996 1,325,186 64,493,758 239,756 


B. OPERATING STATEMENT | 
REVENUE 
Saleiofieleciricalienersy 9. 4 eels eae 1,302,202 2,029,182 717,200 27,167,204 129,432 
Miscellaneous. (66 geacct tan epee rn 21,145 66,611 26,177 1,671,013 9,214 4 

Total revenne. 825 sia. 20th eek 2,095,793 743,377 138,646 

\ 

EXPENSE . 

Powenpurchasediss.5 or. Wier es 1,023,591 1,541,105 661,589 21,085,471 107,270 | 
Localigeneration) 77.7.7. 5 4.6.56 pee nat == = i 

Operation and maintenance........... SO.2h 1 142,544 1,216,313 8,855 | 

Administration . 81,250 141,786 1,744,186 10,972 | 

Financial . 3,674 8.773 1,006,387 1,586 | 

Depreciation . 47,041 29,140 1,257,644 8,257 | 
Other — — 


- 
Total expense } ” ie 1,208,827 1,909,568 764,573 26,310,001 136,940 


Statements A and B 


atements for the Year Ended December 31, 1975 


Lucan Lucknow Lynden Madoc Markdale Markham 


528 546 586 4,336 


$ $ $ 
211,882 186,919 312,225 2,529,920 
63,378 50,792 140,309 322,538 
148,504 136,127 171,916 229,416 2,207,382 
22,191 25,492 14,877 975335 
— — — 86,800 
7-219 4,867 34,582 
= 9,673 


228,390 
43,435 


15,544 


138,886 


317,631 


— : : 457,061 
10,845 ; ; ; : : 247,746 
1,023 ; 31,005 


11,868 278,751 
11,214 20,000 196,230 
148,315 123,630 155,843 665,797 
7,348 6,311 — 309 896,912 


166,877 147,555 47,224 176,152 30,655 HIS E TES, 1,758,939 
138,886 191,217 72,802 a7: 14,879 145,606 725,289 


317,631 © 367,233 125,248 387,385 47,090 394,479 3,220,040 j 


152,160 125,353 48,953 179,691 21,068 190,899 1,564,432 
7,668 3,943 4,042 6,108 220 2,822 46,988 


185,799 21,288 193,721 1,611,820 


159,828 


109,317 104,027 


12,159 6,230 
12,399 15,147 
217 5,014 : ‘ 1,581 


141,092 130,418 185,380 | teste2. | 176,368 | 1,532,540 


123 


Marmora 


615 


$ 
267,932 
94,267 
173,665 
34,768 
3,000 
1,808 
1,951 
41,527 
4l7 
1,538 


1955 
129,624 


346,771 


39,000 


39,000 


17,199 
1,743 


18,942 


16,092 


128,707 
14,406 


159,205 
129,624 


346,771 


146,707 
6,782 


153,489 


101,436 


10,420 
14,630 
4,575 
7,247 


138,308 


15,181 


124 


Municipalityam acer ere ere ere: 
INumbenofiGustomertss: 57 ce nora eee 


A. BALANCE SHEET 

FIXED ASSETS 
Plant andifaciities atcOstawma. eee eee 
Less accumulated depreciation ............ 


INetifixed assets iviie ey ce ele oi ee oe 

CURRENT ASSETS 
Cash on hand and in bank................ 
Investments—term deposits ............... 
EHONGS etepes orto ee ere 


Totalicurrentsassetse ates aoe tee ene 
OTHER ASSETS 
ITVENIOTICS) 4. ee eee ce ee ie 
Sinking fund on debentures =... 
Miscellaneous: assctsunmmen ries enter 


DEBT FROM BORROWINGS 
Debentures outstanding yes ane - 
Othenlone-termidebtqi en. ) ee 


Totallong=termydebUy ewes o. ner ee 
LIABILITIES 

Gurrenthabilities ses + sane nee eee 

Othemliabilitiesiya. eats eee a 


Lotalelta bilitiese mvs oe race ae oe res 
EQUITY 

Debtredeemed ae .d.5 hers ey ne ecuee 
Sinking fundionidebentures ss miner ae 
Accumulated net income invested in 

plant or held as working funds .......... 
Contributedicapitallere ee eee 
Othenresenviess tee ee en ere 


MotalutlityeeQuityierree ie arse ere 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity... .. 


B. OPERATING STATEMENT 

REVENUE 
Salesofvelectricalienergyiw-'. =. eetaae 
Miscellaneous 34h aa ea aac erect 


EXPENSE 
Power purchased . Braue see 9. 
Lacalceneration: $20.0 0s.0 04 seca ree 
Operation and maintenance: fe.. nee: 
Administration .. 5 ae he 
Financial .. 
Depreciation . eS wey eg Wee 
OM errata tars aa 4 He eee 


Total expense . 


Net Income (net expense) . . 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financiz 


Martintown 


Massey Maxville McGarry Twp. 


123 


425 


$ 
48,419 
25,987 


$ 
128,867 
58,663 


$ 
153,230 
41,537 


22,432 111,693 


3,832 
3,000 


2,134 


9,437 
15,000 


8,966 14,195 
— 981 
781 = 
seed 

27,243 66,996 108,143 98,838 


59,422 225,179 


30,302 140,416 130,080 89,688 
27,243 66,996 108,143 98,838 


225,179 246,322 193,473 


20,069 116,364 90,980 95,963 
1,946 4,94] 2,150 6,693 


22,015 121,305 93,130 | 102,656 | 


Meaford 


1,874 


$ 
860,394 
223,497 


636,897 


47,534 
14,000 


18,090 
137 


79,761 
46,145 
6,241 


52,386 
560,506 


1,329,550 


151,000 


151,000 


45,511 
2,482 


47,993 


OT725 


464,074 
14,252 


570,051 
560,506 


1,329,550 


610,520 
15,980 


626,500 


452,063 


29,452 
57,438 
17,259 
22,240 


578,452 


48,048 
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Merlin 


295 


$ 
132,176 
65,343 


66,833 


1,793 
10,000 


5,284 


17,077 


74 


13,122 


62,888 
3,602 


79,612 
81,264 


166,476 


(7,776) 


Merrickville 


Midland Mildmay Millbrook Milton Milverton 
4,266 423 365 4,003 542 
$ $ $ 
165,645 218,487 
48,114 42.314 


176,173 


$ 
1,901,537 
731,699 


$ 
2,995,380 
613,111 


1,169,838 2,382,269 


112,194 48,773 37,226 


30,000 — — 
84,404 . 110,872 2,466 
1,962 25,749 84 


228,560 185,394 


31,667 4,895 


39,776 
104 
6,611 77,025 — 


— 38,278 111 _ 81,920 104 
71,751 1,888,828 84,252 74,261 953,679 240,484 
! 3,325,504 189,053 201,295 3,603,262 456,537 


211,000 404,676 


211,371 
19,908 


14,161 249,136 


69,507 


12,866 
998 


9,260 
1,130 


231,279 318,643 13,864 


150,945 


131,280 


24,260 


818,003 
25,449 


99,920 994,397 95,036 111,529 1,926,264 202,189 
TIS 1 1,888,828 84,252 74,261 953,679 240,484 


182,061 3,325,504 189,053 201,295 3,603,262 456,537 


921,878 LB 37 
873,106 4,552 


101,124 1,749,724 87,949 78,428 1,536,671 167,117 
1,703 38,567 2,146 9,624 78,090 33775 
102,827 1,788,291 88,052 1,614,761 170,892 


1,369,766 1,194,705 PAS ew! 

80,821 60,597 4,166 

104,995 132,795 O37 

— 26,707 36,940 — 
4,235 56,051 73,590 5,918 


} 92,835 1,638,340 87,810 85,770 1,498,627 146,978 


Mississauga 


54,790 


$ 
51,702,562 
6,796,128 


44,906,434 


975,429 


8,000 
3,733,991 
15,983 


4,733,403 


2,520,413 
978,858 
1,537,467 


5,036,738 
13,276,860 


67,953,435 


15,901,000 


15,901,000 


6,145,331 
676,168 


6,821,499 


2,934,488 
978,858 


12,760,842 
15,279,888 


31,954,076 
13,276,860 


67,953,435 


31,780,182 
837,358 


32,617,540 


26,531,497 


1,243,906 
1,181,310 
1,959,740 
1,131,766 


32,048,219 


$69,321 
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MUnICI Palit eck a eUel Wee he aoa hea Mitchell Moorefield Morrisburg |Mount Brydges} Mount Forest 
Number of Customers .......... Pa ere: 3 1,103 933 1,480 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ 
Plant-and facilities. at cost... ....2+-...55. 678,884 351,069 473,768 
Less accumulated depreciation ............ 189,854 134,187 170,125 
Netifixed assets t seer tat ee cee 489,030 303,643 
CURRENT ASSETS 
Cash on hand and inbank....... Sa: Part 47,557 
Investments—term deposits ............... = 
= DONCSR Mes Cher ae ee ee — 
Accounts receivable(met)).... 6.2... 42 9s. - 15,109 
Other Sa a eect atts Seer aks = 
Totalicurrentassets. weet. aaa esa 62,666 
OTHER ASSETS 
Inventories 2.4.) Woes oe: Sires ce cunt ey _ : 27,376 
Sinking fund on debentures............... = = a5 
Miscellaneous assets.) a a ee 27,633 — PE59 


Totaltother assetsuae eo eee ee 73,625 — 12,663 7\ 28,535 
Equity in Ontano Hydro -27..<- 9). Ph. 4s 420,829 55,355 211,608 80,716 398,164 


Totaliassets 5 55 Meno nyse cu cen 1,024,311 91,372 478,605 215,362 793,008 


DEBT FROM BORROWINGS 
Debentures outstanding....... BE Nes Caen 59,400 4,400 = 
Otherlonp-term/debttere ner — _ — 


Motalilonp-termide bias aan ate econ — — 4,400 — 
LIABILITIES 
Currentdiabilitiese. sett. os ee ce eee 7 48,907 | 
Othenmliabilitiess = eee ee ee ae 2,506 | 
Votallabilities spare ents wk eure set 57,588 7 51,413 
EQUITY | 
Debtsredeemed) iter es sea ee 74,674 21,627 © 
Sinking fund on debentures............... -- —H 
Accumulated net income invested in 
plant or held as working funds .......... 391,746 120,220 303,512 | 
@ontributedicapitale rere eee ena 20,074 79,202 9,979 18,292 | 


Other reserves 


— 
iA iss Sh Pat garsanth oh 16a) Kitaro ei tat rai Ree Nat oN ims 1 


i 

Total utilityrequitya eon a oe ete ete 486,494 36,010 231,058 120,162 343,431 
Reserve for equity in Ontario Hydro ....... 420,829 355909 211,608 80,716 398,164 
Total debt, liabilities and equity.......... 1,024,311 91,372 478,605 215,362 793008, 


B. OPERATING STATEMENT | 


REVENUE | 
Saleromelectuicalicnere yan. -e ee eran 429,487 39,290 248,802 91,617 388,168 | 
Miscellaneous ... Bie pr OE MO or Bite 13,651 2,084 3,760 3,435. 5,734 
- 

Total revenues; PALM Sceh 5 eas 443,138 41,374 | as2s6z | 95,082 | 393,902 
L 

EXPENSE . 


Bh ee Tea ny A 301,894 203,917 , 323,946 


Power purchased . 
Local generation 


23,399 13,421 : 18,701 


Operation and maintenance.............. 

Administration sar ieee acer eee ee as 41,933 25,165 ; 25,147) 
pic Cay a a De ee ed NEE oe) 12,015 — 1,173 
Denrectavon! <1. aoe rns MN Re eo os 17,177 2,216 10,131 13,23 
Other... - 


PP otal expense...) Aerie. 6a ss eee 396,418 39,247 | 282,634 | 91,756 382,20 
Net Income (net expense) _. . re ee 46,720 2,127 (72) — 


a 
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ements for the Year Ended December 31, 1975 
ipanee Nepean Twp. Neustadt Newboro Newburgh Newbury Newcastle 
5933 17,112 239 174 240 172 699 
$ $ 
TAESPMI 73,097 
23,060 25,272 


$ $ 
914,175 13,672,265 
314,286 2,999,492 


151,896 
64,717 


599,889 10,672,773 366,077 


95,368 307,295 43,654 

ae 400,000 ust 

a ss 4,000 

36,145 472,279 2,970 
4l 41,422 
131,554 1,220,996 


18,668 476,262 
— 226,311 — — — 


50,624 

— 157,782 — 455 
18,668 860,355 — — — 455 
678,941 3,437,491 60,776 18,451 38,682 36,602 160,357 
429,052 | 16,191,615 119,385 75,691 130,541 68,185 577,513 


—_ 5,465,000 


89,785 1,249,336 
12,536 50,156 


4,857 2,994 
328 — 


102,321 1,299,492 


70,000 2,085,000 
— 226,311 _ 
557,302 
20,488 


1,990,637 
1,687,684 


184,736 
34,518 


647,790 5,989,632 40,443 53,045 86,674 28,589 294,190 
678,941 3,437,491 60,776 18,451 38,682 36,602 160,357 


429,052 


119,385 75,691 130,541 68,185 $77,513 


8,775,437 : 56,735 32,116 242,416 
324,473 ; 3,154 428 18,736 


469,953 6,801,570 , ; : : 170,148 
37,219 529,603 ; ; 17,702 
66,869 653,433 : ; : ; 21,558 

2,407 728,314 : 14,699 
30,628 336,018 2133 16,685 


607,076 9,048,938 47,545 52,303 34,249 240,792 
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New Hamburg 


1,413 


$ 
616,874 
102,405 


514,469 


3,881 


48,452 
754 


53,087 


1,033 


3,813 


4,846 
376,523 


948,925 


115,000 


115,000 


7,829 
6,233 


14,062 


57,264 


296,169 
89,907 


443,340 
376,523 


948,925 


441,366 
10,939 


452,305 


331,077 


26,973 
33,272 
13,002 
13,875 


418,199 


34,106 
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MUunicipalitys ce crriee. a ee crnas ayer eaten rons 
Niumberol:Gustomersa: 5-2 jee eee ber 


A. BALANCE SHEET 

FIXED ASSETS 
Planwand facilitiesrat costs.) mre aoe 
Less accumulated depreciation ............ 


INetfixedsassetSaee ee eet seen oe 

CURRENT ASSETS 
Gashion hand and in banks = 45) asst. 
Investments—term deposits ............... 
=*DONGSH Ciera Het see ee A 


TLotalicurrent assets). 45 ue eee oe 
OTHER ASSETS 
INVENCOLICS 3 eee ee eee ee et 
Sinking fund on debentures............... 
Miscellaneoussassetsii tnt cepaeeeis re 


Motaliother/assetst uti eeeey ese ane 
Equity in Ontario Hydro ................. 


TotaliassetS) cst oe ae 


DEBT FROM BORROWINGS 
Debentures outstanding ............-..... 
Other long-termdebt ©.....::..+15...--.: 


Total long-term debt. ...f 6) ce 59: 
LIABILITIES 

Gurrentiiabilities#os- + occa en es 

Other liabilities*)2.5 050s eee ee 


Tote ta biiiesan si. Coa uence eae 
EQUITY 

Debtredeemediay ec re were gece 
Sinking fund on debentures............... 
Accumulated net income invested in 

plant or held as working funds .......... 
Contributedicapitali ts 7g 
Other neserviesaanpa a aceon eae: 


Mota wiilityequityrr cer pte te 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 
REVENUE 
Sale/of clectricalienergy cass err 
Miscellaneous ....... ey. ate Cree 


Totalirevenue: .j-. 2.45.0 te eee ae 


EXPENSE 
Power purchased Sent 
Eocal peneratlon am ean cee es 
Operation and maintenance........... 
Administration 
Financial 
Depreciation 
Other... 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finan 


Newmarket Niagara Niagara Falls | Nipigon Twp. 


|, 22851 21,375 908 


4,213 


$ 
597,220 
205,351 


$ 
13,409,225 
3,471,677 


$ 
394,469 
177,365 


2,475,444 391,869 9,937,548 217,104 


169,855 


28,178 


300,000 


_— — 63,000 
49,668 7,038 91,020 
Boa 12,752 


466,772 


255,276 


252,300 554,137 


Lost 306,411 


267,415 35,634 860,548 1,197 
999,598 347,982 6,467,596 271,069 


3,997,733 810,701 17,732,464 532,148 


623,000 33,000 651,531 ie 

623,000 651,531 = 
21,621 
4,457 


26,078 


457,965 
623,347 


379,491 
4,477 


383,968 


74,671 1,081,312 


215,509 


82,469 


2,363,725 


10,000 


1,044,049 DSS alii 5,672,446 
731,609 37,462 1,495,854 


211,112 
13,889 


1,991,167 355,048 9,532,025 235,001 
999,598 347,982 6,467,596 271,069 


3,997,733 810,701 17,732,464 532,148 


1,735,845 335,521 6,484,307 289,664 
116,135 11,165 232,224 18,178 


1,851,980 346,686 6,716,531 307,842 


1,273,210 240,876 4,616,546 213,382 
116,029 Sh yey? 510,786 31,339 
158,958 32,483 478,264 42,007 

93,518 3,113 110,378 — 
97,605 15,083 332,171 13,850 
27,871 — 


1,739,320 330,077 6,076,016 300,57 


North Bay 


17,184 


$ 
9,919,63S 
3,126,528 
6,793,111 


2,45( 
150,006 


284,29 
1,41¢ 


438, 16( 
209,58: 
76,60: 


286,191 
4,148,17: 


11,665,63: 


2,164,95 


2,164,95 


729,38 
224,55 


953,94 


1,550,03 


2,744,89 
103,64 


4,398,57 
4,148,17 


11,665,63 


6,323,52 
294,80 


6,618,33 


4,784, 18 


365,28 
628,62 
286,8) 
315,2¢ 


6,380, 1 


238,1 
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rth York Norwich Norwood Oakville Oil Springs Orangeville Orillia 


36,052 796 530 20,149 293 4,127 8,579 


$ $ $ $ $ $ $ $ 
),662,477 257,881 221d I5 19,200,415 109,735 174,897 1,763,330 10,407,893 
447,652 74,657 116,690 4,209,017 45,516 61,169 422,816 3,099,129 
214,825 183,224 110,865 14,991,398 113,728 1,340,514 7,308,764 
39/512 18,088 8,012 3,250 14,489 99,134 13,415 
285,985 — — 2,560,000 — 200,000 165,259 
— 7,500 13,000 — — — — 102,836 
270,217 3,787 3,742 670,953 1,990 13,834 349,709 
17,416 569 13,340 — 240 2,720 
613,130 253325 3,247,543 7,708 313,208 633,939 
494,144 — 580,637 229 37,429 397,338 
401,547 — — _ — — 
,997,072 161 98,256 6,151 5,761 135,369 


892,763 161 678,893 6,380 — 43,190 532,707 
091,606 218,371 115,770 7,160,322 101,698 72,282 734,072 1,154,350 


812,324 431,899 252,119 26,078,156 180,005 207,265 2,430,984 9,629,760 


35,988 Rs 2,815,734 120,000 2,454,951 
346,96 | 35,988 — 2,815,734 2,454,951 
5154, 144 300 n 11,108 24) (835), 331/8) 4 ; 902,198 
357,911 8,767 834 214,055 34,932 


346,961 


912,055 11,942 2,349,428 96,440 937,130 
015,544 55,100 2,840,066 16,721 107,594 3,011,812 
401,547 — = _— — — 
124,047 62,771 6,994,499 56,582 889,098 1,597,534 
320,564 6,536 3,918,107 873 : 483,780 371,147 

102,836 


861,702 151,043 124,407 13,752,672 74,176 126,919 1,480,472 5,083,329 
091,606 218,371 115,770 7,160,322 101,698 72,282 734,072 1,154,350 
812,324 431,899 252,119 26,078,156 180,005 207,265 2,430,984 9,629,760 


639,29 1 152,996 131,888 13,361,540 40,531 74,145 1,164,363 3,373,015 
862,225 7,026 7,623 534,826 2,151 7,589 42,783 63,276 


501,516 | 160.022 | 139,511 13,896,366 42,682 1,207,146 3,436,291 


576,183 112,956 10,727,850 876,520 1,952,202 
— = a — 331,625 
307,757 18,543 556,684 61,030 187,214 
963,156 16,884 493,196 97,019 236,894 
717,003 6,125 455,653 20,570 270,143 


424,494 | 6,784 482,686 43,068 240,942 


588,593 161,292 130,389 12,716,069 45,028 78,153 1,098,207 3,219,020 
912,923 (1,270) | gaze. | 1,180,297 (2,346) 3,581 108,939 217,271 
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Municipality; irs no xt ei nnee ar. 
NumberofiGustomers: coe sie ee ee 


A. BALANCE SHEET 

FIXED ASSETS 
Plantiand: facilities:atccostiiq t= serine eae 
Less accumulated depreciation ............ 


INGtihixedtassetsie 4.2 ec a5 a tresrre neta 

CURRENT ASSETS 
Cash on hand andinbank......... Pee tn 
Investments—term deposits .......... oe 
al pyar Ye CW Ee Sythe ee Re vale ehaes 


(Od CEs ie tc AN. pl ie ae 18 COROT Bg Br ea ono 


Potal-cunrentsassetswe sheers ey yea ee 
OTHER ASSETS 
INVEntOniests. eet he Fee he see 
Sinking fund on debentures............... 
Miscellancousassetsmunt. 1) ee os 


MotalotherrassetSyaassn yl Acmae tetas 
Equity in Ontanioyyaron ies rate as 


Motalassets i eee oe ate ea ciety 3 


DEBT FROM BORROWINGS 
Debentures.outstanding emacs at 
Other lone-teride bile ey sae en. 


Totablong-termGebtey, ype. ae rs 
LIABILITIES 

Gurrenthabilities, soe oe ay Aas nae 

Otherliabilitiese. shu ee eee meee. 


Totabliabilitiest yok casos eee 
EQUITY 

Debtredeemediy. 6 le ee ee ee ee ts 
Sinking fund on debentures............... 
Accumulated net income invested in 

plant or held as working funds .......... 
Contributed capitals: sey emer tase 
Otheereserves a ers ee ee eee ae 


Totabtiityiequityaews.. yon eta. a: 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 

REVENUE 
Salelof electhicalienerpy 7 sr nee 
Miscellaneous Uiwac cue a age ciberosnsnn. 


‘otal revenues. 7003 ir as tee ee 


EXPENSE 
Power purchaseGiin yar) assert ety 
Pocal cen erationig.vu. «vires iatumeri cn alerts 
Operation and maintenance............... 
Administration .. sc aa ae 
Financial 
Depreciation . ae 
Oto reermanys see ieee 


Totak expense... 


Net Income (net expense) . 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finat 


Orono Oshawa Ottawa Otterville 


434 29,726 103,667 


$ $ $ 
201,354 20,230,066 71,503,236 
69,046 6,422,766 13,718,342 


132,308 13,807,300 


3,435 

651,309 
1,394,022 
1,901 


4,584 2,050,667 7,320,473 13,436 
882 961,620 1,678,209 743 
220 99,866 1,892,142 1,540 


1,102 1,061,486 3,570:3 51 2,283 
87,588 12,578,430 30,582,674 78,168 


225,582 29,497,883 99,258,392 155,858 


15,200 1,841,400 141,000 Rees 


1,841,400 141,000 


1,783,781 
702,719 


5,138,013 
1,929,726 


2,486,500 


7,067,739 


1F3022935 


9,749,698 


9,840,638 45,041,952 
— 1,447,980 6,475,329 200 
-— 200,000 


108,605 12,591,553 61,466,979 70,547 
87,588 12,578,430 30,582,674 78,168 


225,582 29,497,883 99,258,392 155,858 


49,788,727 
1,475,313 


15,346,391 
433,268 


53,535 
2,366 


12,101,971 37,981,654 


= 611,604 
855,072 3,353,349 
1,046,411 2,402,441 
240,485 151,114 
598,689 1,631,755 


121,450 14,842,628 46,131,917 
(330) 937,031 5,132,123 (5,085) 


Owen Sour 


7,029 


$ 
3,660,39 
15335;53 


2,324,86 


150,91 


289,43 


440,34 


99, 9€ 


99,9€ 
2,639; 52 


5,504,70 


280,5z 
45% 


285,11) 
208,3° 


2,294,51 
77k 


2,580,00 
2,639,5. 


5,504,7! 


2,517,41 
95,4 


2,612,9 


2,052,7 


117,0 
190,3 


4 
112,€ 


/ 


2,472,6 


139,! 
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Paisley 
460 
$ 
201,087 
44,802 


156,285 


876 


7,881 


8,757 
2,506 
1,164 


3,670 
112,740 


_ 281,452 


21,000 


21,000 


10,513 
1,094 


11,607 


17,623 


103,224 
15,258 


136,105 
112,740 


281,452 


125.319 
232 


127,451 


94,319 


4,861 
12.990 
3,605 
aelS7 


120,912 


6,539 


Palmerston Parry Sound Pembroke Penetang- 


uishene 
1,670 


801 5,418 


Paris Parkhill 
2,485 73 2,382 
$ $ 
283,789 1,622,046 
97,280 — 642,600 


$ 
387,509 
142,864 


$ 
1,284,480 
461,691 


$ 
4,444,907 
2,179,659 


$ 
859,109 
271,811 


244,645 822,789 186,509 979,446 2,265,248 587,298 

40,381 63,461 28,816 26,254 84,761 3,693 

= = = 50,000 — 20,000 

= aaa = = = 10,000 
1,143 DoT) 4,286 24,592 109,584 


41,390 
1,322 


195,667 


94,444 219 


41,524 85,432 33,102 
846 5,322 1,542 
ay, 593 461 137,064 bd 
293,318 851,921 186,246 391,213 312,520 565,045 


580,333 1,766,057 407,860 1,523,686 3,004,943 1,229,945 


67,497 
3,713 


71,210 


l 
14,698 Sao 
641 33,336 


430,301 


70,746 15,339 88,667 


18,627 


187,173 


470,810 


46,500 29,907 558,000 36,983 


200,022 530,599 175,996 561,561 (124.450) 438,109 
6,366 63,184 372 11.435 96,572 118,598 


252,888 780,956 206,275 1,043,806 530,122 593,690 
293,318 Soi921 186,246 391,213 312,520 565,045 


580,333 1,766,057 407,860 1,523,686 3,004,943 1,229,945 


211,589 678,539 168,915 743,189 1,862,915 632.031 
4,125 14,932 8.454 55,527 81,741 18.372 
215,714 693,471 177,369 798,716 1,944,656 650,403 


150.414 S125758 128.871 485,267 1,326,210 492.193 


— _ — 53,067 9.442 — 
12,224 32,484 12,594 52,060 118,396 52.877 
23,248 Doli 17,682 65,690 168,526 32,677 

3,412 8,841 — 5/53 217,634 323 
11111 35,432 9,258 51,247 149,790 23,662 


644,627 168,405 713,084 1,989,998 601,732 
15,305 48,844 8,964 85,632 (45,342) 48,671 


131] 


1,207,935 
414,480 


793,455 
37,909 
20,000 
10,000 
57,279 

125,188 


37,792 


See 
868,016 


1,824,451 


83,175 
13,810 


96,985 


85,045 


730,554 
43,851 


859,450 
868,016 


1,824,451 


820,997 
10,480 


831,477 


620,611 


31,834 
54,755 


34,550 


741,750 


89,727 
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Munisipality, sateen cone eae Peterborough Petrolia Pickering Picton Plantagenet 


NumberofiCustomersieas: cen crate era ere 20,513 1,655 820 1,968 312 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantandifacilities;aticost a). pene are 15,920,369 878,503 357,077 961,964 171,471 
Less accumulated depreciation ............ 6,570,196 284,673 113,349 376,623 61,906 

INetitixe dlassets pet es aes veh tae one 9,350,173 593,830 243,728 585,341 109,565 

CURRENT ASSETS 
Gashionshandandim bank. ..4..2. 25-0. — 8,092 24,835 41,345 18,859 
Investments—term deposits ............... = as 50,000 — — 

= HOM Sane thy ee een as en — 15,000 — — == 

ACCOUNTS LECelVADIC (NEL) se ee ee ae 5283/5 35,204 7,621 11,291 8,101 
OUMCERNG es te ere he eA edhe 23,088 3,657 — 2,693 1,107 
Rotalicurrentiassetse ear se ee ee ee $51,463 82,456 28,067 

OTHER ASSETS 
ILVENtOnleSih. We ware: cote ee inet a fere rs ee 192,415 —= = 
Sinking fund on debentures............... = a 
Miscellaneousiassetsi.a. ue : 810 1,426 


otaliothenmassetsuera. yu eae boas 234,924 810 74,797 1,426 
Equity in Ontario Hydro .............. ih, 7,341,253 106,489 728,000 64,600 


Motalassetsya oe ese 17,477,813 1,284,182 433,483 1,443,467 203,658 


DEBT FROM BORROWINGS 
Debentures outstanding. 25.62 oe: 1,956,700 12,000 30,000 32,500 
Otherlonestermidebtaey ety eee _- — — a 


Wotalilong-termidebine sane eer 1,956,700 = 32,500 
LIABILITIES 
Gurrentiiabilitiessstrs sae ee 887,864 57,639 14,043 
Othenliabiliticssee ces tat ee eee ee (3315 18,128 1,210 
Motaliiabilitiesseess:e cts ee eee re 961,237 75,767 72,664 15,253 
EQUITY 
DebtiredeemeGy ten nee 8 2,730,102 50,000 83,182 22,500 
Sinking fundionidebenturess ewes, .0 — — — 
Accumulated net income invested in 
plant or held as working funds ......... 3,499,214 559,690 137,570 515,644 66,472 
Contrbuted/capitaliiey: see renee: 989,307 ee ells 86,707 13,977 2,333 
Other resenvestpess tate pre eeeen eee i — _ — — — 
Totalutilityiequity;... ae ee Waite 7,218,623 630,905 283,500 612,803 91,305 
Reserve for equity in Ontario Hydro ....... 7,341,253 577,510 106,489 728,000 64,600 


Total debt, liabilities and equity......... 17,477,813 1,284,182 433,483 1,443,467 203,658 


B. OPERATING STATEMENT 
REVENUE 


425,120 236,876 546,178 105,702 


Sale of electrical energy .. 7,869,528 
Miscellancouss: rier ger ais era yee 660,303 14,474 11,199 22,12) 6,260 
Dotalrevenuesl) ve 357. ges So ae 8,529,831 439,594 248,075 568,903 111,962 


EXPENSE 

Power purchased . 6,099,169 285,436 193,616 401,728 - 
Local generation . 109,073 — — — — 
Operation and maintenance. 860,140 40,237 10,231 36,327 4,804 
Administration 750,556 68,843 19,158 57,926 7,538) 
Financial - A hee 332,811 -- 6,990 4,801 4,972) 
Depreciation . : Leta e 514,569 20,408 10,981 29,224 4,508 
Other... ; — — 


Total expense... .. J 8,666,318 414,924 240,976 530,006 “—_ 
Net Income (net expense) (136,487) 24,670 7,099 38,897 11,925 
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atements for the Year Ended December 31, 1975 


Plattsville Point Edward | Port Burwell | Port Colborne} Port Credit Port Dover Port Elgin Port Hope 

222 931 406 6,109 222) 1,667 1,779 3,580 

$ $ $ $ $ $ $ 

89,419 399,412 2,879,043 1,705,341 918,065 1,419,252 2,413,282 
34,575 163,897 918,354 501,372 206,706 209,517 686,978 
54,844 235,515 1,960,689 1,203,969 TUS 59. 1,209,735 1,726,304 
2,279 113,415 153,889 75,281 39,955 47,373 86,415 
5,000 52,500 175,000 180,000 50,000 — — 
2,500 — 10,000 13,500 = = — 
699 25,685 16,889 117,078 18,464 26,914 31,818 


— 6,298 — — ; — 9,027 


10,478 197,898 7,426 355,778 385,859 108,419 127,260 
136 728 402 65,555 49,405 2,249 72,338 
it 15,168 1,236 17,795 56,558 1,287 19,852 
118,401 891,065 47,737 1,607,783 1,670,034 359,444 349,467 1,423,940 


= 291,657 206,900 117,000 198,376 -_ 
= = at ae 47,367 bie 
= aa 291,657 206,900 ae 

85,276 6,145 

15,470 1,516 


6,387 130,649 184,818 159,620 
= 84,856 51,123 27,639 
6,387 100,746 215,505 235,941 48,726 101,992 187,259 
5237, 17,000 439,002 190,485 111,528 81,253 244,000 
53,834 328,539 1,401,423 1,058,348 317,169 480,276 1,107,160 
— 3,024 52,028 4,117 228,891 383,160 407,335 


59,071 348,563 74,952 1,892,453 1,252,950 657,588 944,689 1,758,495 
118,401 891,065 47,737 1,607,783 1,670,034 359,444 349,467 1,423,940 


183,859 1,340,374 130,350 4,007,398 3,365,825 1,182,758 1,641,891 3,369,694 


67,505 LE oE2 52. 2,174,895 350,003 722,360 1,671,497 
2,052 100,394 46,350 14,778 20,591 53,567 


658,150 69,557 1,851,646 2,221,245 364,781 742,951 1,725,064 


73,212 568,692 1,246,309 1,880,801 213,870 527,890 1,302,759 
4,472 9,339 163,259 43,065 48,042 29,080 90,947 
3,022 2,9 5i7 208,518 122,630 47,119 62,928 172,649 

= 35,072 13,620 41,345 8,142 
19,926 29,634 


3,368 12,990 65,997 


84,074 643,978 2,152,555 342,577 690,877 1,640,494 
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Municipal Electrical Utilities Financi 


MUniciPAINY: (tk ate ee ol ooel nea Port McNicoll} Port Perry Port Rowan Port Stanley Prescott 
Numberof Customers see ee 1,258 LISS 1,992 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plantiandifacilitiesiat Costin... je. etter: 203,865 742,225 334,629 585,785 
Less accumulated depreciation ............ 61,797 194,106 161,244 310,309 
INeitixediassctSamiarnmins 1. aes. eee 142,068 548,119 173,385 275,476 
CURRENT ASSETS 
@asbion handjand inibank =.2 <2 7. ct 12,946 15,756 16,555 36,287 
Investments—term deposits ............... — 40,000 11,000 49,840 
= DONS Pete? St ae haw anacterus 16,000 _ _— = 
Accounts receivable (net) .... 0506-5 +-- 17,986 6,277 19,737 28,586 
OUNE Te hes Cee etree sare ina ott eaten earn 576 — 750 


MOtacurrenteassetsieis. 1540 ae eee a 47,292 115,463 
OTHER ASSETS 

INVEntOnieSi 6 eae a eee een 1,071 26,092 

Sinking fund/onjdebenturesi 1 n-a aaa == 

Miscellaneous assets ................. 423 — 

— 1,494 26,092 

71,895 280,324 658,220 


201,082 1,075,251 


DEBT FROM BORROWINGS 
Debentures outstang neers se ee ee 125,390 40,000 = 
Otherlone-termidebUy yi...) Bi _ _ _ 


Motaliothenassctswter. accor ae sare 
Equity in Ontario Hydro ........-........ 


Totallassetsie no ho es ce acre hee 


Motalions=termidebty ees cape rat riee — 125,390 — 40,000 — 
LIABILITIES 
Gurrentsiabilitics ay mye, eee tae eter 15,343 38,282 3,973 13,108 49,022 
Otheria bilitiestmye.s Wee cee kee Wocenterets 2,214 16,222 437 6,800 5,326 
Motalilia bilities eee we os rac sya eee: 54,348 
EQUITY 
Debtredeemedi enn rss seer eercerntae or 23,981 
Sinking fund on debentures............... _ 
Accumulated net income invested in 
plant or held as working funds .......... 155,342 308,568 103,250 135,333 314,609 
@ontrbutedicapitaliean earn meer 7,420 79,865 3,637 2,980 24,093 


Othemreserves a1 2s tote aoe oe 


Motalutiityaequityenrer se a. eerie ane 172,566 433,315 124,777 162,263 362,683 
Reserve for equity in Ontario Hydro ....... 171,582 297,886 71,895 280,324 658,220 
Total debt, liabilities and equity... ... ; 361,705 | 911,095. | 201,082 502,495 1,075,251 


B. OPERATING STATEMENT 


REVENUE | 
Sale‘ofielectnicalienergyae--e- 164,741 429,220 64,412 189,848 488,147 | 
Miscellaneous en aie oe aoe rte 3,050 20,713 5,397 7,460 27,303 | 

Total revenue... Linh 69,809 515,450, 
‘i 

EXPENSE 
Power purchased 314,616 141,380 424,875 | 
Local generation........ oi — — 
Operation and maintenance. 14,979 22,755 26,577 
Administration 31.488 26,282 49,228 | 
Financial . 12,326 5,582 _— 
Depreciation 21,467 11,217 23,423 
Other = — 


Total expense. 394,876 62,309 207,216 524,103 
Net Income (net expense) 6,791 55,057 7,500 (9,908) (8,653 


Statements A and B 


statements for the Year Ended December 31, 1975 


Preston 


5,587 


$ 
3,305,528 
1,123,261 


2,182,267 


32,080 
897,99) 


71,563 
4,864 


506,498 
156,538 


1,038 


157,576 
2,152,246 


4,998,587 


323,000 


323,000 


230,272 
53,247 


283,519 


491,283 


1,423,166 
325,373 


2,239,822 
2,152,246 


4,998,587 


2,083,177 
WS SS 


2,258,552 


WH7O.535 


133,132 
198,496 


Priceville Princeton Queenston Rainy River Red Rock Renfrew 


95 208 465 3,203 


$ $ 
31,611 2,706,853 
13,481 836,398 


1,870,455 


9,000 


11,044 
1,325 


— a — 2,578 = 55,263 
11,227 71,381 65,575 73,879 117,510 606,773 


35,900 115,770 107,583 211,968 242,615 2,553,860 


76,000 
6,374 


2 te uk ae = 82,374 
1,297 3,600 3,422 11,960 10,573 166,671 
oe 1,159 297 37 423 328,818 


12,334 495,489 


820,237 


26,087 


546,069 


99,668 
— 2,918 


, 
, 


39,630 38,289 125,755 114,109 1,369,224 
71,381 65,575 73,879 117,510 606,773 


115,770 107,583 211,968 242,615 2,553,860 


, , 
, , 


12,590 43,435 45,547 143,858 107,992 908,382 
pasyo 2,083 1,021 7,932 1,553 21,556 
12,842 45,518 46,568 151,790 | 115.545 | 929,938 


601,774 
67,510 


102,137 
53.445 
79,961 
45.311 
69,642 


14,163 
16,324 


7,880 


47,710 140,504 112,997 917,643 
(1,142) 11,286 2,548 12,295 


Richmond 


859 


$ 
522,872 
88,264 


434,608 


15,637 


17,14f 
437 


33,215 
2,060 
14,852 
734 


17,646 
127,366 


612,835 


86,600 


86,600 


36,041 
2,052 


38,093 


28,287 
14,852 


178,487 
139,150 


360,776 
127,366 


612,835 


258,610 
6,667 


265,277 


208,385 


9,653 
6,554 
11,840 
13,289 


249,721 


15,556 
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Minicipalitniis x Ase eet sate ene Richmond Hill} Ridgetown Rockland Rockwood 
Number ofiGustomerss 190s tee 5,693 1,256 LEQ) 373 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant and facilities‘aticosta.. 9...5. 42) 2 =. 2,930,310 485,158 102,660 491,456 156,254 
Less accumulated depreciation ............ 773,407 27,260 42,682 
INetifixediassets tha mie os ene oe 2,156,903 113,572 
CURRENT ASSETS 
Cashion hand-andan’bank®. = 0...) 08.4; 160,854 5,814 
Investments—term deposits ............... 100,000 3,000 
=SDONCUS Ree Hey ch ae teens ak por — — 
Accountsireceivable(met)m .ne: uae oe 98,956 1,290 
@teree eae cae oe ey ew tur SLA 13,466 — 
Motalcurrentassets ae ee ees 373,276 49,143 64,7 10,104 
OTHER ASSETS 
TnVentOnies a: ya) Seine se eo ye ee 2AIO 4,169 75 — 
Sinking fund on debentures) in. am a = = = 
Miscellaneousidssetstan. 5.2. ec ee 2,184 380 


100,532 946 _ 


MWotaliotherassets aera. act esl ew 102,642 Bylils 2259 380 
EquityinOntarioilydroge ss: ye 1,443,602 349,641 79,481 166,150 95,830 


‘otal assets) 2.0 eee s..c op ee aie Gee 4,076,423 763,281 177,495 597,629 219,886 


DEBT FROM BORROWINGS 
Debenturesoutstandin genre a 496,000 27,309 15,000 3,900 
Othermlongetenmidebteeer nec ae — — — — 


Motalilons-temmdcbtrerst: gece 496,000 = 15,000 3,900 
LIABILITIES 
Curren tliabiliiesme mer tacete state a rere: 267,182 9,462 62,722 8,163 
Othenliabiliticsmawe eat eae 94,177 370 14,072 846 
otaliliabiliticst amass). renee 361,359 29,461 76,794 9,009 
EQUITY 
Debtredecined yx ee eene =. -ereeen pecry 613,105 83,364 40,000 18,429 
Sinking fund on debentures............... — — — — 
Accumulated net income invested in 
plant or held as working funds ..... 1,105,890 272,447 245,552 81,640 
Contributed capital 2 nay. ee 56,467 1,059 54,133 11,078 


Other reserves a $25 = re 


Tota iutilttyiequityaee en. ct eer eae 1,775,462 356,870 88,182 339,685 111,147 
Reserve for equity in Ontario Hydro ...... 1,443,602 349,641 79,481 166,150 95,830 


Total debt, liabilities and equity.......... 4,076,423 763,281 177,495 597,629 219,886 


B. OPERATING STATEMENT | 
REVENUE | 
Saleioficlectrical energyimes ese 2,451,817 349,400 66,330 340,507 98.111 
Miscellaneous: omen coche Serer or 52,250 7,914 1,128 12,042 6,194 ; 
Totalirevenue: (a aoc. cee ee 1 2,504,067 357,314 67,458 352,549 104,305 
EXPENSE ) 


Power purchased .......... 1,833,824 231,962 PANE 73,453 
Local generation . Mae dere ae = = = = 
Operation and maintenance... 125,416 33,901 10,171 7,347 
Administrations. .fe hon. - sae eo 138,616 35,198 19,798 12,205 
Financial . PRs Cet 89,846 SNe 3,560 1,910 
Depreciation ye, ; A 91,037 125395 15,633 5,270 
Other. . ao ee tay ae — = 


Total expense ; - PSS 2,278,739 319,168 320,281 100,185 
Net Income (net expense) 225,328 4,430 32,268 4,120 


Statements A and B ie 


Statements for the Year Ended December 31, 1975 


Rodney Rosseau Russell St. Catharines |St. Clair Beach] St. George St. Jacobs St. Marys 
462 331 317 2,039 
$ $ $ $ $ $ 
112,403 92,475 22,564,554 417,010 112,744 148,475 887,627 
58,829 10,751 5,293,218 86,944 39,492 40,461 369,279 
53,574 81,724 17,271,336 330,066 108,014 518,348 
35,778 460,898 28,930 19,538 50,624 
— 1,100,000 — — 77,500 
1,968 1,584,064 69,502 2,034 26,916 
37,746 3,144,962 155,040 
102 792,191 36,626 
a 361,238 16,763 


102 — 1,308 1,153,429 1,049 — 53,389 
el6;255 33,833 68,332 15,649,061 123,586 115,026 149,148 1,158,319 


207,677 118,213 192,197 37,218,788 553,133 215,030 278,734 1,885,096 


_ — 26,000 2,143,018 ; . = 
7,499 3 12,970 1,531,120 : : 36,312 
2,421 — 56 700,868 ; 2,853 

3 


9,920 2,231,988 : : 39,165 
8,500 11,933 1,001,350 * : 190,208 

71,668 14,408,954 106,649 477,403 
1,334 1,784,417 176,209 


20,001 


81,502 84,377 84,328 17,194,721 310,386 95,856 1293313 687,612 
116,255 33,833 68,332 15,649,061 123,586 115,026 149,148 1,158,319 
207,677 118,213 192,197 37,218,788 $53,133 215,030 278,734 1,885,096 


80,060 29709 76,034 18,084,673 168,272 99,383 151,462 483,108 
3,899 196 4,896 499,053 3,603 3,487 7,450 25,471 


29,975 80,930 18,583,726 171,875 102,870 158,912 508,579 


14,395,067 128,718 ; 374,604 


805,334 10,534 : ‘ 36,679 

676,434 11,309 : ; 59,542 

: 272,240 7,762 

4,795 559,781 10,003 
-- 29,895 


84,538 28,064 78,652 16,738,751 168,326 102,086 p13 | 499,058 


28,233 


138 


Municipality ce cer one ee eee 


Number of Gustonversi: sen sue ee 


A. BALANCE SHEET 
FIXED ASSETS 


Plantand}facilitiestat cOSt ac. see we 
Less accumulated depreciation ............ 


Nef fixed:assetsit. seen eo ee 
CURRENT ASSETS 
Cash on hand andinbank.......... 


Investments—term deposits ............... 
=-DOndS ie a meats, ceqenn ents te 


otal'current:assets 45.0. 2. aoe 
OTHER ASSETS 
INVENtOIES=a. te een ona ores 
Sinking fund on debentures......... 
Miscellaneous assets re tan never 


Totalotherassets egos o as © 
Equity in Ontario Hydro ........... 


Totaliassets 5 eee tees 


DEBT FROM BORROWINGS 


Debentures outstandingy es = eee. 


Otherlong-termidebty 222.778 


Total long-term debt............. 
LIABILITIES 
GCiltrentitabilities! er eh ee 
Otherliabilities ssa eee canes 
Totaliliabihticsare ace eae 
EQUITY 
Debtitedcemedaa. eee cre trees 
Sinking fund on debentures......... 
Accumulated net income invested in 
plant or held as working funds .... 
Gontmbutedicapitalitn ons. are 
Other reservestx es ota neg tee 


Votalmulityequityie seria er: 
Reserve for equity in Ontario Hydro . 


Total debt, liabilities and equity... 


B. OPERATING STATEMENT 
REVENUE 
Saletofelectnealenerpy sas 0.) aa oe 
MISCERANEOUS serra erat er ieee alt 


Dotabrevemley. (ewes ee ee 

EXPENSE 
Power purchased). eereti cn be 
Local generation ..... phat rue: Es 
Operation and maintenance 
Administration ...... ; 
Pinanctaunarens cee iat oi 
Depreciation.) 1460. 
Others eae ate ars 


Total expense....... 


Net Income (net expense) 
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St. Thomas {Sandwich West 
Twp. 


3,958 


Sarnia Scarborough 


9,724 17,481 - 87,114 


$ 
4,597,801 
1,726,180 


$ 
1,316,502 
429,346 


$ 
9,496,045 
3,714,798 


$ 
61,858,856 
16,154,766 


2,871,621 887,156 5,781,247 45,704,090 


207,339 B29] 


898,000 
5,222,650 
PH Des: 


410,707 


179,298 1,045,993 6,126,872 


178,086 26,398 362,630 2,099,893 
— — — 6,678,697 
317 Bye) 7) 61,384 246,438 


178,403 SEIS 424,014 9,025,028 
3,123,137 480,545 10,651,639 22,116,145 


7,183,868 1,578,914 17,902,893 82,972,135 


1352172929 


84,000 141,800 199,000 
— 308,110 


84,000 141,800 199,000 13,526,039 


241,422 
259,089 


183,537 
24,950 


609,229 
82,553 


6,056,135 
1,517,424 


500,511 


208,487 691,782 T5733399 


254,204 


285,959 


1,384,579 


5,848,288 
6,678,697 


2,469,502 363,384 4,857,469 
152,514 98,739 118,424 4,569,106 


2,876,220 748,082 6,360,472 39,756,392 
SPR) 480,545 10,651,639 22,116,145 


7,183,868 1,578,914 17,902,893 82,972,135 


3,202,560 1,061,604 7,145,588 40,312,038 
101,961 26,143 141,991 1,543,117 


22,660,301 


3,304,521 1,087,747 7,287,579 41,855,155 


2,425,752 809,243 5,760,388 31,763,797 
381,841 78,901 700,396 2,417,633 
214,178 61,078 486,396 2,035,638 

16,258 44,522 53:939 1,154,262 
132,297 36,751 278,716 1,717,726 
5,098 


3,170,326 1,030,495 7,279,835 39,094,154 
134,195 57,252 2,761,001 


Schreiber Twp. 


684 


$ 
298, 136 
127,436 


170,700 


32,892 


10,146 
227 


43,265 


5,003 


5,003 
177,008 


395,976 


24,025 
45 


24,070 


50,000 


136,401 
8,497 


194,898 
177,008 


395,976 


201,913 
8,434 


210,347 


169,349 


—_— : 


17,635 | 
18,783 ff 


10,027 


215,794 


(5,447) 


Statements A and B 139 
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Seaforth Shelburne Simcoe Sioux Lookout] Smiths Falls | Southampton |South Grimsby] South River 

909 1,067 4,797 1,118 3,875 453 

$ $ $ $ $ $ 
480,217 615,082 2,936,324 513,747 1,807,198 734,247 262,705 
116,263 171,211 703,410 206,492 648,799 161,695 92,156 
363,954 2,232,914 307,255 1,158,399 572;552 93,732 170,549 
15,872 570 21,386 67,188, 44,796 14,662 12,013 
— 300,000 — 145,000 = 10,000 - 
6,839 100,843 12,438 20,222 _ 13,062 28,542 4,036 
150 — 8,166 193 
22,861 26,038 401,413 240,576 16,242 
2,453 21,124 11,288 38,641 58 
— 9,874 


’ 
’ 


2,453 21,124 25,912 21,504 38,641 25,353 — 9,932 
371,165 219,960 1,542,978 306,315 1,424,795 282,797 96,902 48,240 


| 760,433 710,993 4,203,217 2,862,411 938,560 243,838 244,963 


| = 134,000 540,000 48,000 as 38,500 
| es 32,838 ne = 76,206 fo 


14,624 = ae 


| -- 166,838 540,000 48,000 — 38,500 
| 30,232 71,745 262,630 43,327 89,137 32,834 14,608 
11,781 199 73,352 7,019 22,691 855 2,419 
| 42,013 71,944 335,982 1 1,828 108,205 17,027 
| 74,440 36,640 265,435 147,662 50,990 51,500 
) 272,315 177,191 1,359,350 255,538 1,174,444 396,599 88,696 

500 38,420 159,472 8,699 3,682 23,763 1,000 


| a8 a oe us ae ues = 
347,255 252,251 1,784,257 264,237 1,325,788 471,352 113,247 141,196 
371,165 219,960 1,542,978 306,315 1,424,795 282,797 96,902 48,240 
| 


760,433 710,993 4,203,217 668,898 2,862,411 938,560 243,838 244,963 


2151 339,834 2,048,490 381,580 1,253,134 418,026 107,242 IS2A77 
51927 12,190 80,825 14,496 40,321 10,421 4,955 3,433 
281,073 352,024 2,129,315 396,076 1,293,455 112,197 135,610 


177,881 248,350 1,451,324 281,342 965,056 313,367 94,380 
55,477 16,193 32519 56,644 22,087 5,989 
34,343 26,155 271,675 112,165 29,530 10,684 

— 19,763 71,136 : — 16,195 7,743 
11,905 17,311 77,703 16,280 61,052 15,865 | 7515 


279,606 327,772 1,985,357 409,426 1,194,917 397,044 104,887 126,311 
7 


} 
{ 


1,467 | 24282 | 143,958 (13,350) 98,538 31,403 7,310 9,299 
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Municipal Electrical Utilities Financia 


Stouffville 


Sinking fund on debentures............... 
MiscellaneousiassetSmrrerm: ts ene eee 


Municipality’? sae eee et gear Springfield Stayner Stirling Stoney Creek 
NumberorGustomers\3-) 4 ae eee 197 2,187 1,853 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ 
Plantandsfacilitiesiavicostiee 72-15 oe ee 59,970 984,080 1,097,424 
Less accumulated depreciation ............ 30,661 379,715 152,766 
Netfixediassetsis tren ce oo eee mee 29,309 355,489 165,385 604,365 944,658 
CURRENT ASSETS 
Cash on hand and in bank..........-..... 10,720 9,634 30,596 47,989 61,849 
Investments—term deposits ............... = os 50,000 67,000 
DONS hee eee a -— — — — 
Accountsireccivable(net)b. sea on 10,189 1,560 7,406 7,144 
Other ene ee ee ee ee ee ees — 1,391 
(Fotalicurrent-dssetSeaeey ke ee 105,395 137,384 
OTHER ASSETS 
INVentOries Suk tee ters tenet eee 237) 8,264 
178 1,721 


MotaothenassetS sa thse a ee eee 
EquityainiOntariowdAy Grom ens. aarti 


‘Totaliassets'’. fc. Seon ee ae a ee 1,483,499 


1,745 139i 415 9,985 
203,397 167,853 488,984 391,472 


DEBT FROM BORROWINGS 


Debentures outstanding .-...-.-).4....... 15,000 
Othenlong-termidebt nen an ee ae a 
Motaliiong=termtdebta ey oe 15,000 
LIABILITIES 
Current liabilities ...... Ser eer eh A Eee 43,280 
Othembabilittesta tne ee es eee 58,801 
Totaliiia bilitiesmn eterees ee ee eS 14,638 102,081 
EQUITY 
Deburcdcemed ie ener eae er 21 SST 23,000 67,601 
Sinking fund on debentures............... = = a= 
Accumulated net income invested in 
plant or held as working funds .......... 255,082 160,691 547,222 474,695 | 
Contributed icapitalaamer ere eee ener 5,901 603 831525 432,650 


@UREE TESCIVES 7 eaten eure ha se ae ee 


Mota utility equity warenersi ee ee eee 43,017 282,540 184,294 659,007 974,946 
Reserve for equity in Ontario Hydro ....... 57,361 203,397 167,853 488,984 391,472 


Total debt, liabilities and equity.......... 580,454 366,785 1,483,499 
B. OPERATING STATEMENT | 
REVENUE . 
Saleotelectnicalenerpyien seca een 32,854 242,461 166,294 649,084 558,621 
Miscellaneous. 2. 2606) sce! ee tals en 7,936 11,050 43,292 30,242 
| 

Total revenue....... Beck zh es ae ee 33,966 250,397 177,344 692,376 588,863 
EXPENSE H 
Power parchased). 02.8, rch ak eras 463,460 
Vocalipenerationin, So al ero ees = 
Operation and maintenance....... 34,186 | 
Administration 49,664 
[SETS ELAN ie eee SER oe ee 8 ee 4,585 
Depreciation 24,227 | 


Other. sees my CEE oh ~ - - — 
Total expense... 33,132 | 228.265 159,770 639,237 576,122 
Net Income (net expense)... see 22,132 17,574 53,139 as 


Statements A and B 


‘tatements for the Year Ended December 31, 1975 


Stratford Strathroy Streetsville Sturgeon Falls Sudbury Sunderland Sundridge 
8,673 2,674 23352 2,063 29,029 305 400 
$ $ $ $ $ $ 
7,550,446 1,382,701 1,244,174 909,514 18,944,488 Sei: 
1,738,921 $06,976 238,591 262,609 5,545,729 39,066 
5,811,525 875,725 1,005,583 646,905 13,398,759 
23,528 12,169 21,474 Sy eey| 75,071 
125,000 — 80,000 a= 413,454 
431,539 23,610 33,357 27,010 1,098,128 
8,802 = 290 116,182 
$88,869 134,831 1,702,835 
499,544 1,615 828,840 = 
72,491 2,408 137,716 — — 
| 572,035 87,273 4,023 5,303 966,556 a= = 
- 4,196,175 829,794 477,179 351,699 6,398,131 83.613 66,875 
11,168,604 1,828,571 1,621,616 1,088,558 22,466,281 191,240 
1,199,000 71,000 i 4,990,300 — — 
419,373 107,271 74,108 1,152,778 53 11,793 
90,641 53,245 33,033 2,084,754 211 1,052 
| 510,014 160,516 107,141 117,583 33239, 952 264 
| 1,226,800 121,427 154,125 143,943 2,226,382 
| 3,412,842 573,773 462,477 383,513 4,434,557 72,136 ; 
72,061 420,694 3,460 1,179,379 3,046 1,388 


623,773 
5,263,415 
4,196,175 


11,168,604 


q 
| 3,921,976 
| 252,343 


4,174,319 


| 3,033,490 


| 290,872 
| 242,615 


| 174,870 
| 189,191 


3,931,038 


| 243,281 


767,261 1,037,296 530,916 7,840,318 | 79,810 111,520 
829,794 477,179 351,699 6,398,131 83,613 66,875 


1,828,571 | 1,621,616 | 1,088,558 22,466,281 163,687 191,240 


826,666 751,328 643,309 10,186,286 66,677 95,882 
13,823 23,647 40,575 743,320 4,218 1,666 
840,489 774,975 683,884 10,929,606 70,895 97,548 


650,149 


579,706 


463,742 


7,639,216 


81,141 45,436 65,519 919,516 

78,605 78,188 56,443 1,078,683 

12,470 6,003 12,954 758,881 ~ 

37,672 29,621 30,708 607,495 3,691 3,876 
49,824 


860,037 738,954 629,366 11,053,615 95,023 
(19,548) 36,021 | Sais (124,009) 4,231 2,525 


14] 


Sutton 


1,063 


$ 
303,291 
86,462 


216,829 


29,060 
15,000 


11,407 
6,541 


62,008 
1732 
9,040 


10,772 
258,113 


$47,722 


29,901 
17,046 


46,947 


26,000 


VSt9T7 
42,685 


242,662 
258,113 


$47,722 


304,777 
4,705 


309,482 


256,369 


10,235 
41,735 


8,329 


316,668 


(7,186) 
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Municipality 


Number of Customers.) 1 
A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at'cost.. 2... 2... 
Less accumulated depreciation .... 
Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds 


Total current assets 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


DEBT FROM BORROWINGS 
Debentures outstanding 
Other long-term debt 


Total long-term debt 
LIABILITIES 

Current liabilities . . 

Other liabilities 


Totaliliabilitiess gen. oe 
EQUITY 

Debt redeemed 
Sinking fund on debentures 
Accumulated net income invested in 

plant or held as working funds .. 
Contributed capital 
Other reserves 


Totalaatiityequity yas ash 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


EXPENSE 
Power purchased ....... 
Eocalipeneration 5 sigs yee oe 
Operation and maintenance....... 
Administration 
Financial 
Depreciation 
Other. . 


Total expense . . 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financi 


Tecumseh 


Tavistock 


Tara 


1,648 


Teeswater 
442 
$ 
124,042 
46,678 


S29 
88 
it 2,641 = 

100,321 288,288 355,688 151,985 


us 34, = 


199,416 513,085 


32,491 154,571 


43,085 


197,656 


29,419 


S 


18,870 


11,427 
388 


18,870 87,594 11,815 


41,284 


42,800 


21,296 


110,310 
4,758 


154,282 
1,242 


129,332 196,808 617,007 117,816 
100,321 288,288 355,688 151,985 


239,271 537,966 1,098,489 281,616 


372,896 
201,311 


96,276 
244 


107,769 235,372 428,464 126,247 
3,299 10,378 29,540 3,698 
caso [ee 


112,663 


1,013 
7,761 


4,321 


102,762 232,652 459,753 125,758 
13,098 (1,749) 4,187 


Terrace Bay 
Twp. 
564 


$ 
356,118 
133,873 
222,245 


32,289 
5,616 


37,905 


19,291 


19,291 


78,000 


156,899 
5,960 


240,859 
215,778 


475,928 


216,055 
11,687 


227,742 


173,975 } 


7,112 
18,643 


10,956 


210,686 


17,056. 
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atements for the Year Ended December 31, 1975 


‘hamesford 


545 


$ 
234,907 
104,085 


130,822 


38,633 
5,000 


5,371 


49,004 
557 


5,490 


6,047 
166,863 


352,736 


17,368 
1,439 


18,807 


8,289 


143,657 
15,120 


167,066 
166,863 


_ 352,736 


163,094 
} 9,332 
¥ 

(172,426 


138,537 


6,104 
8,669 


9,039 


162,349 


10,077 


Thamesville Thedford 
461 330 
$ 


$ 
176,394 
98,005 


Thessalon Thornbury Thorndale Thornton 
637 701 161 167 
$ $ $ $ 
263,077 320,877 56,983 52,024 
87,798 74,288 30,416 19,547 


175,279 246,589 


25,547 


4,696 


6,111 
470 


11,329 


16,025 


14,395 


. 


774 2,411 Tk ey) 14,395 1,044 -— 
161,395 97,561 95,466 127,946 54,206 30,411 


272,077 194,592 305,225 404,955 94,824 75,156 


61,588 


124,510 


164,178 
9.679 


97,874 89.174 186,098 2595 TIL 37,171 41,024 
161,395 97,561 95,466 127,946 54,206 30.411 
272,077 194,592 305,225 404,955 


123,448 66,622 178,022 197,146 34,550 37,185 
7,550 DOT 1,078 3,055 1,945 380 


130,998 179,100 200,201 36,495 37,565 


’ , 


123,644 74,759 181,519 183,660 39,230 33,260 


143 


Thorold 


2,73 


$ 
1,168,453 
427,574 
740,879 


26,528 
85,000 


128,735 
50,467 
21,352 


71,819 
1,507,670 


2,449,103 


65,877 
Ti,319 


143,256 


126,778 


641,700 
29,699 


798,177 
1,507,670 


2,449,103 


751,384 
20,045 


771,429 


5295722 


103,775 
162,396 
255 
33,091 


829,239 


(57,810) 
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Municipality ii cae cra erry pene 
Numberiof Customersa. eee 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities atcost......... 
Less accumulated depreciation .... 


INethixedcassetsi a veunres ere 
CURRENT ASSETS 

Cash on hand and inbank........ 

Investments—term deposits ....... 


==DONGS 2b ee ae ese ae 


Wotalcurrent assets 95... a 
OTHER ASSETS 
INVENTORIES Fi, Sure ies eer ate ane 
Sinking fund on debentures....... 
Miscellaneoustassetsmr. cin t-te e 


DEBT FROM BORROWINGS 
Debentures outstanding .......... 
Othermlong-termidebiv en a4). or 


Total long-term debt........... 
LIABILITIES 

Currentiliabilities: sae ee 

OthenliabilitiesSwe. ser eae 


Motaliliabilitiesse eee eae 
EQUITY 

Debtiredeemeds4 nase nen 
Sinking fund on debentures....... 
Accumulated net income invested in 

plant or held as working funds .. 
Contnibutedicapital aamem ete ae 
Othemresernves eee eee 


otalortilityie uity arse oe 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy ...... 
Miscellancousia: eee een 


EXPENSE 
Power purchase@ see see a 
Local generation ..... rs eae 
Operation and maintenance....... 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Fina 


Thunder Bay Tilbury Tillsonburg Toronto Tottenhai 

36,839 1,503 2,978 198,279 834 

$ $ $ $ 

22,948,423 1,735,698 168,267,307 264,51 
8,037,801 462,525 62,007,830 56,94 
14,910,622 450,344 1,273,173 106,259,477 207,57 
1,236,049 13,441 59,047 839,822 5,22 
= = 70,000 T9351) - 
94,000 _ _ 35,705 - 
1,740,527 24,065 93,674 11,420,447 6,9¢ 
3,386 _ 2,514,846 - 
3,073,962 222,721 22,604,575 12,18 
1,500,195 131,324 3,967,855 4) 


7,168,000 
8,282,607 


54,658 


1,757,378 


45,559,888 


684 
3;257,973 2,638 185,982 19,418,462 1,4¢ 
24,317,731 470,632 956,591 146,575,766 110,28 


2,638,467 294,858,280 331,5¢ 


— 7,487,050 21,56 


2,294,000 
260,827 


2,554,827 


1,508,359 
S933 


155,769 9,575,646 23,4( 
326,266 5,368,781 17,06 
2,028,092 482,035 14,944,427 40,4¢ 


2SNS 2712, 204 211 


37,477,045 34,9: 
7,168,000 - 


10,461,254 262,036 882,630 
2,351,305 64,913 113,000 
1,533,407 


16,659,238 414,448 1,199,841 125,851,037 159,2! 
24,317,731 470,632 956,591 146,575,766 110,28 


45,559,888 | 961,120 | 2,638,467 294,858,280 331,56 


14,588,295 469,062 1,047,200 107,816,152 202, 1! 
600,019 11,762 42,019 4,901,846 3,0: 


15,188,314 480,824 1,089,219 112,717,998 205,2; 


76,490,153 77,12 
4,715,839 47,15 


10,696,664 365,454 806,285 81,831,216 145,88 
1,061,503 23,713 91,661 12,306,908 9, 1¢ 
1,061,775 42,186 74,678 8,545,480 18,8¢ 

422,193 7,464 23,258 439,471 6,53 


726,304 17,580 43,291 5,212,867 5,8: 


13,968,439 456,397 1,039,173 108,335,942 186,2( 
1,219,875 24,427 50,046 4,382,056 19,02 
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Trenton Tweed Uxbridge Vankleek Hill | Vaughan Twp. Victoria Walkerton Wallaceburg 
Harbour 
5,518 741 1,207 637 8,596 1,785 4,056 
$ $ $ $ $ $ $ 

B.3.13;217 287,204 630,270 251,868 (ESSN) 802,254 2,249,887 
1,067,321 101,020 204,472 121 737 1,730,915 261,184 903,805 
2,245,896 186,184 425,798 130,131 5,422,242 541,070 1,346,082 
244,688 26,227 36,770 — 317,568 52,282 29,473 
— 5,000 30,000 46,000 — — — 

— — 2,962 _— — — — 
153,843 3,418 11,423 534 530,987 51,890 73,871 
= 16 27,493 — 1,730 
398,531 876,048 104,172 105,074 
198,336 365,648 57,101 126,937 
139211 — 237,156 1,860 38,514 


200,257 — 190 602,804 1212 58,961 165,451 
2,365,263 220,964 350,989 1,794,055 86,049 584,846 2,263,039 
5,209,947 441,793 858,132 271,292 8,695,149 217,713 1,289,049 3,879,646 


219,000 _ 31,200 2,916,000 104,000 
281,546 20,928 39,716 1,426,661 197,375 
298,263 2,686 11,561 626,134 13,252 
579,809 23,614 2) PAT! 2,052,795 : 66,901 210,627 
335,154 19,000 58,932 761,419 18,781 60,749 91,808 
1,428,763 177,705 356,535 (188,521) 79,185 496,202 1,059,967 
281,958 510 PC) — 1,359,401 1,529 24,351 150,205 


2,045,875 ISTA21S 424,666 1595375 1,932,299 99,495 581,302 1,301,980 
2,365,263 220,964 350,989 94,611 1,794,055 | 86,049 584,846 2,263,039 


5,209,947 441,793 858,132 271,292 8,695,149 217,713 1,289,049 3,879,646 


2,398,449 214,267 349,880 140,428 5,218,501 124,195 701,687 2,074,694 
78,040 9,440 22,982 11,339 133,411 1,431 32,033 49,993 


| 2,476,489 223,707 372,862 151,767 5,351,912 125,626 733,720 2,124,687 


4,102,876 1,656,931 


_ 1,967,737 162,249 282,516 115,118 


83,004 9,628 8,768 


181,643 : 85,854 
| 147,126 14,088 


20,184 


34,166 12,281 SV15753 ; 160,121 
| 49,783 — 8,196 — 488,711 17,147 
98,171 10,239 17,762 9,689 203,880 : 63,879 


| 2,345,821 196,204 362,824 145,856 5,288,863 129,705 689,495 1,983,932 
130,668 27,503 10,038 a (4,079) 44,225 140,755 
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Municipality .. 


Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 


Net fixed assets 
CURRENT ASSETS 
Cash on hand andinbank........ 
Investments—term deposits 


= DONGDS heh cad otk te eG Mee. ow 


CE ET AE Ot ho Sie cok See 


otalcurrént assets aa. 
OTHER ASSETS 
[NVERtONES Cae wee eee Le 
Sinking fund on debentures ....... 
Miscellaneous assets ............. 


DEBT FROM BORROWINGS 
Debentures outstanding .......... 
Other long-termdebt ............ 

Total long-term debt........... 

LIABILITIES 
Current liabilities .... 
Other liabilities 


otailiabilities!: ser) peace eee 
EQUITY 

Debt redeemed 
Sinking fund on debentures....... 
Accumulated net income invested in 

plant or held as working funds .. 
Contributed capitaly 2.2 2 ane 
Other reserves 


Total utility equity... 2.22122. 44. 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue................. 


EXPENSE 
Power purchased 
Docaligeneration’ ... 4:4. «a8. s/n 
Operation and maintenance... ... 
Administration |. 

Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) __. . 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finan 


Wardsville Warkworth | Wasaga Beach} Waterdown 
199 283 813 716 
$ $ $ 
1295193 327,211 368,003 
50,088 146,109 130,270 


231139 


20,223 
10,000 


9,557 


46,780 

ue: 642 
— 6,049 642 

57,206 107,419 205,292 


142,679 


39,990 
82,615 


. 
’ 


33,749 76,364 189,660 259,888 
39,990 57,206 107,419 205,292 


He kaneis | 142,679 309,525 490,447 


36,102 61,687 173,881 220,990 
1753 3,701 5,530 8,574 
37,855 65,388 aut | 229,564 


115,362 


179,137 


11,548 11,482 
48,306 15,765 

212 1,386 
10,875 12,582 


62,845 186,303 220,352 


Waterford 


997 


$ 
407,539 
100,560 


306,979 


36,682 
50,000 


91,282 


3,657 


751 


4,408 
268,553 


671,222 


7,000 


7,000 


30,299 
14,679 


44,978 


35,123 


235,051 
80,517 


350,691 
268,553 


671,222 


268,128 
8,571 


276,699 


187,742 
33,269: 
29,483: 

2,894 
10,928 


264,316 


12,383 
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Waterloo Welland Wellesley Wellington West Lorne 
11,406 13,478 329 510 
$ $ $ $ $ 

9,671,472 8,574,942 102,138 178,293 216,419 
2,041,238 2,650,584 33,592 72,040 112,085 
7,630,234 5,924,358 106,253 104,334 
890 431,788 7,651 3,560 

— 340,000 12,000 25,000 

— a 4,000 — 
929,268 189,393 2,427 11,671° 
12,399 7,345 775 — 
942,557 968,526 40,231 
617,123 273,349 4,737 
62,676 2,315 — 42,095 = 


679,799 3,681 554 — 315,444 os 1,758 4,737 
4,105,396 252,746 65,698 22,623 4,512,831 98,731 131,566 228,464 


13,357,986 374,797 167,906 97,763 11,721,159 177,928 266,430 377,766 


| 
| 1,342,000 pe 1,438,117 12,000 — 
1,342,000 — 1,438,117 — — 
554,618 123553 457,474 6,059 13,330 
313,372 1,652 30,542 440 328 
867,990 488,016 13,658 
1,819,569 1,470,049 8,000 
ie zat se 
3,935,833 98,790 ; : 3,015,562 124,144 
1,287,198 — 796,584 3,500 


7,042,600 107,846 93113 62,771 5,282,195 72,698 91,025 135,644 
4,105,396 252,746 65,698 22,623 4,512,831 98,731 131,566 228,464 
13,357,986 374,797 167,906 97,763 11,721,159 177,928 266,430 377,766 
6,357,306 174,159 82,318 41,826 5,347,335 68,512 116,199 151,104 
237,652 3,167 1,754 1,521 244,840 2,298 6,981 7,472 


6,594,958 177,326 84,072 43,347 5,592,175 70,810 123,180 158,576 


4,869,069 132,979 3,952,669 127,186 
256,391 9,274 295,830 10,023 
497,816 415,947 15,748 
197,935 251,260 <3 
233,933 223,374 6,252 7,854 

15,142 14,753 = 


6,070,286 168,196 71,861 40,967 5,153,833 66,816 112,917 160,811 
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Municipal Electrical Utilities Financi: 


Municipality a.) o. tu Oa Cae. Pee Westport Wheatley Whitby Wiarton Williamsburg 
Numberor Customers: (ase adr. 350 8,572 928 154 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and facilities'at costa...) a see 113,255 5,689,843 391,223 35,918 
Less accumulated depreciation ............ 20,307 1,311,315 110,786 21,422 

INetixed assets eeu nae te ee, See 4,378,528 280,437 14,496 

CURRENT ASSETS 
Cashron hand-andinibankias: 4.0 eee ee 255,314 18,547 4,557 
Investments—term deposits ............... = = 1,000 

= DONUS Me wh er tre ee — 4,000 5,000 
Accountsirecelvable:(net)ine ris eae nee 362,706 10,984 645 
OUNCE Ars eee te ee tn ee Me a ee oe = = = 

ilotalicurrentassetstaain) 4 ae eee 618,020 835531 11,202 


OTHER ASSETS 
INVENCOreS Homey meaner rg Pines errr ee sure nL 
Sinking fund on debentures............... ay ae 
Miscellaneousiassetspa nae 112,619 115 


otaliotherassetseeat ses) ae ee 350,115 13,853 — 
Equity in Ontario Hydro ................ 2,244,083 260,456 53,493 
Hotal:assets seen eek es rn va ee a 180,921 397,176 7,590,746 588,277 79,191 


DEBT FROM BORROWINGS 
Debentures outstanding .................. 
Othemlong-termidebt Jo i rane, | 


237,496 13,738 


774,000 57,000 — 
666,767 — 


Total long-term debt................ 
LIABILITIES 


1,440,767 


Curreng liabilities ae aye ee een eee 359,340 3,100 
Othemliabilitics eer aera, | eee 579,465 425 
‘Lotaliliabilitiess )ameriew 40) eee 938,805 ALS 3,525 
EQUITY 
Debtredeemedsas etn eh 845,621 40,400 2,750 
Sinking fund on debentures............... = = = 
Accumulated net income invested in 
plant or held as working funds ......... 1,415,470 198,532 19,423 


Contributed capitalive@))..0 0a. tee. 706,000 


Otherreservess ee een eh, ce 


Popa uttity equity eine ae de kee La, 89,363 211,400 2,967,091 243,626 22,173 
Reserve for equity in Ontario Hydro ....... 78,604 173,605 2,244,083 260,456 53,493 
Total debt, liabilities and equity... 180,921 397,176 7,590,746 588,277 79,191 


B. OPERATING STATEMENT 


4,694 


REVENUE 
Sale of electrical enetey<. 3... ode. 89,144 145,039 3,484,241 278,970 3295 
Miscellaneous .........:........ Os E 782 1,757 119,626 13,775 651 
EXPENSE 
Power purchased | . 124,327 2,740,800 28,321 
Local generation |. aa = = = 
Operation and maintenance. . 7,300 207,932 643 
Administration 13,496 DD ALOTIS 3,692 
Financial = 224,940 — 
Depreciation . 7,856 151,719 1,490 
Others ee: = — — — 


Total expense... Lag! 79,273 152,979 3,552,964 272,073 34,146 
Net Income (net expense) _. 10,653 (6,183) 20,672 (2,200) 


Statements A and B 


atements for the Year Ended December 31, 1975 


Winchester 


747 


$ 
281,664 
95,682 


185,982 


S157 


9,340 
952 


47,449 


1,000 


1,000 
261,539 


495,970 


38,188 
148 


38,336 


29,162 


162;271 
4,662 


196,095 
261,539 


495,970 


314,802 
8,399 


323,201 


276,083 


6,964 
16,578 


8,627 


| 308,252 


14,949 


Windermere Woodstock Woodville 


Windsor Wingham Woodbridge 


148 64,952 1,309 900 9,330 265 


$ $ $ 
35,766,639 611,972 338,308 
12,539,467 257,028 174,607 


$ 
5,302,336 
1,746,011 


AS IPL SIO 163,701 3,556,325 


235,446 18,716 


3,800,000 439,000 
1,296,600 — 
E923 511 106,339 

41,056 — 


7,296,613 134,210 564,055 


1,417,295 35,508 329,518 


4,521 


1,421,816 
27,038,206 


58,983,807 


53,300 56,844 312,158 


3,405,558 5 
5,242 4,749 84,355 


188,078 


3,593,636 396,513 


5,005,861 ; 429,776 


21,853,043 
517,361 


384,965 


133,311 
11,343 


3,337,917 
285,692 


’ 
, 


51,454 27,376,265 466,120 168,489 4,053,385 69,489 
33,560 27,038,206 505,604 396,765 4,112,337 53,831 


85,365 58,983,807 1,030,266 626,847 8,562,235 128,441 


27,460 25,591,894 571,950 318,749 
949 699,135 18,720 14,414 


19,967,578 491,455 270,374 2,904,719 


16,085 


1,821,639 22,230 


210,841 

1,349,491 39,006 30,971 181,866 

315,919 — a 745 
993,092 16,379 15,313 145,521 3,009 


25,823 24,447,719 569,070 332,743 3,443,692 | 51,669 


149 


Wyoming 


606 


$ 
170,810 
70,144 


100,666 
30,387 


1,400 
5,336 


S7128 


1,588 


586 


2,174 
102,606 


242,569 


116,540 


126,240 
102,606 


242,569 


135,968 
2,448 


138,416 


104,912 


3,116 
5,144 


5,526 


118,698 


19,718 
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Municipal Electrical Utilities Financial Statements 
for the Year Ended December 31, 1975 


Municipality . 


Number of Customers ....... 


A. BALANCE SHEET 
FIXED ASSETS 


Nethixedassets asec 
CURRENT ASSETS 

Cash on hand and in bank .. 

Investments—term deposits . 


— bonds ae sees See eee 


Oe ey aera ea 


Total current assets ...... 
OTHER ASSETS 
ERLVENLOIES i pier eee eee 
Sinking fund on debentures . 
Miscellaneous assets ....... 


DEBT FROM BORROWINGS 
Debentures outstanding .... 
Other long-term debt ...... 


Total long-term debt... .. 
LIABILITIES 

Current liabilities ........-; 

Otherlrabilities a 


Total liabilities.......... 
EQUITY 
Mebtredeemedua uae ss. 
Sinking fund on debentures 
Accumulated net income inve 


sted in 


plant or held as working funds .......... 


Contributed capital........ 
Other reservese aes ee 


Total utility equity....... 
Reserve for equity in Ontario 


Total debt, liabilities and equity 


Hydro ia 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy .... 
Miscellaneous ....... 


Total revenue........... 


EXPENSE 
Power purchased ...... 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other. . 


Total expense........... 


Net Income (net expense) . . 


York Zurich Total 
34,476 1,899,392 


$ $ 
17,906,577 oe 931 | 1,222,600,065 
5,963,922 37,705 341,767,379 
11,942,655 118,226 880,832,686 
2,010 11,547 19,171,650 
899,345 -- 47,054,671 
350,000 — 3,993,812 
576,335 5,306 62,301,976 
55,166 397 4,532,934 
1,882,856 17,250 137,055,043 
464,809 2,985 41,186,818 
— 27,534,285 
545,520 21,336,793 


1,010,329 3,910 90,057,896 
12,833,800 103,735 720,149,305 
27,669,640 243,121 | 1,828,094,930 


128,822,972 
1,527,938 


130,350,910 

985,907 10, os 93,976,387 
756,330 30,669,209 
1,742,237 124,645,596 
790,979 162,739,091 
— 27,534,285 
12,237,562 561,339,106 
65,062 99,209,592 
2,127,045 


13,093,603 128,161 852,949,119 
12,833,800 103,735 720,149,305 


11,344,063 827,766,981 
488,092 30,530,757 
858,297,738 

8,950,223 649,968,084 
i 1,369,493 
739,492 54,897,952 
1,176,345 53,384,198 
7,870 17,281,365 
551,361 33,512,295 
134,516 872,936 
11,559,807 oonatts | 811,286,323 
272,348 ene | 47,011,415 


te 


STATEMENT “C” 


Statement C records revenue, use of energy, number of customers, average use 
per customer, and average revenue per kilowatt-hour for each of the main 
classes of service for all the municipal electrical utilities supplied under cost 
contracts with Ontario Hydro. The number of customers shown is that at the 
end of the year under review, but the calculation of monthly energy use per 
customer is based on the average of the numbers served at the end of the year 
under review and the preceding year. The revenue and use of energy for house 
heating and the use of flat-rate water heaters are included in the totals shown, 
the flat-rate water-heater kilowatt-hours being estimated on the basis of 16.8 
hours’ use per day. 


The average revenue per kilowatt-hour is the average paid by the customer, 
that is the average revenue per kilowatt-hour received by the utility. Such a 
statistical average does not represent the utility’s actual revenue from deliver- 
ing one kilowatt-hour. However, a comparison of this average over a number 
of years gives some indication of the trend of revenue in any one municipality, 
and the general trend may be seen in the table on page 92. 


The general service class includes data on both industrial and commercial cus- 
tomers. 


Information on monthly rates and comparative bills are now published sepa- 
rately from this publication. Readers who require this information may obtain 
it by request to the Power Market Analysis Department of the Regions and 
Marketing Branch, at the Ontario Hydro Head Office, Toronto. 
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MUNICI 


Scarborough... 
Mississauga ... 
London........... 


Nepean Twp. 


Brantford....... 
Peterborough 
Samniaee ee. 
Kingston......... 
Waterloo ....... 


North Bay.... 
Niagara Falls 


PALITY 


Gloucester Twp............. 


Battie. ..73 3 


Vaughan Twp. ........... 
Welland 372 575 ee 


TOTAL 
SALES 


kWh 
6,906,275,777 
4,992,608,402 
3,932,647,383 
3,159,864,521 
2,602,316,457 


2,531,575,010 
2,139,035,090 
1,692,015,265 
1,600,095,254 
1,113,639,233 


1,032,196, 108 
958,362,952 
877,001,441 
867,254,247 
756,599,229 


694, 135,666 
667,732,785 
632,545,122 
595,654,190 
547,260,679 


538,634,815 
511,019,287 
501,613,358 
464,120,268 
393,951,699 


377,756,025 
370,846,729 
362,948,744 
344,078,662 
326,748,299 


318,702,817 
310,227,887 
300,533,133 
283,732,855 
282,836,215 


239,509,984 
225,916,744 
212,410,418 
203,398,653 
192,389,439 


REVENUE 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 


TOTAL 


Sales 


$ 
107,816,152 
62,671,014 
63,639,291 
49,788,727 
39,780,086 


kWh 
1,242,470,516 
698,539,006 
1,272,456,798 
855,301,669 
756,927,495 


198,279 
112,625 
136,052 
103,667 

88,593 


40,312,038 
31,780,182 
27,167,204 
25,591,894 
18,084,673 


87,114 
54,790 
75,665 
64,952 
38,589 


885,300,510 
525,051,239 
573,742,590 
431,231,016 
258,947,451 


16,752,516 38,505 PRES ANIMT 


15,346,391 29,726 292,965,795 
13,361,540 20,149 202,008,940 
14,588,295 36,839 316,864,714 


11,344,063 34,476 252,784,265 


10,716,591 
12,157,368 
10,060,561 
10,186,286 
8,775,437 


26,263 
28,336 
20,688 
29,029 
17,112 


186,416,986 
276,064,927 
193,760,738 
270,654,586 
219,015,864 


8,300,726 23,820 165,805,274 
7,869,528 20,513 186,983,208 
7,145,588 17,481 142,737,060 
358,555 20,035 148,134,217 


6,357,306 11,406 105,129,601 


For the Year Endet 


RESIDENTIAL SERVICE 


Revenue 


$ 
22,106,189 
12,457,501 
22,576,262 
13,490,706 
13,009,172 


14,956,420 

9,009,254 
11,339,382 
8,672,197 
Svobl ls! 


5,258,009 
5,257,109 
3,966,000 
5,856,519 
3,943,801 


3,234,196 
5,568,840 
3,750,493 
4,691,672 
3,776,265 


Customers 


167,000 
101,695 
122,007 
91,344 
81,923 


77,839 
49,113 
68,848 
57,840 
35,188 


34,742 
26,578 
17,491 
3B) 10) 
30,408 


2351 M7 
26,101 
18,915 
26,072 
15,247 


2,974,545 
3,326,334 
2,435,275 
2,672,768 
1,956,856 


21,469 
18,118 
15,645 
16,722 
10,100 


65323;527 
6,484,307 
6,638,003 
5,356,475 
5,715,250 


17,184 
21315 
12,767 
PRES 
13,738 


157,850,995 
133,324,772 
110,106,103 
101,882,010 
152,633,637 


5,398,970 


11,982 99,556,277 


5,218,501 8,596 77,246,799 
5,347,335 13,478 76,233,806 
5,044,859 12,673 78,779,068 
4,555,963 12,820 104,892,980 


3,921,976 8,673 79,159,084 


3,650,472 9,330 73,244,790 
3,484,241 8,572 90,170,906 
3:373;015 8,579 72,165,450 
3,202,560 9,724 66,131,054 


2,928,257 
2,687,976 
2,280,398 
1,816,596 
2,964,791 


2,003,401 
1,472,517 
1,768,596 
1,734,835 
1,751,238 


1,475,496 
1,388,048 
1,626,189 
1,263,763 
1,358,613 


14,980 
19,021 
11,342 
11312 
12,570 


10,195 

6,912 
11,955 
11,019 
10,744 


7,666 
8,266 
7,698 
7,576 
8,705 


Statement C 


SALES, REVENUE AND CUSTOMERS 
Yecember 31, 1975 


GENERAL SERVICE 
(under 5,000 kW) 


GENERAL SERVICE 


(over 5,000 kW) 


Custo- 
Sales Revenue mers 


Custo- 

Sales Revenue mers 

kWh $ kWh 
4,125,058,247 65,730,869 | 31,259 1,472,057,547 
1,213,538,020 18,073,446 10,917 3,053,084,616 
2,515,440,705 39,179,019 14,043 100,922,400 
1,992,162,532 32,042,074 122315 282,336,000 
1,656,202,002 24,222,592 6,667 159,628,800 


1,392,747,820 
1,213,680,611 
1,003,324,515 
768,666,398 
331,610,318 


517,100,111 
292,643,193 
267,680,124 
536,818,253 
399,361,915 


436,995,960 
384,228,458 
328,336,024 
316,931,644 
308,378,474 


337,614,461 
243,877,459 
254,677,538 
310,755,611 
223,060,178 


217,086,950 
230,815,517 
248,091,361 
237,860,092 
137,352,542 


217,372,100 
230,879,768 
171,012,799 
200,207,907 
173,220,035 


156,735,060 


149,018,314 2,213,200 1,064 
98,714,352 1,511,318 873 20,410,080 
128,496,843 2,072,237 1,003 = 


123,988,225 


22,256,633 
18,131,646 
14,434,923 
12,159,619 
5,549,383 


8,622,653 
4,760,745 
4,623,062 
8,531,569 
6,196,764 


6,588,905 
6,484,932 
4,866,705 
5,369,359 
4,773,079 


4,877,166 
3,610,994 
3,608,472 
4,609,863 
3,578,543 


3,354,487 
3,702,450 
4,281,514 
3,480,441 
71 SASH esis) 


3,369,795 
3,714,954 
2,694,766 
852397231 
23799 


2,396,971 


1,814,310 


9,269 
5,672 
6,816 
7,107 
3,395 


3,759 
3,142 
2,655 
3,648 
4,065 


2,545 
2,235 
Tae 
2M 
1,864 


2,350 
2,394 
1,835 
Sh onls 
1,305 


2,204 
2,354 
1,425 
1,443 
1,167 


1,787 
1,684 
1,521 
1,654 
2,076 


1,007 


1,019 


223,114,240 
380,654,440 

93,673,600 
376,791,000 
508,946,784 


205,517,600 
363,310,804 
401,196,337 


96,411,369 


62,567,280 


103,631,400 


17,401,781 


27,484,800 
73,921,260 
97,632,000 


60,012,000 


34,495,200 


48,559,368 


$ 
18,985,368 
31,730,120 
1,227,707 
STASI 95 
2,140,257 


2,669,830 
4,372,907 
198; 
4,425,879 
6,776,659 


2,662,101 
5,188,724 
4,674,788 


1,092,421 


777,275 


1,351,519 


188,870 


340,799 
847,778 
1,013,235 


735,660 


417,581 


818.317 


303,284 


153 


STREET LIGHTING 


Sales 


kWh 
66,689,467 
27,446,760 
43,827,480 
30,064,320 
29,558,160 


30,412,440 
19,648,800 
21,274,560 
23,406,840 
14,134,680 


13,860,720 
9,443,160 
6,116,040 

13,571,280 

8,041,680 


8,155,440 
7,439,400 
6,816,960 
8,067,960 
2,464,560 


7,730,280 
6,237,360 
6,566,760 
5,230,440 
5,749,920 


2,818,080 
6,706,440 
4,751,280 
4,336,560 
2,266,920 


1,774,440 
2,101,320 
4,727,160 
4,745,880 
4,723,200 


3,615,840 
3,653,640 
3,115,080 
2,736,360 
2,270,160 


Revenue 


$ 
993,726 
409,947 
656,303 
481,752 
408,065 


429,155 
266,375 
280,706 
334,199 
206,918 


209,753 
139,813 

97,690 
200,207 
111,077 


116,215 
103,596 
91,844 
12553259 
37,223 


108,216 
84,422 
88,606 
70,724 
86,247 


40,783 
93,881 
76,091 
59,438 
35,327 


25,774 
31,030 
65,656 
70,793 
66,734 


49,509 
49,224 
43,450 
37,015 
29,637 


154 


MUNICIPALITY 


A aX dscok snateagt oar eo.8 


Amherstburg .:..2ce: 


Ancaster 


Arkona.. 
Arnprior 
Arthur... 
Athens... 


Atikokan 
Aurora... 


Bath ....... 


SL Wipissecesaetess=s 


EWP assesses 


Beach burg ccicn.serorstcese-2 


Beachvill 


Blyth ...... 


C Naveen enpancceatwaads= 


Bobcaygeon ............:000-. 


Bolton... 


TOTAL 
SALES * 


kWh 
45,688,355 
4,545,070 
106,245,650 
31,557,838 
7,717,770 


30,698,316 
22,203,895 

2,489,690 
48,040,157 
19,169,012 


1,139,440 

2,223,830 
64,397,518 
15,710,607 
5,563,150 


25,399,696 
82,323,965 

1,125,440 
42,891,625 
10,044,463 


6,429,781 

17,483,597 
318,702,817 
6,637,984 
4,668,746 


3,377,680 
21,648,570 
19,720,108 
14,055,467 
6,860,364 


16,575,136 
282,836,215 
8,288,463 
22,363,230 
4,382,836 


7,356,040 
11,953,051 
27,570,150 

5,220,335 
90,743,218 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


Rev 

TOTAL per 

REVENUE Sales Revenue Customers kWh 
$ kWh $ ¢ 


761,793 18,318,325 328,075 
75,170 2,451,950 39,049 
1,907,341 33,080,519 672,132 
512,090 13,929,710 235,333 


135,765 4,708,270 80,709 


499,563 11,432,890 205,392 


409,610 11,970,482 242,804 | 
49,366 1,441,020 28,654 
736,871 18,259,875 302,007 


365,415 13,433,770 265,509 


21,633 
29,079 
962,208 
253,891 
997931 


890,700 
1,684,190 
20,415,671 
5,223,050 
3,785,600 


16,796 
21,753 
341,505 
90,452 
66,396 


533 
383 


{ 
M 
i 
j 
{ 


530,123 15,798,791 336,849 1,628 2.13 
1,331,321 34,314,042 583,215 3,427 1.70 
23,568 818,000 17,158 98 2.10 | 
715,416 19,431,550 328,750 1,677 1.69 
169,104 4,620,050 77,352 401 1.67 | 
110,363 2,261,965 39,283 256 1.74 | 
297,336 7,451,540 130,826 709 1.76) 
5,398,970 99,556,277 2,003,401 10,195 2.01 | 
135,465 3,219,146 69,712 413 2.17 
88,167 2,387,904 45,036 258 1.89 
61,474 2,662,060 46,578 239 1.75 
262,492 2,820,767 50,716 1.80 | 
341,008 10,826,213 193,926 1.79) 
249,447 7,729,540 138,158 1.79 | 
129,864 4,127,400 74,314 1.80. 
i : 
321,174 11,202,990 223,759 2.00 
4,555,963 104,892,980 1,751,238 1.67 
125,535 2,639,640 41,441 1.57 | 
390,902 9,428,100 171,579 1.82) 
78,935 2,548,530 42,895 1.68 
131,000 3,443,760 61,510 1.79 
233,947 7,789,679 149,406 1.92 
550,100 12,272,780 270,438 2.20. 
87,630 3,185,870 50,381 1.58 | 
1,486,181 39,724,909 706,426 
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LES, REVENUE AND CUSTOMERS 
cember 31, 1975 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $- 
26,797,990 425,705 572,040 8,013 
1,997,000 34,795 96,120 1,326 
72,198,171 1,219,896 966,960 15313 
17,310,608 272,465 317,520 4,292 
2,914,460 53,734 95,040 1,322 
18,949,706 289,817 315,720 4,354 
9,843,173 161,556 390,240 5,250 
929,510 19,297 119,160 1,415 
29,179,082 426,547 601,200 8,317 
5,296,042 93,402 439,200 6,504 
224,620 4,540 24,120 297 
462,600 6,599 77,040 727 
43,393,967 612,699 587,880 8,004 
10,255,717 160,238 231,840 3,201 
1,615,550 313237 162,000 2,298 
8,955,425 183,375 645,480 9,899 
46,832,003 132,399 ,177,920 15,707 
257,400 5,751 50,040 659 
23,055,075 380,782 405,000 5,884 
5,256,653 89,626 167,760 2,126 
3,984,216 68,507 183,600 2515 
9,127,137 162,588 304,920 3,922 
117,372,100 3,369,795 ,774,440 25,774 
3,208,958 62,769 209,880 2,984 
2,198,762 41,967 82,080 1,164 
644,700 14,014 70,920 882 
18,683,443 209,756 144,360 2,020 
8,512,295 142,034 381,600 5,048 
6,082,207 108,009 243,720 3,280 
2,555,124 S738 177,840 } 23377 
5,080,906 93,002 291,240 4,413 
raatos 2,737,991 4,723,200 66,734 
5,569,983 83,087 78,840 1,007 
12,517,530 213,807 417,600 5,516 
1,769,866 35,154 64,440 886 
) 3,734,800 66,872 177,480 2,618 
| 3,836,492 80,064 326,880 4,477 
‘14,859,250 273,126 438,120 6,536 
} 1,842,585 34,814 191,880 2,435 


764,625 1,083,240 15,130 


149,935,069 
i 


156 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT 
For the Year Ende 


RESIDENTIAL SERVICE 


Rev 

MUNICIPALITY TOTAL TOTAL per 
SALES REVENUE Sales Revenue {Customers kWh 
kWh $ kWh $ ¢ | 
Bracebridge... 30,588,843 573,624 14,642,400 291,181 1.9! 
Bradford.ity 75 ane. 26,591,012 471,832 11,737,636 215,818 1.81 
Braeside ti.ca19. raul. 10,735,162 163,361 1,497,620 27,243 1.8. 
Brampton vite vee cs: 362,948,744 6,638,003 110,106,103 2,280,398 2.0 
Brantford... scceeac. 538,634,815 8,300,726 165,805,274 2,974,545 1.7) 
Brantford Twp..........:... 95,411,762 1,693,058 36,082,262 667,106 18 
Brechin), acts te 1,729,130 31,990 792,000 13,876 1.7) 
Bridgeport ..........::ssses 10,778,542 173,483 7,801,671 120,320 1.5 
Biigdenss ek cane 2,146,420 34,809 1,212,900 17,128 14 
Brighton ’:.c..d:ieae ie 19,507,451 366,426 11,232,992 214,268 19 
Brockville iacoaridadens 181,830,191 2,840,803 64,832,308 1,182,689 18. 
Brusselsccran nse e: 5,718,770 94,461 3,589,550 56,263 15 
Burlorde set 6,009, 149 112,241 3,764,356 67,918 18 
Burgessville ..............00 1,754,710 29,764 1,236,560 19,213 15 
Burks alist) aoa. 7,139,990 134,526 3,871,750 70,148 1.8 
Burlington ....4<cocsese.0. 667,732,785 12,157,368 276,064,927 5,568,840 pe 
Cache Bayi dee 3,044,260 51,290 2,582,400 42,030 16 
Caledonia:...2, Jaane: 12,897,821 253,618 7,253,546 155,065 2.1 
Campbellford.......0...c00000 28,922,602 402,085 13,314,195 184,874 13 
Campbellville..........::00.-+ 2,280,526 36,726 1,816,223 29,152 Le 
Cannington 00.0... 8,204,582 143,187 5,893,950 99,966 1 
Capteols tagcat. 19,527,070 360,570 13,197,540 255,867 1S 
Cardinal ca ueue 6,696,780 125,110 4,673,920 90,161 1S 
Carleton Place «0... 33,761,484 581,099 17,968,040 340,074 Lf 
Casselinian ice ece 9,881,338 175,543 5,116,983 94,361 Le 
b 

CAYNES., Ssesmuetentiinc: 6,306,600 117,602 3,241,810 59,887 Lt 
Chalk, Rivers. acnexd... 5,074,909 90,546 3,629,327 66,130 lt 
Chapleau Twp. 0.0... 17,572,951 380,959 9,958,221 221,455 24 
Chatlinnn. (5 aan meee 283,732,855 5,044,859 78,779,068 1,734,835 24 
Chatsworth..........scscss00 2,586,770 41,747 1,673,000 29,696 Li 
Cheseyinc seems 11,162,372 196,020 7,729,221 129,059 i4 
Chesterville ........cccscsss000 13,431,536 226,128 4,937,630 90,819 B) 
Chippawa..iieccebtdee 16,603,956 360,665 11,263,910 261,037 24 
570) Cae ed 3,803,882 70,759 2,412,133 40,637 A) 
(C0 a 20,024,755 385,082 10,620,533 208,625 1g 
Cabin ce. ce hi a 5,698,879 96,951 3,735,288 59,682 Li 
GobOUnR ic Bodhi. 128,913,493 1,945,432 29,690,650 543,733 Li 
Cochrane: iicuec... 35,284,967 627,580 14,672,838 287,215 1! 
Colborie xcs seus... 12,933,942 231,775 7,186,950 132,511 1 
Cold Water ovocclccnns 5,892,978 96,181 3,679,110 56,045 1 


Statement C 137 


ALES, REVENUE AND CUSTOMERS 
ecember 31, 1975 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
15,412,563 274,476 4,197 533,880 7,967 
14,401,576 249,473 4,949 451,800 6,541 
9,201,182 135,610 38,338 36,360 508 
248,091,361 4,281,514 14,647 4,751,280 76,091 
337,614,461 4,877,166 11,677 27,484,800 340,799 7,730,280 108,216 
39,493,500 682,452 8,741 19,504,800 338,719 331,200 4,781 
905,450 17,667 2,474 — 31,680 447 
2,740,351 50,299 2,802 236,520 2,864 
862,240 16,846 1,423 71,280 835 
7,978,899 147,793 3,445 295,560 4,365 
90,938,603 1,320,938 8,947 310,226 1,979,280 26,950 
2,017,620 36,825 1,858 — 111,600 1,373 
2,126,713 42,773 1,937 118,080 1,550 
482,150 10,100 1,640 36,000 45] 
3,167,800 62,950 3,034 100,440 1,428 
384,228,458 6,484,932 14,721 7,439,400 103,596 
397,060 8,380 2,068 64,800 880 
| 5,286,435 93,978 2,898 357,840 4,575 
15,093,607 211,084 4,746 514,800 6,127 
411,023 6,866 4,281 53,280 708 
2,147,912 41,102 2,183 162,720 2,119 
f 5,970,970 99,760 4,463 358,560 4,943 
1,831,700 32,567 2,135 191,160 2,382 
| 15,243,004 233,943 6,107 550,440 7,082 
| 4,626,835 79,271 4,237 137,520 1,911 
| 2,804,870 54,524 2,612 259,920 3,191 
| 1,334,702 22,965 81972 110,880 1,451 
| 7,342,210 155,263 3,547 272,520 4,241 
100,207,907 3,239,231 10,245 4,745,880 70,793 
| 792,450 16,342 1,715 121,320 1,709 
) 3,131,471 62,974 1,877 301,680 3,987 
| 8,313,906 132,712 8,297 180,000 2,590 
| 4,872,766 92,877 3,398 467,280 6,751 
) 1,311,469 29518 1,497 80,280 1,009 
| 8,995,622 170,310 SHH 408,600 6,147 
t 1,795,111 35,061 1,930 168,480 2,208 
98,360,643 1,389,908 13,382 862,200 11,791 
20,255,369 335,051 6,370 356,760 5,314 
| 5,440,632 94,817 4,674 306,360 4,447 


| 2,141,868 39,217 3,077 72,000 919 


158 


MUNICIPALITY 


Collingwood ree scm.:.0- 
Gombere se es 


Courtright c2::evcrerso- 
Greémore ss fee care 


Dashw 


Od oe ee eee ee 


Deep e Riven c.ct-c.ssssses- 
Delawdtesws se oe 


Dorchester. :i4-4.2 
Drayton caste essetesteeseetersss 
Dresdent.s see ee: 


East Yorki.; ce 


Eganvi 


Ne) ee, ere 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 
125,753,634 2,048,069 37,238,970 692,727 
3,509,300 66,798 1,850,680 35,221 
11,301,460 203,156 8,064,730 148,361 
4,954,550 88,930 3,963,950 68,122 


2,746,118 52,954 1,817,886 33S 
2,518,410 
5,842,300 
3,035,860 
37,554,810 


2521 1,025) 


55,768 
103,523 

42,840 
648,848 
36,323 


1,808,750 
4,325,670 
1,795,050 

20,999,697 

1,759,465 


40,496 
74,487 
24,481 
386,726 
27,206 


24,417,019 413,492 9,957,021 174,038 


14,117,783 240,856 5,776,800 106,609 
4,696,709 83,113 2,630,043 46,979 
4,889,690 93,638 2,574,780 47,764 

20,055,457 363,839 6,461,600 129,503 


2,163,253 36,832 1,563,258 25,620 


38,690,750 762,158 19,092,960 417,042 
2,129,660 35,532 951,250 14,042 
9,253,060 159,406 5,194,200 86,892 

96,754,601 1,855,698 48,948 836 1,030,185 


33,791,928 609,439 10,883,360 226,466 


15,042,530 276,064 8,082,530 147,530 
3,782,840 78,366 1,976,040 42,477 
694,135,666 10,716,591 186,416,986 3,234,196 


7,463,654 127,034 3,817,806 62,896 


53,690,110 
8,684,050 
1,448,150 

13,609,256 

4,535,760 


847,837 
140,153 

26,294 
243,914 
72,285 


16,601,090 

4,056,100 
1,087,860 
7,318,230 
3,358,190 


281,358 
60,891 
18,588 

134,881 

50,113 


11,865,560 222,127 7,319,060 138,525 


4,025,630 59,789 21125230 37,943 
814,370 16,553 745,770 153223 
11,873,495 202,379 7,349,400 113,814 
31,849,873 558,963 21,997,673 385,369 


28,146,992 545,971 14,844,016 309,319 


2,602,316,457 39,780,086 756,927,495 13,009,172 
25,747,146 464,534 14,339,933 254,662 
13,132,640 256,050 8,053,710 158,302 


63,813,097 1,028,020 18,213,810 340,759 


Statement C 159 


LES, REVENUE AND CUSTOMERS 
ember 31, 1975 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
1,576,864 1,342,185 12,659 937,800 13,157 
1,563,580 30,237 4,343 95,040 1,340 
899,410 50,365 717 337,320 4,430 
897,000 19,476 1,410 93,600 1,332 
871,352 18,405 1,424 56,880 714 
624,700 14,094 2,082 84,960 1,178 
,375,870 27,095 1,674 140,760 1,941 
,181,050 17,679 2,734 59,760 680 
1,672,753 250,161 9,296 882,360 11,961 
460,920 8,389 1,874 57,240 728 
901,998 232,431 3,713 558,000 7,023 
,180,063 131,965 8,969 160,920 2,282 
919,786 34,246 2,370 146,880 1,888 
,202,230 44,366 2,660 112,680 1,508 
4,255,457 229,332 5,753 338,400 5,004 
562,555 10,747 1,267 37,440 465 
461,990 328,554 4,340 1,135,800 16,562 
127,650 20,866 2,506 50,760 624 
908,020 70,473 2,869 150,840 2,041 
602,205 792,887 6,408 2,203,560 32,626 
| 336,888 374,808 5,388 571,680 8,165 
714,480 125,299 3,681 245,520 3,235 
701,320 34,520 1,639 105,480 1,369 
995,960 6,588,905 14,261 8,155,440 116,215 
505,808 62,296 2,966 140,040 1,842 
671,060 560,755 10,648 417,960 5,724 
490,790 77,468 3,742 137,160 1,794 
313,130 7,085 1,044 47,160 621 
100,226 106,595 4,219 190,800 2,438 
118,170 21,458 1,635 59,400 714 
401,420 81,603 3,668 145,080 1,999 
233,480 20,882 1,819 79,920 964 
44,840 1,018 1,246 23,760 312 
327,175 86,159 3,263 196,920 2,406 
393,200 167,130 3,847 459,000 6,464 
352,256 229,813 4,538 450,720 6,839 
202,002 | 24,222,592 21,081 29,558,160 408,065 
377,653 202,577 3,555 529,560 7,295 
185,170 93,610 2,516 293,760 4,138 
272,247 679,761 15,024 527,040 7,500 


160 


MUNICIPALITY 


Flesherton\.ccas.0 eo 


Fonthill. 


Georgeto 
Glencoe. 


Wilh ccenecieeasssenceen 


Gloucester Twp............. 


Goderich 


Grand B 
Grand V 
Granton. 


ENnd\...s. cee 
ableyic? ean 


Hagersvilles. coe tt 
Hamilton’... eee 


Harrow.. 
Hastings 

Havelock 
Hawkesb 
Hearst... 


Hensal .. 
Hespeler 
Highgate 
Holstein. 


UTY ...secssecscceeeenes 


Kapuskasing ................... 


Kemptvil 


lek eee 


Kincardine s.cs es. 
Kam 2 AGU ecrcee.nctee se 


Kingston 


TOTAL 
SALES 


kWh 
2,330,990 
4,964,338 
10,621,207 
18,342,220 
9,511,140 


344,078,662 
110,882,853 

10,335,260 
326,748,299 
72,699,247 


7,997,365 
5,672,810 
1,565,010 
27,109,072 
34,742,247 


632,545,122 
14,490,568 
4,992,608,402 
AD TI35 275 
13,495,271 


13,966,301 
5,946,656 
6,279,756 

114,538,569 

45,285,041 


10,100,010 
71,606,972 
2,246,060 
829,580 
32,129,538 


54,999,680 
7,527,420 
5,472,870 

40,751,070 

21,065,304 


73,036,828 

3,068,820 
32,781,429 
10,432,274 
464,120,268 


Municipal Electrical Utilities 


TOTAL 
REVENUE 


$ 
43,526 
86,816 
199,583 
325,296 
168,804 


5,356,475 
1,916,837 

192,670 
5,715,250 
1,116,250 


160,551 
99,809 
28,350 

475,200 

577,680 


10,060,561 

298,063 
62,671,014 
853,242 
235,55) 


261,273 
109,051 

96,474 
1,698,458 
681,047 


185,363 
1,073,842 
39,681 
16,851 
534,037 


899,124 
139,960 

83,008 
838,520 
387,668 


1,314,172 
60,003 
573,879 
155,932 
T3535 ,399 


MUNICIPAL UTILITY ELECTRICT 
For the Year End 


720 


12,755 
5,607 
825 
13,738 
2,919 


904 
447 
134 
1,787 
2,483 


20,688 
991 
112,625 
2,240 
781 


808 
501 
526 
Ss lg3 
1,319 


416 
ESS 
180 
105 
1,548 


3,198 
483 
429 

221 

1,036 


4,819 
313 
1,892 
598 


20,035 | 


Sales 


kWh 
1,230,620 
2,317,400 
7,390,440 
9,996,040 
6,417,234 


101,882,010 
49,877,345 
4,594,050 
152,633,637 
24,971,563 


4,315,100 
3,872,500 
1,073,920 
14,159,170 
16,411,460 


193,760,738 
6,896, 160 
698,539,006 
17,595,470 
6,399,295 


7,486,640 
3,271,310 

4,009,840 
31,083,821 
14,335,181 


3,551,040 
16,209,536 
993,350 
637,650 
12,277,470 


20,335,859 
4,440,400 
2,527,780 

21,276,854 

10,214,414 


34,148,024 
1,896,040 
21,071,495 
6,531,970 
148,134,217 


RESIDENTIAL SERVICE 


Revenue 


$ 
21,974 
39,661 
139,092 
T7529 
114,297 


1,816,596 
914,829 
83,315 
2,964,791 
429,853 


88,470 
64,251 
18,177 
254,079 
288,897 


3,750,493 

147,407 
12,457,501 
321,714 
119,633 


138,742 
61,244 
58,863 

509,426 

242,762 


55,188 
304,358 
16,123 
12,257 
221,951 


388,523 
78,184 
42,688 

445,558 

195,693 


621,557 
37,235 
361,440 
97,990 
2,672,768 


Customers 


145 
224 
844 
894 
615 


TS 
5,125 
683 
12,570 
2,479 


721 
367 
119 
1,505 
2139 


18,915 
824 
101,695 
1,909 
645 


635 
405 
443 
2,870 
AS) 


330 
2,125 
161 
82 
1,260 


2,826 
399 
341 

2,170 
867 


4,123 
264 
1,597 
525 
16,722 


Statement C 161 


LES, REVENUE AND CUSTOMERS 
cember 31, 1975 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- | per 
Sales Revenue mers kWh 


Custo- 

Sales Revenue mers Revenue 

kWh $ kWh $ 
984,450 19,977 1,864 115,920 1,575 
2,554,418 45,897 SH 92,520 1,258 
3,016,567 57,634 2,514 214,200 2,857 
7,965,660 144,535 3,678 380,520 5,232 
2,905,266. 52,186 2,339 188,640 2,321 
37,860,092 3,480,441 13,411 4,336,560 59,438 
59,729,308 982,970 10,479 1,276,200 19,038 
5,546,090 106,771 B23) 195,120 2,584 
37,352,542 2,297,551 10,261 417,581 2,266,920 S677) 
46,655,604 672,079 8,907 1,072,080 14,318 
3,322,625 67,167 1,624 359,640 4,914 
1,712,110 34,366 1,841 88,200 1,192 
— 457,970 9,767 2,544 33,120 406 
12,515,022 215,102 SAP 434,880 6,019 
ell 278,613 4,321 780,840 10,170 
28,336,024 4,866,705 15,917 103,631,400 1,351,519 6,816,960 91,844 
7,293,448 146,192 3,672 — 300,960 4,464 
: 3,538,020 18,073,446 9,288 3,053,084,616 | 31,730,120 27,446,760 409,947 
31,622,125 524,336 8,121 517,680 7,192 
6,820,576 112,073 4,031 275,400 3,645 
6,271,221 119,563 3,047 208,440 2,968 
2,493,186 45,432 22222) 182,160 2,375 
2,093,876 35,519 2,077 176,040 2,092 
32,466,548 1,175,774 22,718 988,200 13,258 
0,646,740 434,255 12,047 303,120 4,030 
6,423,330 128,615 6,224 125,640 1,560 
4,733,596 760,817 18,281 663,840 8,667 
1,212,750 23,048 5,319 39,960 510 
174,650 4,340 633 17,280 254 
9,566,228 308,127 PA 285,840 3,959 
3,395,541 494,443 Heal 1,268,280 16,158 
2,971,820 60,223 2,966 115,200 1553 
2,792,090 38,651 2,770 153,000 1,669 
8,786,616 382,604 4,435 687,600 10,358 
0,451,650 186,054 5,169 399,240 5,921 
7,104,284 665,334 4,491 1,784,520 27,281 
1,062,620 21,332 1,719 110,160 1,436 
11,146,894 204,600 3,176 563,040 7,839 
(3,789,424 56,609 4,749 110,880 1,333 
4,609,863 7,870 5,230,440 70,724 


[P.755.6 1] 


162 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRIC 
For the Year FE 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 
SALES REVENUE 


Sales Revenue Customers 


kWh $ kWh $ 


Rainigsville tice scot -sescts-. 30,031,448 542,357 1,942 14,992,568 290,052 
Kirktield a nticccen ue. 1,193,510 18,959 124 777,670 12,203 
Kitchener 6.2: eee tiers. 1,032,196, 108 16,752,516 38,505 295,717,677 5,258,009 
Lakefield is .irccsecntorssce- 16,324,931 258,193 913 8,533,303 131,427 
Lambethivs:tacrceedcin 10,433,969 159,696 838 7,501,930 116,301 
ANAK siepssectar arises seit: 4,267,170 81,542 337 2,581,500 47,556 283 
Lancaster tease teers 3,327,040 54,813 1,980,300 32,263 188 
Larder Lake Twp. ........ 5,944,914 119,538 4,545,930 88,854 472 
Latchford%........... Sete 2,477,353 42,188 1,483,913 26,112 167 
Leamington... 80,392,459 1,302,202 25,758,455 496,669 3,415 
BAndSay cisspicsde.csecviss<scoeede 123,320,990 2,029,182 40,703,015 771,938 4,174 
Listowel ...ccdc.teies. fesact 48,605,686 717,200 17,423,968 275,168 1,642 
LONGO Ss sicdins Nees Nesesss 1,692,015,265 27,167,204 573,742,590 11,339,382 68,848 
BiOnignalss...2..2. Haters 7,414,173 129,432 4,430,403 77,916 400 
LCA esciess sca tac ctverdaosiacete 8,171,870 152,160 5,600,150 101,505 456 
LUCKHOW 05.28 ats 7,525,146 125;353 4,133,796 64,779 438 
VGN bs cctess! chorea. 2,758,351 48,953 1,971,001 34,610 
Ma G06 scsscsitssovertvtss veer cess 10,896,336 179,691 5,551,620 87,779 
Magnetawan.............0 1,092,360 21,068 716,050 Issa 
MatKOaIEL iecrtsrcccencsses 10,250,745 190,899 5,474,730 100,502 
Markham |2e5.202.0ces: 89,148,532 1,564,432 51.868,680 941,951 
MatitiOFa cci.ccccahetcrssranes 7,533,550 146,707 4,772,345 93,473 
MartintowN........c eee 1,072,710 20,069 782,270 14,362 
Masst Yi... 5:.cspcdtetvecetes ens 7,284,282 116,364 5,144,140 82,308 
Maxville joerc. ctbscitideeosens 5,586,860 90,980 2,854,371 45,487 


4,835,180 95,963 3,756,710 72,987 


MGAfOtd scsi. tients 33,454,108 610,520 14,085,115 281,503 
MSrliftic.: tcneccte anaes Bisdisi22 52,487 2,007,472 27,495 
Merrickville..................... 5,210,358 101,124 2,997,880 60,125 
Midland i.1..sahsticwsies.3 104,490,607 1,749,724 33,944,646 639,247 
MIO ay socl.ocrminesectes 5,421,260 87,949 3,903,900 57,733 
MILB TOOK  aes.cc Paes cssdenes 4,393,197 78,428 3,144,916 56,718 
MUO Ric. oc tte cerectia cere 91,244,959 1,536,671 31,230,560 585,864 
PUIVETLOM i. c2%5 -cttecrs ruck sacs 8,601,619 167,117 4,198,989 77,590 
Mississauga ...............00+ 2,139,035,090 31,780,182 525,051,239 9,009,254 
IMAICH CLUS. c svc. tec cectcceteanes 21,578,291 429,487 9,925,638 187,841 
Moorefield) a. 2ic ecu 2,218,020 39,290 1,289,020 22,880 
Morrisburg..............006 14,667,846 248,802 8,476,231 143,595 
Mount Brydges.............. 5,284,754 91,617 3,452,858 D9159 


Mount Forest... 23,241,320 388,168 13,295,500 214,902 
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ALES, REVENUE AND CUSTOMERS 
ecember 31, 1975 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


; Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ ¢ kWh $ 
14,583,120 245,861 455,760 6,444 
370,480 6,237 45,360 519 
517,100,111 8,622,653 2,662,101 13,860,720 | 209,753 
7,364,668 121,057 426,960 5,709 
2,689,039 40,694 243,000 2,701 
1,600,350 32,824 85,320 1,162 
1,212,100 20,992 134,640 1,558 
1,252,104 28,367 146,880 2,317 
909,920 15,050 83,520 1,026 
53,631,764 791,624 1,002,240 13,909 
81,397,935 1,239,959 1,220,040 17,285 
30,570,078 433,934 611,640 8,098 
|,003,324,515 | 14,434,923 21,274,560 | 280,706 
2,800,530 49,147 183,240 2,369 
2,416,200 48,510 155,520 2,145 
3,216,750 58,252 174,600 25372 
693,750 13,088 93,600 1,255 
5,088,036 88,524 256,680 3,388 
329,870 6,883 46,440 614 
4,585,575 87,498 190,440 2,899 
| 36,178,612 606,461 1,101,240 16,020 
2,503,085 49,712 258,120 3,522 
242,200 5,079 48,240 628 
1,946,462 31,866 193,680 2,190 
| 2,577,329 43,542 155,160 1,951 
903,510 20,255 174,960 2,721 
| 18,717,753 319,195 651,240 9,822 
1,296,090 24,113 74,160 879 
2,022,038 38,436 190,440 2,563 
| 69,939,361 1,102,002 606,600 8.475 
1,378,760 28,426 138,600 1,790 
1,153,601 20,523 94,680 1,187 
| 58,589,879 929,897 1,424,520 20,910 
| 4,148,110 85,831 254,520 3,696 
(213,680,611 | 18,131,646 4,372,907 19,648,800 | 266,375 
11,315,333 236,571 337,320 5,075 
862,760 15,506 66,240 904 
5.928.455 101,734 263,160 3,473 
1,727,136 31,068 104,760 1,390 
| 9,611,020 168,909 334,800 4,357 
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MUNICIPAL UTILITY ELECTRICIT 
For the Year Ende 


RESIDENTIAL SERVICE 


Rev 

MUNICIPALITY TOTAL TOTAL per 
SALES REVENUE Sales Revenue {Customers kWt 

kWh $ kWh $ ¢ 

N&pa nee ics.cccecerstessceeocaeses 35,555,868 614,063 1,933 12,240,126 236,677 1,564 is 
Nepean Twp. ......:c000 547,260,679 8,775,437 17,112 219,015,864 3,776,265 15,247 1y 
Neustadt sori senrscarscsescses 2,435,070 48,596 239 1,789,750 33,518 200 1. 
NEG WDOLO zen ceecseecomecoersess 1,509,515 30,870 174 1,125,476 23,101 150 2. 
Newburgh renin .: 2,867,365 56,735 240 1,770,860 35,298 207 HE 
Newbulfy cc cscsc cures 1,999,860 32,116 172 908,800 14,563 141 1. 
Newcastle ).20 wn lees: 13,087,274 242,416 699 7,205,813 131,878 606 1. 
New Hamburg............... 24,570,556 441,366 1,413 12,587,134 229,023 1,248 1. 
Newmarket’s.. cece. 97,042,068 1,735,845 4,213 48,820,656 891,876 3,701 1. 
Niagatancccctsccvnssccecsssps 18,524,860 335,521 i251 8,359,830 162,811 1,067 1g 
Niagara Falls................. 370,846,729 6,484,307 PANS HES 133,324,772 2,687,976 19,021 2.( 
Nipigon Twp... 16,466,931 289,664 908 7,672,020 142,253 747 1. 
North eBay iat ae tes 377,756,025 6,323,527 17,184 157,850,995 2,928,257 14,980 1. 
North York recess cravec-< 3,932,647,383 63,639,291 136,052 | 1,272,456,798 22,576,262 | 122,007 1a 
Notwich a ciccenieesenit: 7,962,040 152,996 796 5,605,310 106,788 675 Ie 
NOTwoodi..s.cs5isete.ctin: 7,294,715 131,888 4,746,390 83,201 463 13 
Oakvillevsn ens sec: 877,001,441 13,361,540 202,008,940 3,966,000 17,491 Is 
Oil Springssiecstee sev: 2,244,710 40,531 1,408,160 24,663 211 lg 
OMmemeerie teers: 4,348,265 74,145 2,455,910 42,287 289 18 
Orangeville ic tewew.cc:: 66,001,054 1,164,363 4,127 27,303,338 545,797 3,670 2K 
Opiate 2 covers eoteas cesta zs 203,398,653 3,373,015 8,579 72,165,450 1,263,763 7,576 I. 
Oron Ogee te 6,251,827 119,762 434 4,133,168 74,236 367 : 
Osha Wali. .tiadcccscsaeeaveneess 958,362,952 15,346,391 29,726 292,965,795 5,257,109 26,578 l. 
Ottawalin tee ie tree 3,159,864,521 49,788,727 103,667 855,301,669 13,490,706 91,344 Ke 
Ottewvilleies cece 3,183,501 53,535 311 2,050,950 33,056 254 12 
OwensSound’ css... 161,701,546 2,517,461 7,029 54,610,833 970,976 6,008 i. 
Padisle'yicvicciittcrcseetessieeasns, 6,834,450 125,319 460 4,853,150 86,451 383 1. 
Palmerston :er.:2c-.cssest.0s- 11,275,200 211,589 801 6,698,110 128,234 685 I 
PATS. iremncewompotet 37,548,640 678,539 2,485 15,977,150 325,963 2,160 2 
Parkhill erent ares 9,250,000 168,915 573 5,027,940 86,945 466 1. 
Patty Soundiecan cess 40,844,081 743,189 22,662,904 407,620 1,986 i 
Pembroke S.cccuicnswrice 100,767,890 1,862,915 42,918,406 861,719 4,598 2. 
Penetanguishene............. 37,797,288 632,031 18,262,129 323,690 1,472 Ii 
Perth, :rits.tvcata som teaches: 46,249,957 820,997 16,862,927 343,857 2,095 2 
Petenborou phi: ere 511,019,287 7,869,528 186,983,208 3,326,334 18,118 1. 
Petrolia.cn. 2 .5cseunce cee 20,711,859 425,120 10,563,260 224,270 1,422 2. 
PICKOTIN De cc .cacconceaatr ees 13,670,482 236,876 7,188,862 132,228 728 SE 
PiCtOR eres ceases x-sceeentes 31,015,749 546,178 15,091,890 276,958 1,603 li. 
Plantapenetirs...1<<e.n0s 5,645,840 105,702 3,466,840 66,112 257 I. 
Platts villesee cts: cess-t-<2. 4,853,730 73,881 1,815,290 26,922 180 iy 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1975 


GENERAL SERVICE GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Revenue 
kWh $ kWh $ kWh $ 
22,867,902 371,490 — 447,840 5,896 
308,378,474 4,773,079 17,401,781 2,464,560 37,223 
$76,560 14,179 68,760 899 
327,519 7,011 56,520 688 
1,031,705 20,444 64,800 993 
1,024,460 16,723 66,600 830 
5,667,261 107,159 214,200 3,379 
11,601,102 206,959 382,320 5,384 
46,723,812 819,961 1,497,600 24,008 
9,743,470 166,866 421,560 5,844 
230,815,517 3,702,450 6,706,440 93,881 
8,665,311 145,595 129,600 1,816 
217,086,950 3,354,487 2,818,080 40,783 
2,515,440,705 39,179,019 100,922,400 227507, 43,827,480 656,303 
2,204,090 44,190 = = 152,640 2,018 
2,401,445 46,677 — — 146,880 2,010 
267,680,124 4,623,062 401,196,337 4,674,788 6,116,040 97,690 
752,670 14,866 83,880 1,002 
1,783,635 30,379 108,720 1,479 
37,998,236 609,374 699,480 9,192 
128,496,843 2,072,237 2,736,360 37,015 
2,016,419 43,921 102,240 1,605 
292,643,193 4,760,745 363,310,804 5,188,724 9,443,160 139,813 
1,992, 162,532 32,042,074 282,336,000 3,774,195 30,064,320 481,752 
1,054,071 19,584 78,480 895 
104,958,793 1,518,463 2,131,920 28,022 
1,884,100 37,459 97,200 1,409 
4,246,250 78,831 330,840 4,524 
20,476,370 338,862 1,095,120 13,714 
4,046,740 79,616 175,320 2,354 
17,501,137 325,553 680,040 10,016 
56,214,004 977,708 1,635,480 23,488 
19,107,839 302,358 427,320 5,983 
| 28,764,950 468,759 622,080 8,381 
243,877,459 3,610,994 847,778 6,237,360 84,422 
' 9,840,799 196,469 307,800 4,381 
6,266,700 101,796 214,920 2,852 
15,240,579 260,215 683,280 9,005 
2,037,880 37,728 141,120 1,862 
2,978,320 46,160 60,120 799 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 
Point Edward.................. 41,917,469 644,770 5,408,330 112,302 
Ports Burwelliascrsssccene 2,867,830 67,505 1,833,900 44,216 
Port" Colborne rrecc..-r-+: 104,763,398 1,751,252 33,514,010 734,776 
Ports Credit Geetescecctr. 167,474,531 2,174,895 14,406,459 264,843 
PORE DOV CD secret eteaentecs 16,256,112 350,003 8,309,360 200,231 
Port Elpint:eivacaseecsccs 39,735,045 722,360 23,983,859 436,802 
Porto HOpeicsienticccctecerese. 101,918,357 1,671,497 32,094,519 674,290 
Port McNicoll............... 8,433,810 164,741 | 6,059,170 106,128 
Ont Perry ccceereserne ess 23,306,400 429,220 13,545,930 244,539 


POR ROW anise. 3,309,060 64,412 1,859,855 36,184 


PortyStanlevitecnrcesrts 10,454,340 189,848 6,561,620 120,971 
Prescott stctgcsresteveeerervccs 31,411,491 488,147 14,173,590 213,763 
PLEStOMe.ceccscctenaecccarsecectens 132,796,603 2,083,177 45,953,755 791,196 
Pricevilles ce cccsccrees 607,780 12,590 530,330 10,869 
PRINCELON een crocs crceeeeatine 2,722,140 43,435 1,902,250 28,261 
Queenston!2 sence 2,717,330 45,547 2,059,190 34,930 
Rainy Riverivers..eee. 7,284,215 143,858 4,343,647 86,666 
Red) Rock sce cere sarees 6,794,760 107,992 3,315,510 56,667 
Renfrew cece cestsensceetee: 52,396,750 908,382 25,175,883 460,158 
Richmond, cecccssrssecssccns 14,665,645 258,610 9,645,650 1733553 


Richmond Hill............... 143,113,562 2,451,817 50,486,932 004,137 


Rid etowD\cee-eecnna er. 17,205,865 349,400 7,585,387 165,293 
Ripley iver secre cers, 4,173,140 66,330 3,007,860 46,211 
Rockland 22S ramscutes 18,554,150 340,507 11,886,880 220,223 
ROCK WoOOd i 52.5 .ccevsccrecnes 5,298,140 98,111 3,754,610 70,063 
ROGNCY ec ectetee cre 4,812,150 80,060 2,444,840 41,484 
IROSS@AUC crt. coceror aa 1,588,520 ZIAD 1,092,580 20,382 
Russells scrtcccrecxcnne neces 4,453,280 76,034 3,073,790 50,669 


Sree) are 
127,516 


258,947,451 
6,495,794 


1113;6395233 
9,167,684 


18,084,673 
168,272 


St. Catharines sce: 
St? Clairs Beach 1. 


St Georpe eee ncaa eee 6,371,340 99,383 2,630,760 42,548 
Diy SACOUG ccnreercseeenncs 11,285,580 151,462 3,311,166 48,374 
DEC IMLATVS co scntracsacscatreer es 30,345,594 483,108 15,386,828 258,580 
Ste TOMAS fess certs 192,389,439 3,202,560 66,131,054 1,358,613 


Sandwich West Twp. ... 55,658,941 1,061,604 44,325,161 860,644 


PSEC TE Uebsee cere erate teers 501,613,358 7,145,588 142,737,060 2,435,275 
Scarborough:......:..<...:0.- 2,531,575,010 40,312,038 885,300,510 14,956,420 
Schreiber Ewpiecic..-- 12,033,535 201,913 7,199,055 117,983 
Sea forte potg esate sen 13,483,400 7H Ne Woy 6,349,320 134,609 
Shelburne 2s tes cee 18,718,940 339,834 13,205,800 231,918 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1975 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
36,068,139 526,318 19,774 441,000 6,150 
984,610 22,615 1,059 49,320 674 
69,923,868 998,434 8,372 1,325,520 18,042 
63,751,592 1,012,811 8,399 996,480 15,069 
7,598,632 144,873 2,796 348,120 4,899 
15,261,226 278,390 5,888 489,960 7,168 
68,730,158 981,134 13,477 1,093,680 16,073 
2,229,920 56,560 5,547 144,720 2,053 
9,471,750 180,148 5,997 288,720 4,533 
1,341,925 26,929 1,091 107,280 15299 
3,577,000 65,280 2,293 315,720 S97 
16,845,861 269,370 5,209 392,040 5,014 
84,678,888 1,263,731 13,104 2,163,960 28,250 
58,370 1,458 608 19,080 263 
768,410 14,508 1,507 51,480 666 
591,900 LUNI 3,083 66,240 900 
2,786,848 55,071 2,458 153,720 ZA 
3,382,050 50,047 9,092 97,200 1,278 
26,514,547 439,272 4,546 706,320 8,952 
4,796,795 81,975 5,439 223,200 3,082 
91,250,350 1,427,946 9,901 1,376,280 19,734 
9,034,398 175,285 4,026 586,080 8,822 
1,081,400 19,050 2,048 83,880 1,069 
6,409,150 116,538 3,899 258,120 3,746 
1,339,770 25,388 2,147 203,760 2,660 
2,230,150 36,949 2,280 137,160 1,627 
447,700 8,783 Ah 48,240 614 
1,259,250 23,760 2,798 — 120,240 1,605 
331,610,318 5,549,383 8,258 6,776,659 14,134,680 206,918 
2,490,450 38,071 6,195 181,440 2,685 
3,628,620 5.307, 6,434 111,960 1,478 
7,838,334 101,378 11,769 136,080 1,710 
14,393,206 217,545 4,322 565,560 6,983 
123,988,225 1,814,310 10,075 2,270,160 29,637 
11,007,620 196,194 4,189 326,160 4,766 
254,677,538 3,608,472 11,578 97,632,000 1,013,235 6,566,760 88,606 
1,392,747,820 | 22,256,633 12,805 223,114,240 2,669,830 30,412,440 429,155 
4,508,320 79,576 4,174 326,160 4,354 
6,801,440 131,648 4,152 332,640 4,894 


5,153,140 102,921 2,892 360,000 4,995 
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MUNICIPALITY 


Simcoe 


Sioux Lookout 
Smiths Falls 
Southampton 


South Gr 


South River 
Springfield 


Stayner 
Stirling 


imsby Twp..... 


Stoney Creek..0:.:...00.0.:. 


Stouffville 


Stratford. 
Strathroy 


Streetsville 


Sundridge 


Sutton 


Tavistock 
Tecumseh 


Teeswater 


Terrace Bay (lwpic....< 


Thamesfo 


Thamesville 


Thedford 
Thessalon 


Thornbury 


ie le Seems Bee 


‘Lhormdales fopsiac sce 


Thornton 
Thorold .. 
Thunder 

Tilbury.... 


Bay 


SIAMSOMDUT Pies. eres 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT 
For the Year Ende 


RESIDENTIAL SERVICE 


TOTAL 
REVENUE 


TOTAL 


SALES Revenue Customers 


kWh $ kWh $ 


113,048,429 2,048,490 4,797 37,044,411 835,766 
20,820,610 381,580 1,118 10,421,860 200,067 
74,620,922 1,253,134 3,875 29,614,790 590,906 
23, SOU I27 418,026 1,652 15,092,317 271,444 


5,091,815 107,242 477 2,737,850 58,159 


453 
197 
970 
651 
2,187 


7,216,447 
2,066,880 
12,907,940 
9,595,540 
37,433,040 


Lei 

32,854 
242,461 
166,294 
649,084 


4,496,260 
1,456,390 
8,051,900 
5,622,430 
20,704,237 


78,824 
22,399 
149,491 

96,332 
361,753 


33,665,199 
239,509,984 
47,472,903 
45,006,962 
34,708,069 


558,621 
3,921,976 
826,666 
751,328 
643,309 


1,853 
8,673 
2,674 
2,392 
2,063 


15,943,858 
79,159,084 
20,767,462 
18,353,543 
20,662,806 


276,336 
1,475,496 
372,273 
332,756 
385,695 


595,654,190 
4,021,970 
6,144,270 

18,893,990 

7,008,580 


10,186,286 
66,677 
95,882 

304,777 

107,769 


29,029 
305 
400 

1,063 
335 


270,654,586 
2,545,230 
3,401,550 
9,329,765 

3,332,640 


4,691,672 
40,373 
50,072 

151,742 

53,215 


13,455,020 235,372 649 6,742,080 119,111 


25,581,634 428,464 1,648 13,130,541 2535120 
8,063,838 126,247 442 3,704,585 56,482 
14,172,085 216,055 564 7,185,075 112331 


10,240,907 163,094 545 5,771,662 97923 


5,778,006 
4,264,065 
9,693,990 

10,395,035 

2,072,271 


123,448 

66,622 
178,022 
197,146 
34,550 


461 
330 
637 
701 
161 


2,944,500 
2,520,260 
5,431,070 
5,007,460 
1,237,920 


53,485 
36,947 

97,838 
100,309 
20,043 


1,994,980 37,185 167 1,525,100 28,045 


43,978,305 751,384 2,731 16,815,650 353,868 
867,254,247 14,588,295 36,839 316,864,714 5,856,519 
26,177,741 469,062 1,503 9,734,870 185,666 


59,294,506 1,047,200 2,978 18,470,913 369,092 


6,906,275,777 
9,908,510 
158,858,684 
12,323,600 
20,941,849 


107,816,152 
202,197 
2,398,449 
214,267 
349,880 


198,279 
834 
5,518 
741 
1,207 


1,242,470,516 
5,791,700 
44,973,882 
6,216,460 
10,480,400 


22,106,189 
125,991 
786,145 
101,612 
170,899 
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SALES, REVENUE AND CUSTOMERS 
Jecember 31, 1975 


Sales 


kWh 
74,389,058 
10,076,550 
43,920,372 
7,712,210 
2,249,205 


2,581,947 
537,050 
4,585,680 
3,785,910 
16,040,843 


17,321,021 
156,735,060 
26,024,681 
25,822,539 
13,550,623 


316,931,644 
1,387,100 
2,648,400 
9,319,785 
3,534,820 


6,527,900 
12,096,493 
4,204,093 
6,711,970 
4,322,365 


2,559,906 
1,605,205 
3,950,440 
5,165,095 

748,311 


425,600 
26,300,455 
536,818,253 
15,891,351 
39,778,873 


4,125,058,247 
3,961,290 
71,194,642 
5,925,340 
10,237,169 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) 


Revenue 


$ 

1,188,906 
176,931 
648,264 
138,777 

47,686 


5222 
9,602 
89,155 
67,503 
277,778 


276,833 
2390.91 
445,452 
406,455 
250,291 


09329 
25,147 
44,536 

149,874 

52,758 


113,850 
170,653 
67,659 
O93 
63,322 


66,046 
27,943 
75,589 
93,705 
13,514 


8,529 

386,088 
8,531,569 
219,992 
663,499 


65,730,869 
73,903 
1,075,205 
110,308 
175,995 


Rev 
Custo- Custo- | per 
mers Sales Revenue mers kWh 


1,472,057,547 


40,960,000 


18,985,368 


513,536 


Sales 


kWh 
1,614,960 

322,200 
1,085,760 
547,200 
104,760 


138,240 

73,440 
270,360 
187,200 
687,960 


400,320 
3,615,840 
680,760 
830,880 
494,640 


8,067,960 
89,640 
94,320 

244,440 
141,120 


185,040 
354,600 
155,160 
275,040 
146,880 


273,600 
138,600 
312,480 
222,480 

86,040 


44,280 
862,200 
13,571,280 
551,520 
1,044,720 


66,689,467 
155,520 
1,730,160 
181,800 
224,280 


169 


STREET LIGHTING 


Revenue 


$ 
23,818 
4,582 
13,964 
7,805 
1,397 


2,131 

853 
3,815 
2,459 
953 


5,452 
49,509 
8,941 
AWE 
7,323 


125,255 
Let Sy 
1,274 
3,161 
1,736 


2,411 
4,691 
2,106 
Shi fe) 
1,849 


S917 
1,732 
4,595 
3,132 

993 


611 
11,428 
200,207 
7,404 
14,609 


993,726 
2,303 
23,563 
2,347 
2,986 
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MUNICIPALITY 


Vankleek Hill................. 
Vaughan Twp. ...........+.. 
Victoria Harbour........... 
Waltkertomis.. chicas en. 
Wallaceburpe: cee. 


Ward 
Wark 
Wasa 


SVING 8 cetikincereteeta- 
WOMEN erseseseetsernees 
gan Beaches cen. 


Waterdown .,...:5.¢.0e: 
Waterford fo .h ee ii 


Wialetlooncs. aecsiec aes 
Woattord@ne coer 
Waubaushene.................. 
Webbwood................00 
Welland )22.02.4.ceee. 


Wellesley 20.8.2 sscccsssscarers 
Wellington | 2a s.c.ccetr ce 


West 


MOENG 5 4.-e ces: 


West ponticnn crestor: 
Wheatleynconc cue 


Willtamsburgic. cscs. 


Winc 
Wind 


Wind 
Wing 


NeSstef ee 
eTmeres.- ee: 


SOR Sa eee ees 
hams. aes. 


Woodbridge .............:00 
Woodstock s.c.cat ee 
Woodville.o. cine ee 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Endes 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kWh $ kWh $ 
8,029,400 140,428 637 4,811,750 82,503 
310,227,887 5,218,501 8,596 77,246,799 1,472,517 
6,563,902 124,195 607 4,753,600 88,657 
41,572,568 701,687 1,785 16,895,740 302,586 
135,066,898 2,074,694 4,056 23,401,070 448,625 


2,258,620 36,102 199 1,214,110 19,062 


3,362,060 61,687 283 2,255,550 40,515 
7,540,070 173,881 813 4,154,910 98,470 
12,980,573 220,990 716 6,086,720 107,232 
12,159,710 268,128 997), 6,076,745 143,656 


393,951,699 6,357,306 11,406 105,129,601 1,956,856 


8,930,295 174,159 622 4,341,110 84,108 
3,981,120 82,318 478 3,241,450 67,142 
2,245,600 41,826 164 1,340,310 26,292 
300,533,133 5,347,335 13,478 76,233,806 1,768,596 


3,873,590 68,512 329 2,885,460 48,738 


6,467,104 116,199 542 4,176,459 75,516 
8,617,660 151,104 510 3,916,835 66,196 
5,036,485 89,144 350 2,633,020 47,889 
8,772,730 145,039 607 4,866,660 78,425 


90,170,906 1,626,189 


212,410,418 3,484,241 8,572 


15,676,185 278,970 928 8,822,695 155,436 
1,966,830 31,295 154 1,114,340 17,078 
20,413,125 314,802 747 7,518,345 128,779 


1,334,100 27,460 148 884,850 19,096 


1,600,095,254 25,591,894 64,952 431,231,016 8,672,197 


36,799,626 571,950 1,309 13,127,126 208,058 
21,802,681 318,749 900 8,754,860 132,065 
225,916,744 3,650,472 9,330 73,244,790 1,388,048 
2,962,600 55,400 265 2,185,790 40,027 


7,520,620 135,968 606 4,561,540 82,481 
756,599,229 11,344,063 34,476 252,784,265 3,943,801 
4,927,150 94,331 351 3,161,700 ey PSY 
52,543,503,176 827,766,981 | 1,899,392 | 15,394,846,066 | 278,928,028 


Statement C {71 


ALES, REVENUE AND CUSTOMERS 
ecember 31, 1975 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
2,988,330 54,975 229,320 2,950 
230,879,768 | 3,714,954 2,101,320 31,030 
1,675,302 33,649 135,000 1,889 
24,347,428 394,581 329,400 4,520 
110,223,668 | — 1,606,378 1,442,160 19,691 
966,750 16,116 77,760 924 
992,030 19,695 114,480 1,477 
3,146,120 71,944 239,040 3,467 
6,585,333 109,574 308,520 4,184 
5,855,805 121,204 227,160 3,268 
223,060,178 | 3,578,543 735,660 5,749,920 86,247 
4,453,825 88,128 135,360 1,923 
643,550 13,801 96,120 1,375 
840,850 14,705 64,440 829 
171,012,799 | 2,694,766 4,727,160 65,656 
868,610 18,215 119,520 1,559 
2,210,725 39,614 79,920 1,069 
4,505,705 82,305 195,120 2,603 
2,300,865 39,966 102,600 1,289 
3,731,470 64,408 174,600 2,206 
98,714,352 | 1,511,318 303,284 3,115,080 43,450 
6,560,090 119,397 293,400 4,137 
800,650 13,553 51,840 664 
12,697,500 183,445 197,280 2,578 
422,250 7,969 27,000 395 
768,666,398 | 12,159,619 4,425,879 23,406,840 | 334,199 
23,342,020 359,446 -— 330,480 4,446 
12,664,061 181,704 383,760 4,980 
149,018,314 | 2,213,200 3,653,640 49,224 
722,090 14,625 54,720 748 
2,835,240 51,800 _ 123,840 1,687 
399,361,915 | 6,196,764 96,411,369 | 1,092,421 8,041,680 | 111,077 
1,632,610 35,013 = — 132,840 2,007 


125,360,657 | 440,727,306 | 222,662 8,436,625,506 | 99,672,120 586,670,947 | 8,439,527 
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LIST OF ABBREVIATIONS 


AMEU _ - Association of Municipal 
Electrical Utilities 

GS - Generating Station 

kV - kilovolt(s) 

kVA - kilovolt-ampere(s) 


kWh - kilowatt-hour(s) 
MEU - Municipal Electrical Utilities 


min - minimum 
minute 


MW - megawatt 


NPD - Nuclear Power Demonstration 

OMEA_ - Ontario Municipal Electric 
Association 

its - Transformer Station 


Twp - Township 
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FOREWORD 
Report of the Board of Directors To the Minister of Energy 


The Corporation’s financial outlook brightened considerably in the fall of 
1976 when the Ontario Energy Board concluded its examination of the 1977 
rate proposal and recommended an increase averaging 30.3 per cent in whole- 
sale power rates. The Hydro Board was encouraged by the OEB’s findings and 
its support for such a large but necessary increase. 


While the Hydro Board and the OEB both recognized the impact of such an 
increase on consumers in a time of anti-inflation constraints, they were con- 
vinced that only an increase of that magnitude could ease the deterioration of 
the Corporation’s financial position and preserve its ability to attract capital at 
reasonable rates. The price of electricity must reflect the true costs of produc- 
ing and distributing it in today’s world. This stabilized financial position and 
expectations of more favourable operating results in 1977 mean that the rate 
change necessary to cover costs forecast for 1978—which will be submitted to 
the Minister of Energy by April 30th—is expected to be substantially lower 
than this year’s increase. 


The year 1976, however, was financially disappointing. Although Ontario 
Hydro was able to comply with the borrowing restraints imposed by the Gov- 
ernment of.Ontario, revenues in 1976 fell below the forecast level and once 
again the Corporation failed even to produce enough revenue to meet the stat- 
utory requirement for debt retirement. No funds from revenues were available 
for system expansion. 
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There were two main reasons for that result. First, the 1976 rate increase 
finally recommended by the Select Committee of the Legislature in mid-year 
and confirmed by the Government was lower than that considered necessary, 
by both the Hydro Board and the Energy Board, to halt further deterioration 
in Hydro’s financial position. Second, net income was substantially below 
expectations because of adverse conditions affecting the provincial economy. 
The final figures show the result. Net income for 1976 was $52.5 million 
instead of the $100 million assumed by the Select Committee. Since the statu- 
tory debt retirement obligation totalled $87.6 million, the remaining $35.1 mil- 
lion was withdrawn from reserves. 


Continuing public concern about the heavy burden of financing the growth of 
the provincial power System was reflected in the deliberations of the Select 
Committee of the Legislature enquiring into Hydro’s 1976 rate proposals. In 
an attempt to establish new priorities, the Committee in June released a far 
ranging report, entitled A New Public Policy Direction for Ontario Hydro. 


Its principal recommendation was that planned additions to the power system 
be scaled down substantially beyond the reductions already directed by the 
Hydro Board in response to Government constraints on borrowing. The defer- 
ments in construction of new power stations and the cancellation of one heavy 
water plant resulting from those constraints are expected to reduce capital 
expenditures by $7 million and generating ‘capacity by 4 million kilowatts by 
1985. The report also recommended the establishment of two new select com- 
mittees: one to monitor Hydro’s response to the first Select Committee’s rec- 
ommendations; the other to consider the Corporation’s nuclear commitment. 
All these recommendations were subsequently accepted by the Government. 


The Hydro Board concurred in general with the intent of the Committee’s rec- 
ommendations as reflecting the new social environment in which utilities now 
operate, the need for the continuation and expansion of aggressive conserva- 
tion programs, and the requirement to achieve the most efficient use of power 
stations and fuel resources in the constrained circumstances that lie ahead. 


But the Board registered serious misgivings about ordering further cutbacks in 
the system expansion program before the risks and benefits of such a decision 
could be carefully weighed. It therefore ordered a complete reassessment of 
the Corporation’s current program along with a review of the economic and 
social factors involved. It is scheduled for completion and consideration by the 
Board later this year. Although the Board considered that it would be impru- 
dent to declare a complete moratorium on all commitment to and construction 
of new plants while the review is underway, it did decide to defer major equip- 
ment purchases for the Darlington, Atikokan and subsequent stations. Some 
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aspects of these projects as well as public participation for the acquisition of a 
new station site on the North Channel of Lake Huron proceeded during the 
year to avoid losing time that would be irrecoverable. 


Because of the long lead times of 10 to 15 years needed to take a new power 
station through planning, approvals and construction, the Board considers this 
study to be a matter of critical urgency. While there are cost penalties associ- 
ated with overbuilding, the economic hazards of underbuilding and falling 
short of customer requirements could be even more hazardous to the economy 
and well-being of Ontario and Ontarians. 


Regardless of future adjustments—up or down—in the expansion of the pro- 
vincial power system, the central issue facing Hydro today is, and will con- 
tinue to be, conservation. It is good to be able to report that the intensive 
program being conducted by Ontario Hydro and the municipal electric system 
is making considerable progress in achieving greater public awareness of the 
vital need to conserve. 


Development of new equipment and appliance standards to improve effi- 
ciency in electrical consumption has been given a high priority, as have pro- 
grams to assist all types of customers—industrial, commercial, farm and 
residentail— in eliminating waste. Early in the year, a joint study commis- 
sioned by the Ministry of Energy and Ontario Hydro into the use of wind 
power to generate electricity in remote locations was completed. Results of the 
study are now being discussed by the provincial and federal governments. 
Work began during the year in Hydro’s research laboratories on a solar 
assisted water heater and consideration is being given to the installation of an 
experimental solar heating unit in one of the Corporation’s administration 
buildings. 


Despite Hydro and government conservation programs, unusually cold 
weather and increased industrial activity pushed Ontario’s 1976 peak power 
requirements 9.5% above the 1975 peak. This is substantially higher than the 
6% growth rate that must be achieved if the traditional level of reliable service 
is to be maintained. 


These requirements reached record peaks in December and coincided with 
emergency conditions in the provincial power system, placing the maintenance 
of a reliable supply of electrical energy in serious jeopardy on several days of 
the month. The conditions were a combination of severe winter weather, 
mechanical problems at Nanticoke, low water conditions in northern Ontario 
and the inadequate transmission facilities to move power out of the Lennox 
generating station. All this was heightened by the partial withdrawal, under 
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the terms of contract, of firm power by Hydro-Quebec which was facing simi- 
lar winter problems. 


The locked-in power at Lennox during this emergency situation provided a 
striking example of a problem that increasingly concerns the Hydro Board. 
Delays in obtaining approvals for urgently needed transmission line rights-of- 
way and the sheer complexity of the approval processes facing new generating 
projects not only add substantially to the costs that must be borne by Hydro 
customers, but also threaten the reliability of the power system itself. The fear 
now is that new generating units and the lines to move electricity to the cus- 
tomer simply won’t be there when needed. Streamlined methods are sorely 
needed to speed up the approval process while still providing for the legitimate 
concerns of property owners, special interest groups and the public generally. 


An outstanding success story of 1976 was the performance of the Pickering 
Nuclear Generating Station and the Bruce Heavy Water Plant. Of four 
540,000-kilowatt units at Pickering, three operated at better than 90 per cent 
capability. In fact, three of the units rated first, second and fourth in terms of 
reliability among the world’s 69 large commercial power reactors. The Bruce 
Heavy Water Plant A reached a net capacity factor performance of 91 per cent- 
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far above earlier expectations and in happy contrast to the bitter lessons in 
design, construction and operation experienced by heavy water plants in other 
parts of Canada. 


This report is not the place to debate the pros and cons of nuclear energy— 
that will be done by the Royal Commission on Electric Power Planning and 
the Legislature’s select committee. However, the Hydro Board believes that for 
us in Ontario, nuclear energy is the only option that can assure sufficient sup- 
plies of electricity to give us a prudent degree of self reliance during the nine- 
teen eighties and nineties. Ontario has abundant supplies of nuclear fuel— 
uranium—and a proven, economical technology—the CANDU reactor, with 
its outstanding record for safety and cost efficiency. 


But despite the importance of nuclear energy in Hydro’s plans, coal remains a 
significant and important fuel for the generation of electricity in Ontario. Coal 
consumption is projected to increase from 8.4 million tons in 1976 to between 
IS and 18 million tons in the 1980s. During the past year, Ontario Hydro 
signed long term contracts with certain western Canadian coal producers in 
order to moderate its growing dependence upon American suppliers. The 
delivery of 3 to 4 million tons of coal and lignite annually to Ontario from 
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Alberta, British Columbia and Saskatchewan by the 1980s requires the devel- 
opment of an extensive transportation system in cooperation with the mining 
companies, railways and shipping lines. A terminal and handling facility is 
under construction at Thunder Bay and arrangements are being made for the 
blending of the Western coal with that from the U.S. at Nanticoke. 


The year also saw Hydro complete one of the most detailed analyses of its type 
ever undertaken—the study of the costing and'pricing of electricity in Ontario. 
The purpose of the Hydro Board in authorizing the formal study in 1974 was 
to produce a document that would serve as a useful focus of discussion. 
Although the report of the study team endorses the concept of marginal cost 
pricing, the Hydro Board will take no position on any of the recommendations 
until public hearings before the Ontario Energy Board are completed. The 
report’s fundamental premise, with which the Hydro Board agrees, is that effi- 
ciency in the allocation and use of resources in the production of electric 
power must be a principal objective in pricing electricity in Ontario. 
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The Board is saddened to record the tragic crash last September of an aircraft 
near Abitibi Canyon in northern Ontario that claimed the lives of 10 people 
involved in the Royal Commission on Electric Power Planning. Among the 
dead were two dedicated Ontario Hydro employees, John Wesley James, man- 
ager of Energy and Environmental Studies and Bryan Roland Isbister, public 
hearings officer in the Rate and System Expansion Hearings Department; and 
John Richard Houston, Q.C., Hydro counsel for the Royal Commission. To 
their families and those of the other victims the Board extends its profound 
regrets and sympathy. 


This report should also note the resignation on October 25 of Mrs. Jean Pigott 
from the Board of Directors following her election to the House of Commons. 
Mrs. Pigott, appointed to the Board in March, 1974, served with distinction as 
its first woman member. In May, the Board welcomed two new members, Wil- 
liam A. Stewart, of Denfield, a former Minister of Agriculture and Food, and 
Robert M. Schmon, of Niagara-on-the-Lake, President of The Ontario Paper 
Company Limited. In March 1977, Premier William Davis announced the 
appointment of Sister Mary Zimmerman, executive director of St. Michael’s 
‘Hospital, Toronto, to replace Mrs. Pigott, and of Arthur Bowker, of Ottawa, a 
past president of the Ontario Municipal Electric Association, to replace Doug- 
las Hugill, of Sault Ste. Marie. The Board wishes to acknowledge the strong 
contribution made by Mr. Hugill, also a past president of the OMEA, during 
his three-year term as a director. 


The Board met on two occasions during the year with the executives of the 
Ontario Municipal Electric Association and the Association of Municipal 
Electrical Utilities, highlighting the continuing cooperation of these associa- 
tions with Ontario Hydro in serving the province’s electrical needs. 


We also wish to acknowledge the help and support of the many agencies and 
branches of government with which the Corporation deals, and in particular 
the Minister of Energy and his staff. 

Finally, to the more than 24,000 employees whose efforts make Ontario Hydro 
one of the world’s finest electric utilities, our thanks for their dedication and 
hard work on behalf of the people of this province. 

On behalf of the Board, 


Robert B. Taylor, Chairman 
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The Corporation 


Ontario Hydro is a special statutory corporation which administers an electric 
power enterprise and has broad powers to produce, buy, and deliver electric 
power throughout the Province of Ontario. It was created as a financially self- 
sustaining body corporate under the name of The Hydro-Electric Power Com- 
mission of Ontario by an Act of the Provincial Legislature passed in 1906. It 
now operates under The Power Corporation Act, Revised Statutes of Ontario 
1970, c 354 as amended. 


Effective March 4, 1974, legislation changed the name of The Hydro-Electric 
Power Commission of Ontario to “Ontario Hydro”. At the same time the 
administration of the Corporation was changed from a six-man commission to 
a Board of Directors composed of a Chairman, a Vice-Chairman, a President, 
and not more than 10 other directors. The Corporation consists of those per- 
sons, appointed by the Lieutenant-Governor-in-Council, who from time to 
time comprise its Board. 


Ontario Hydro is primarily concerned with providing electric power in the 
Province by generation or purchase and delivering it in bulk to municipal utili- 
ties for resale, and to certain direct industrial customers such as pulp and 
paper mills, mines and electro-chemical and metallurgical industries. The 
remaining primary sales are made to retail customers either in rural areas or in 
certain communities not served by municipal electrical utilities. Ontario 
Hydro also makes sales to other power systems in Canada and the United 
States. 


In addition to supplying power, the Corporation, as required by Provincial leg- 
islation, exercises certain regulatory functions with respect to the electrical 
service provided by municipalities. For administrative purposes Ontario 
Hydro maintains seven regional offices suitably located throughout the Prov- 
ince and 61 area offices for administration and operation of the retail system. 


The basic principle governing the financial aspect of Ontario Hydro’s opera- 
tions is that service is provided at cost, which is defined in The Power 
Corporation Act to include charges for power purchases, operation, mainte- 
nance, administration, fixed charges, and reserve adjustments. The fixed 
charges comprise interest, depreciation, and a provision for the retirement of 
debt over a 40-year period. The municipalities, operating under cost contracts 
with Ontario Hydro, are billed monthly at rates based on estimates of the cost 
of providing service throughout the year. 
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The Province guarantees the payment of principal and interest on all bonds 
and notes issued to the public by Ontario Hydro. In the case of public borrow- 
ing in the United States, the Province borrows on behalf of Hydro by issuing 
its own debentures and advancing the proceeds to Ontario Hydro upon terms 


and conditions agreed upon between the Corporation and The Treasurer of 
Ontario. 


Demands and resources 
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OPERATIONS 
Providing power and energy 


The primary energy demands rose by 7.9 per cent to 90,853 million kilowatt- 
hours in 1976 and total production increased by 9.4 per cent to 97,478 million 
kilowatt-hours, as compared to 84,222 million and 89,140 million kilowatt- 
hours respectively in 1975. On December 13, customers’ needs in the face of 
severe winter weather drove demand to a record peak of 15,895,557 kilowatts, 
or 9.5 per cent more than the 1975 peak. 


During the year, Ontario Hydro also generated significantly more of the total 
power provided to the 2,710,165 customers of Hydro and the 353 associated 
municipal electrical utilities— 83.7 per cent of the energy made available, 
compared with 81.6 per cent a year earlier. Purchased energy made up 16.3 per 
cent. 
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Hydraulic generation continued as the single largest source of energy made 
available, providing 36.1 per cent of total electrical energy. Coal accounted for 
23.6 per cent while nuclear followed with 16.5 per cent of the total. Natural gas 
provided 4.6 per cent and oil 2.9 per cent of total energy respectively. Coal, 
natural gas, and oil-fuelled generation contained to account for slightly more 
than one quarter of total production. 


Coal consumption rose by 11.3 per cent last year to 8,388,493 tons, while the 
introduction of the Lennox Generating Station caused residual oil needs to 
move from 821,262 barrels in 1975 to 4,506,750 barrels in 1976. Hydro’s use of 
natural gas in 1976 totalled 49.5 billion cubic feet, down from the 58.3 billion 
cubic feet used in 1975. 


The immediate situation is one of rising fossil-fuel costs. Where once Hydro 
was able to provide relatively inexpensive electricity because of the availability 
of hydro-electric generating sources, most sites of this low-cost power are 
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developed and Ontario Hydro must turn to nuclear and fossil-fuelled plants. 
This increasing reliance on thermal generation means that the cost to the con- 
sumer must rise. 


As December approached in 1976, Ontario experienced abnormally cold 
weather and the demand for electricity rose to unusually high levels. Hydro 
did not anticipate any major problems meeting this demand although 
extremely low water levels especially in the northwest and northeast, severely 
restricted the use of hydro-electric stations. Also, due to the lack of a 500- 
kilovolt transmission line—delayed over a routing dispute—almost 1,000,000 
kilowatts of power were locked in at Lennox Generating Station. 


By Wednesday, December 1, with peak demand at 15,168,550 kilowatts, 
cracked boiler-hanger rods were discovered on Nanticoke No. 3 unit. Because 
of this problem it was also necessary to take the No. | unit out of service and 
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reduce the electrical output of units 4 and 5. To maintain service to firm cus- 
tomers. interruptible “B” customer loads were cut by 45,000 kilowatts. 
Towards the end of the day, unit 4 was also removed from service because of 
hanger-rod problems. 


The problems continued on December 2. Hydro faced a record peak demand 
of 15,756,390 kilowatts and had difficulties meeting it. Four 500,000-kilowatt 
units at Nanticoke were unavailable; some generation was locked in at Len- 
nox; northern stations had to reduce output because of low water levels; and 
neighbouring utilities, affected by cold weather conditions, could not supply 
much emergency power. The Corporation cut service to its interruptible cus- 
tomers. Later that same evening, fish plugged the cooling water intakes at 
Lambton Generating Station, shutting it down, and further temporary cuts 
had to be made. 


On: December 3, when the peak demand was 14,916,820 kilowatts, Hydro- 
Quebec reduced exports to this province to 650,000 kilowatts from the normal 
1,000,000 kilowatts because of cold weather in Quebec. Ontario Hydro cut 
service to both interruptible “A” and “B” customers and implemented a one- 
“hour voltage reduction. In the afternoon the situation eased and purchases 
from New York and cuts to interruptible customers enabled Hydro to meei 
the demand. 

By December 6 the cold snap broke. Commissioning tests of the No. 6 unit at 
Nanticoke and the No. 2 nuclear unit at Bruce provided an additional 575,000 
kilowatts to the system and peak demand declined to 14,869,180 kilowatts. At 
mid-day, however, the system lost 1,000,000 kilowatts of power for about an 
hour when fish again blocked the cooling water intakes at Lambton, forcing 
two units out of service. At the same time, Hydro-Quebec reduced power to 
Ontario by 400,000 kilowatts. Hydro quickly made cuts to interruptible “B” 
customers and bought 300,000 kilowatts from the Carolinas. Between three 
and four in the afternoon, however, the situation again worsened. Fish once 
more knocked out all four units at Lambton. Hydro cut service to interruptible 
customers, terminated a 100,000-kilowatt power sale to Manitoba, and bought 
620,000 kilowatts from the United States. 


For the remainder of December—aside from relatively minor problems— 
Hydro was able to supply the needs of Ontario as well as to export energy to 
both Manitoba and the United States. 


The events of this period proved beyond doubt the benefits of interconnec- 
tions with neighbouring utilities in maintaining service to customers during 
emergencies. 
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Hydro currently has 34 contracts for interruptible “A” and interruptible at 
service. These industrial customers pay lower rates because service to them is 
liable to interruption. Until December, only the interruptible “B” customers 
had been affected on three different days during the year, for a total of seven 
hours. During December, interruptible “B’s” were cut on five days and inter- 
ruptible “A’s” on three. In general, service to interruptible customers has pri- 
ority over service to U.S. utilities. Hydro does not export to the United States 
power obtained by cuts to interruptible “B” customers unless the U.S. utility is 
unable to supply the demand of its firm customers, it does not sell in the 
United States at all if that sale affects Ontario interruptible “A” customers. 
The United States utilities treat Hydro in exactly the same way. 


For other Canadian utilities the situation is different. Hydro will sell power to 
domestic neighbours to help them meet firm demand even if both interruptible 
classes are affected. 


The experience of this past December has given a glimpse of what can be 
expected in the late 1970’s if conservation programs fail. Adequate reserves are 
the key to any electrical generating system. Power cuts will become more fre- 
quent towards the 1980’s if Hydro cannot maintain reserves in the face of 
increased demand. 


Energy Conservation 


Conservation is a continuing program inaugurated at Hydro before the days of 
oil embargoes and forecasts of diminishing energy reserves. Now, however, it 
has become a crucial issue. 


Central to the situation was the $7-billion cutback in Hydro’s expansion plans 
to 1985. The cuts removed 4 million kilowatts of generating capacity planned 
for 1985—the equivalent of twice Hydro’s installed capacity at Niagara Falls. 


Now the Corporation can no longer build to meet demand. It can construct 
only what the Province thinks it can afford. That constraint will mean an 
endangered electrical system unless the people of Ontario adopt energy con- 
servation as a habit of life. 


The key to the solution is the growth of demand. Historically the demand for 
power has risen by about 7 per cent a year. Now, however, the margin between 
demand and supply is narrowing. This means that there can be a shortage of 
power unless all customer's practise moderation. Brownouts, and then black- 
outs, are the alternatives to conservation. | 


| 
| 
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The changing economics of electrical generation also dictate conservation. 
Inflation has taken its inevitable toll, pressing costs higher year by year. So has 
the necessary transition from inexpensive water power to the more costly ther- 
mal generation fuelled by coal and uranium. 


Even without the spending cutbacks, conservation is the only practical policy 
for a province such as Ontario with little in the way of indigenous fossil-fuel 
resources, and all the economically feasible hydro-electric sources already har- 
nessed. Almost 80 per cent of the fossil-fuel stocks burned in Ontario Hydro’s 
generating stations are purchased outside the Province. Of that supply, 98 per 
cent comes from the United States. 


Another factor to consider is the long lead times a utility needs to bring new 
generation units into service. Where it may take only 3 years after discovery to 
bring a new oil field into production and 5 years after discovery to develop a 
deep coal mine, it can require up to 14 years to plan, get approvals for, and 
build a nuclear generating plant. 


To date, the results of the conservation program have been encouraging. 
Industrial concerns have cut energy use through improved efficiency. One 
company achieved a saving of 8.9 per cent or $6,000,000 in 1975 and recorded 
a 6.6 per cent reduction in 1976. But all customers in Ontario are called on to 
practise conservation. 


Ontario Hydro has instituted a broad information program designed to pro- 
mote conservation. Television and radio commercials, high school lectures and 
accompanying information kits, seminars for businessmen, case histories for 
customers, and speeches to interested groups are all part of the Hydro conserv- 
ation thrust. Among its employees, Hydro has launched a program which 
involves conservation of energy in all forms, direct and indirect, ranging from 
Switching off lights to reducing paper consumption. 


ENGINEERING AND CONSTRUCTION 
Planning 


In many ways 1976 was the beginning of a new era for Ontario Hydro. It was a 
year of testing, a year of developing new techniques, new planning tools, and 
indeed new philosophies. 


Where once the Corporation could estimate consumer demand for electrical 
energy and then build the plant to satisfy that need, restraints on the planning 
process for system development, dictated primarily by availability in capital 
funds, continued from 1975. 
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POWER DEVELOPMENT PROJECTS UNDER CONSTRUCTION 
as at December 31, 1976 
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The purchase of substantial amounts of Western Canadian coal reflects a 
major policy decision by Ontario Hydro. Although this results in higher 
energy unit costs, it seems prudent to develop a long-term Canadian fuel 
source in order to reduce the Corporation’s almost total dependence on U.S. 
sources. 


Since boilers in Hydro’s existing coal-fired stations are designed to burn U.S. 
coal and the properties of Western Canadian coal differ substantially from it 
in water and sulphur content, the two coals must be blended to achieve satis- 
factory operating efficiency and to meet air quality requirements. To this end, 
Hydro has approved the installation of blending facilities at Nanticoke Gener- 


ating Station and it is expected that initial blending will commence by mid- 
1978. 


As a public corporation, Hydro has a continuing responsibility to inform and 
consult its customers. It strives constantly to explain its actions to the public. 
The matter of line and site selection is an example. Although active public 
debate can delay some projects, the Corporation understands and accepts the 
fact that the people of Ontario must be involved in many decisions taken by a 
Corporation that has such a wide-ranging effect on their lives. The most prac- 
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tical method is to involve community leaders and representatives of special 
interest groups in studies to find suitable generating sites and transmission-line 
routes. 


Construction during 1976 


During the year, despite problems, progress was made on the following pro- 
jects: 


At Lennox, three of the four 575,000-kilowatt oil-fired units were declared in 
service and the fourth became part of the system early in 1977. 


The Thunder Bay extension, adding 300,000 kilowatts from two coal-fired 
units, was well underway and the powerhouse substructure was completed. 
The station’s present capacity is 100,000 kilowatts. 


The Pickering B Generating Station—a duplicate of the existing Pickering A 
2,160,000-kilowatt facility—was also well underway and the first unit will be 
brought in production in 1981. 


At Nanticoke, unit 6 was declared in service early in 1977. Units 7 and 8 are 
expected to be in operation by 1978, adding a total of 1,000,000 kilowatts. 


The first unit of the 3.2 million kilowatt Bruce A nuclear station is expected to 
be declared in service by mid-1977, followed by the second unit late in 1977. 
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The complete station will be operational by 1979. Site preparation for Bruce B 
station started in September and major construction activity is planned for 
1977. That station should be fully operational by 1986. 


Completion of Bruce Heavy Water Plant B is set for 1979 and work will begin 
again this year on Bruce Heavy Water Plant D having an in-service date of 
1981. At Bruce Heavy Water Plant A, production rose to 799.5 megagrams 
from 605 megagrams in 1975. This plant operated in 1976 at 91 per cent of net 
capacity. 


One of the two units at the Arnprior Hydro-Electric Station—which will have 
a total capacity of 74,100 kilowatts—was completed in September, 1976. The 
second unit came into service in March, 1977. 


During the year, Hydro was forced to take certain economy measures includ- 
ing the temporary mothballing of the J, Clark Keith Generating Station in 
Windsor. The 264,000-kilowatt installation was taken out of service in April, 
1976, and will continue out of service until the first half of 1980. During the 
shutdown period the coal-burning station will be re-designed and modified to 
meet more stringent air quality requirements. 


Work continued on the 500-kV transmission line from Middleport to connect 
new transformer stations near Milton, Trafalgar and Claireville. The first 500- 
kV, double-circuit towers were installed between the Middleport Transformer 
Station and Highway 401 and the construction of the three 500-kV stations 
began towards the end of 1976. 


The Corporation also recorded progress on other fronts, including: govern- | 
ment approval of the 500-kV line from Lennox to Oshawa, as recommended in » 
the Solandt report; the completion of a second 500-kV single-circuit line from 
Nanticoke to Middleport; completion of a 345-kV interconnection with | 
Detroit Edison near Sarnia; completion of another 180 miles of miscellaneous | | 
lines; addition to the system of five new transformer stations; and the begin- | 
ning of construction of a further six new transformer stations. 


Research 

j 
As Hydro gains new customers with new tequirements each year and as pro-| 
tection of the environment becomes an increasingly important issue, the 
Corporation must continue to seek new ways not only to improve the effi-) 
ciency of the system but also to minimize environmental harm from Hydro 
operations. ) 
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The effects of thermal generating plants on water bodies is one important pro- 
ject. Extensive studies are underway to determine the effects of warm water 
discharge on fish spawning beds, on the food chain to which each species 
belongs, and on physiological changes in the fish themselves 


The development of a new system of overhead lines also falls into the category 
of environmental research. A new, compact, aesthetic 115-kV overhead line 
for urban streets and restricted rights of way is now in the prototype design 
stage and will be tested in 1977. 


In another key area—conservation—research is also in progress. A feasibility 
study was conducted this past year in co-operation with the Ministry of 
Energy on wind-generation of electricity. This energy source could supply part 
of the power requirements in isolated windy areas where electricity is now gen- 
erated using diesel engines. 


Another energy source under study is solar power. Solar-powered water heat- 
ers, for example, may eventually replace conventionally equipped appliances 
and help reduce demand for electricity. Similar research projects become 
increasingly important as the supply of fossil fuels diminishes. 


Hydro researchers are also working on the development of a heat pump espe- 
cially suited to the Ontario’s climatic conditions. Since heat pumps can extract 
up to three units of heat from the outside air (that is, solar heat) for each unit 
of electricity consumed, they offer the possibility of substantial savings in 
energy use. 


SUPPLY 


Reflecting the provincially-imposed financial constraints, the Corporation 
reduced its purchasing to $1-billion in 1976, as compared with $1.4-billion in 
1975 and $1.5-billion in 1974. Ontario Hydro also renegotiated more than 
1,100 contracts totalling almost $1.5-billion because of deferments in the con- 
struction program. 


The further easing of the business boom during 1976 assisted Hydro’s cost- 
Saving program. The swing toward a buyer’s market for many of the commodi- 
ties and services Hydro must purchase resulted in a shorter lead time for com- 
monly used material and equipment. Delivery times have also proved to be 
well within Hydro’s normal construction scheduling requirements. 


Measures to secure a steady flow of Western Canada coal continued. Deliver- 
les are expected to commence in mid-1978, the result of agreements reached 
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with Luscar Ltd. in Alberta and Byron Creek Collieries of Corbin, B.C. Hydro 
will also begin receiving Saskatchewan lignite in 1980 to fuel the Thunder Bay 
Generating Station. 


Meanwhile, the United States continues to be an important source of coal sup- 
plies. In addition to existing contracts, the United States Steel Corporation is 
developing a new mine in Pennsylvania under a contract with Ontario Hydro. 
The advances being made on this contract by Ontario Hydro toward the 
development are expected to increase by $20 million from the $48 million 
authorized in 1975 to provide for events in the nature of “force majeure”, 
changes in government requirements, and the impact of inflation. 


To further ensure a constant supply of oil for the Lennox station, Hydro has 
signed a 15-year contract with Petrosar Ltd. for residual oil. It has also con- 
cluded leasing arrangements for railway tank cars to transport the fuel to the 
station. In regard to uranium, negotiations to obtain additional long-term sup- 
plies continued during the year. 


STAFF 


A note of optimism within the Corporation is labor relations. The Joint Com- 
mittee on Relationships, established by Hydro and the Ontario Hydro 
Employees’ Union in 1974, has successfully defused many contentious issues, 
including the issue of staff cutbacks. In preparation for 1977 bargaining, an 
information seminar was held in the fall and all parties agreed to employ a 
bargaining process and schedule similar to those that proved successful in 
1275. 


Hydro has also agreed to recognize the Society of Ontario Hydro Professional 
Engineers and Associates, renamed the Society of Ontario Hydro Manage- 
ment and Professional Staff, as the bargaining group for an enlarged number 
of employees in matters of compensation and working conditions. Previously 
the association represented mainly professional engineers and scientists. The 
new agreement provides a framework for collective negotiations outside the 
Labour Relations Act. 


Hydro has also played a major role in helping municipal utilities cope with 
Anti-Inflation Program regulations, though providing staff and information to 
help meet compensation reporting concepts and procedures. 
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FINANCE 
Financial Review 


Ontario Hydro had income of $61 million before an extraordinary charge of 
$9 million in 1976, compared to a net loss in 1975 of $866 thousand. The net 
income of $52 million was not adequate to cover the debt retirement appropri- 
ation required by The Power Corporation Act and a withdrawal of $35 million 
was required from the reserve for stabilization of rates and contingencies. The 
extraordinary charge represents an additional write-off of costs for Bruce 
Heavy Water Plant “C”, which was cancelled in 1976. 


Total revenue from the sale of electrical power and energy increased by 32% 
over 1975 to $1,410 million for the year. Revenue from sales of primary power 
and energy in 1976 were $1,320 million. This was $292 million or 28% over the 
previous year. This increase arose from increases in rates and in the volume of 
sales. Revenues from sales, by class of customer, were: 


Revenues in Revenues in 


— $ million $ million Per Cent 
Class of Customer 1976 1975 Increase 
ee ee a tt CT eABe). 
Piunicipal utilities .....2...2... 838 654 28 
BetoilcustoOmers ...-.......... 312 248 26 
BareCt CUSLOMECTS onc 2. oo. ~z 170 126 6 
SLL aR el aa 1,320 1,028 28 
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Sales of secondary energy in 1976 amounted to $90 million, $47 million higher 
than in 1975. This increase was almost entirely the result of greater demand for 
secondary energy by United States utilities. 


Total costs, excluding interest and before the extraordinary charge, rose from 
$817 million in 1975 to $1,030 million in 1976, an increase of 26%. Operation, 
maintenance, and administration costs were higher by $27 million as a result 
of increases in wage and salary rates, staff levels, and prices paid for materials 
and services. Fuel used for electric generation increased by $140 million in 
1976, due to higher prices and an increase of 23% in the energy produced by 
thermal-electric generation. Nuclear agreement payback increased $19 million 
and power purchased was higher by $2 million. Depreciation costs rose $24 
million in 1976 to $180 million. 


Interest expense increased in 1976 by $64 million to $318 million. This repre- 
sents an increase of 25% and is primarily the result of new borrowings during 
the year and higher interest rates. 
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The amount appropriated for debt retirement required by The Power Corpora- 
tion Act increased by $9 million in 1976 to $88 million. A withdrawal of $35 
million from the stabilization of rates and contingencies reserve was required 
in 1976 to cover that portion of the appropriation not covered by net income 
for the year. A withdrawal of $139 million from the reserve was made in 1975. 


The cost of fixed assets in service and under construction increased in 1976 by 
$1,298 million to a total of $10,161 million. Major expenditures included $709 
million for generation facilities, $197 million for transformation and transmis- 
sion facilities, and $299 million for heavy water plants and facilities. The major 
expenditures for generating stations were $290 million at Bruce GS, $152 mil- 
lion at Pickering GS, $44 million at Lennox GS, and $36 million at Nanti- 
coke GS. At December 31, 1976 the cost of fixed assets in service and the 
accumulated depreciation were: 


In-Service Accumulated 


Cost Depreciation 
Asset Classification $ million $ million 
Generation facilitteSisa. ck. o. oaabees aes eke 3,974 701 
Transformation and transmission facilities... . 1,730 356 
Retail distribu (Ola ACtLICICSe pierre een i 665 202 
Heavy water production facilities............ 250 44 
Administration and service facilities ......... 319 102 
4a | a POM AR Rt Ce Bl ashe Ane, as SA SA 6,943 1,405 


Proceeds from issues of long-term bonds and notes during 1976 totalled $1,539 
million. Canadian currency issues amounted to $651 million, while issues in 
United States currency amounted to $900 million (Can. $887 million). The 
average coupon interest rate of 1976 issues was 9.5% as compared to an aver- 
age in 1975 of 9.1%. Retirement of long-term debt during the year amounted 
to $252 million. Short-term notes outstanding at year-end amounted to $129 
million, a decrease of $51 million from 1975. 


Other significant changes in the financial position were increases in accounts 
receivable and other assets by $57 million to $263 million, and increases in 
interest and accounts payable (including the estimated liability on cancellation 
of the heavy water plant) by $42 million to $553 million. Total equity 
increased by $52 million to $1,463 million. ; 


Funds provided from operations during 1976 increased by $87 million to $242 
million. Financing provided a net of $1,122 million in 1976, a decrease of $246 


million compared to 1975. The major application of these funds was oy 
expenditures of $1,309 million on fixed assets. | 
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Summary of Significant Accounting Policies 


The accompanying financial statements have been prepared in accordance with accounting princi- 
ples generally accepted in Canada. The significant accounting policies are described below. 


Fixed Assets 


Fixed assets include power supply facilities (generation, transformation, transmission and distrib- 
ution); administration and service facilities (land, buildings, office and service equipment); and 
heavy water production facilities. 


The cost of additions and replacement of component units is capitalized. This cost includes direct 
material and labour, and overhead costs such as engineering, administration and procurement 
that are considered applicable to the capital construction program. The cost of commissioning 
generating units, less the value of energy produced during the commissioning period, is capital- 
ized. Interest is capitalized on construction costs at effective annual rates of 9.2% in 1976 and 8.0% 
in 1975. Prior to 1976 the rate was based on the preceding three-year average of the cost of long- 
term funds borrowed. In order to more closely relate the cost of borrowings to construction 
expenditures, and in recognition of the increase in the size and duration of the construction pro- 
gram, Ontario Hydro decided, effective January 1, 1976 to refine the calculation of the rate so that 
it now approximates the average cost of long-term funds borrowed in the years in which the 
expenditures have been made for fixed assets under construction. As a result of this refinement, 
interest capitalized in the year ended December 31, 1976 has increased by $17 million. 


In the case of nuclear generation facilities, cost includes the cost of heavy water purchased and 
produced. The cost of producing heavy water includes the direct costs of production, applicable 
overheads, interest, and depreciation of the heavy water production facilities. 


For normal retirements, the cost of assets retired less salvage proceeds is charged to accumulated 
depreciation with no gain or loss being reflected in operations. For unusual or premature retire- 
ments, the gains or losses on assets retired are reflected in operations. 


Depreciation 


Since January 1, 1971, all additions to fixed assets and the net book value of thermal-electric gen- 
erating stations in service at the end of 1970 have been depreciated using the straight-line method. 
All other assets in service at the end of 1970 continue to be depreciated on the sinking fund 
method. Depreciation rates for the various classes of assets are based on the estimated service 
lives, which are subject to periodic review. The service lives of major asset classes are: 


Generation—Hydro-electric 50 to 100 years 
Generation—Thermal-electric 30 years 
Transmission and distribution 25 to 50 years 


Heavy water production facilities 20 years 


Nuclear A greement—Pickering units 1 and 2 


Ontario Hydro, Atomic Energy of Canada Limited, and the Province of Ontario are parties to a 
joint undertaking for the construction and operation of units 1 and 2 of Pickering Nuclear Gener- 
ating Station, with ownership of these units being vested in Ontario Hydro. Contributions to the 
capital cost by Atomic Energy of Canada Limited and the Province of Ontario amounted to $258 
million and these have been deducted in arriving at the value of fixed assets in service in respect of 
Pickering units 1 and 2. Ontario Hydro is required to make monthly payments until the year 2001 
to each of the parties in proportion to their capital contributions. These payments, termed “pay- 
back”, represent in a broad sense the net operational advantage of having the power generated by 
Pickering units | and 2 as compared with coal-fired units similar to Lambton units | and 2. 
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Appropriations from net income 


Under the provisions of The Power Corporation Act, the price payable by customers for power is 
the cost of supplying the power. Such cost is defined in the Act to include the cost of operating 
and maintaining the system, depreciation, interest, and the amounts appropriated for debt retire- 
ment and stabilization of rates and contingencies. 


The debt retirement appropriation is the amount required under the Act to accumulate in 40 years 
a sum equal to the debt incurred for the cost of the fixed assets in service. The appropriation for 
the withdrawal from the stabilization of rates and contingencies reserve is the amount required to 
stabilize the effect of abnormal cost fluctuations. 


Foreign currency translation 


Long-term debt payable in foreign currencies is translated to Canadian currency at rates of 
exchange at the time of issue. Current monetary assets and liabilities, including long-term debt 
payable within one year, are adjusted to Canadian currency at year-end rates of exchange. 
Exchange gains or losses are credited or charged to interest expense in the statement of operations. 


Pension and insurance plan 


The Pension and Insurance Plan is a contributory, benefit-based plan covering all regular employ- 
ees of Ontario Hydro. The most recent actuarial valuation of the pension plan, at December 31, 
1973, indicated an unfunded obligation of Ontario Hydro of approximately $55 million. Of this 
amount, $36 million representing an experience deficiency is being amortized over the years 1974 
through 1978 and the balance of $19 million representing the unfunded liability with respect to 
improved benefits is being amortized over the years 1974 through 1989. The next valuation of the 
plan will be based on the position at December 31, 1976 as required by the Ontario Pension Bene- 
fits Act. 


The pension costs for each year include current service costs and the pro-rata share of the amount 
required to amortize the unfunded obligation. 
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STATEMENT OF OPERATIONS 
for the year ended December 31, 1976 

1976 1975 

$000 $000 
EVENUES 
Bas POWER AD CORTON Eda nc wiley de Ves Aa ce ie on 1,319,624 1,027,606 
Ber IAIN DOWER ANURCH TOY Gah 0) os acd Sen. soteaiele ta on cece’ 90,278 42,989 

1,409,902 1,070,595 
OSTS 
meration, maintenance, and administration ................. 0.0. 342,134 315,388 
Beersd 10 ClOCHICOCNETAUION 1 45J5 55 hee CEG cw ns 1 bees ble uae 392,930 253,276 
BERBEOUTCINASCO ypecn tn were Tis ave wate oe ee ily ee i at 74,156 72,274 
mea seTeeMent-Payoack 1 ee Poe Uy Me. oy 6: 40,432 20,896 
RecA Oil ete Oh un. I TEC emerald A UL Ue ol cle 180,213 155,617 
1,029,865 817,451 
ICOME BEFORE INTEREST AND EXTRAORDINARY ITEM.............-..0.04- 380,037 253,144 
SWI ERTICE25 2 8 3 Sy a RU ar a 318,121 254,010 
Meee (LOSS) BEFORE EXTRAORDINARY ITEM . . 20.0 ss ccc eee eas 61,916 (866) 
ees OEY Meee te A Ye hos hee ab etl hile tai k one sd Pad ede ee 9.419 60,000 
UTE CS: ORE SERA Ae Saeco OO iy AS NO URE oe eet 52,497 (60,866) 
PPROPRIATION FOR (WITHDRAWAL FROM): 
ebt retirement as required by The Power Corporation Act.......... 87,635 78,360 
abilization of rates and BUNUN OCTCIOR ie a ahs. 2 ani wet.) ea (35,138) (139,226) 
52,497 (60,866) 


ea ee eee eS 


€ accompanying summary of significant accounting 
licies and notes to financial statements. 


AUDITORS’ REPORT 


We have examined the statement of financial position of Ontario Hydro as at December 31, 1976 and the statements of operations, reserve 
Stabilization of rates and contingencies, equities accumulated through debt retirement appropriations, and changes in financial position 
the year then ended. Our examination was made in accordance with generally accepted auditing standards, and accordingly included 
h tests and other procedures as we considered necessary in the circumstances. 

n Our opinion, these financial statements present fairly the financial position of Ontario Hydro as at December 31, 1976 and the results 
ts Operations and the changes in its financial position for the year then ended in accordance with generally accepted accounting principles 
lied on a basis consistent with that of the preceding year. 


‘Onto, Canada 
eh 14. 1977 


CLARKSON, GORDON & CO. 
Chartered Accountants 
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STATEMENT OF FINANCIAL POSITIO 


ASSETS 
1976 19 
$000 $C 
FIXED ASSETS 
Fixed assets 1nsService sat COStuees eae Oi eee oO be aot 6,943,457 6,198,S 
Less. accumulated depreciation «6 1.60 cee ea ines a cha te ore 1,404,982 L235; 
5,538,475 4,963,] 
Fixed assets under constructioni, at.cost.... 6.2) use4 vals oe ae aes ie 3,217,984 2,664, | 
8,756,459 Lo2te 
CURRENT ASSETS 
Cashand short-termrinvestmenis (notes) 43040, 428s eee ee ee ee 375,963 144. 
AECOULTS FECCIVADIC lec eS FRE eae cies Bee oe eta ee tee 203,079 157s 
Fuel for electric generation; at cost’ 1.) 2 4\. nth oO ee 295,300 288, 
Materials and supplies,-al cost! ().ol). Pacts ae eS ee oto Genie 83,526 TG 
957,868 668, 
OTHER ASSETS 
Long-term investments (note 4) ............-. 65 e eee e eee teens 68,672 186, 
Debt discount and expense, less amounts Witte Oli: Gono t scans eae 81,211 62, 
Investment incoal.supply (note 5) ga: 24 ea ae Cees a 37,908 24, 
Long-term accounts receivable and other assets .................--. 21307 23% 
209,348 297, 


9,923,675 8,593, 


re 


See accompanying summary of significant accounting 
policies and notes to financial statements. 
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» AT DECEMBER 31, 1976 


LIABILITIES 


NG-TERM DEBT 


sean MOLES DAVADIE (HOLE O Yew Waar fil iin cai a cule ele eral 2 
Per MOUPAteTI CEDULMOONT) Sune Wee ON, ons Ftc ety bran keke 


BeravaDle Within One Vealie tits cho ee ee et ee |e 


RRENT LIABILITIES 


Beispavable.and accrued Charges.) 0). .h ea age ds ote ai 
eM Ch TIOCCS DAV ADIC...2 ah WW) ind opiates 2 sah CIN Sneak ne SOME ees 
RESORT CEOS eee lS) Pete at gts AOE ote aed eRe les Cede 
Mere taeacor Dava ble WithiniONne VOar i. cups ay at scthek gay ee ls horse = 


imated liability on cancellation of heavy water plant.............. 


UITY 

uities accumulated through debt retirement appropriations ........ 
serve for stabilization of rates and contingencies ................. 
ntributions from the Province of Ontario as assistance for 

RE (CHOU SMe an tae eR ee eh ede Oh ACA ip 


1 behalf of the Board 


B. Taylor 
lairman President 


D. J. Gordon 


1976 
$000 
7,502,298 
276,400 


7,778,698 
147,519 


1031019 


373,165 
128,740 
168,304 
147,519 

11,479 


829,207 


1,181,569 
155,025 


126,695 
1,463,289 


9:923,6/> 


2M 


1975 
$000 
6,207,733 
283,908 


6,491,641 
179,659 


6,311,982 


SOD 202 
180,140 
127,500 
179,659 

27,834 


870,345 


1,094,081 
190,198 


126,695 
1,410,974 


8,593,301 
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RESERVE FOR STABILIZATION 
OF RATES AND CONTINGENCIES 


for the year ended December 31, 1976 


cca cpa i te genset A AA 


Held for 
the benefit Held for the benefit of 
of all (or recoverable from) 
customers certain groups of customers Totals 
ee Pn i Cio AR 5 OT A eA, NED Ste Pcl tt 


Munici- Direct Retail 


palities Customers Customers 1976 19% 
8 tte oy a ee a ee eee 


$000 $7000 $000 $000 $000 8=6©$0 
Balances at beginning of year .... 222,650 1,144 (6,851) (26,745) 190,198 329,5 
Appropriation (withdrawal) ..... (26,587) 90 314 (8,955). (35,138) (1398 
Deficit recovered from 
municipality on annexation .... — — — oie Be, B= 
Payment to Ontario Municipal 
Electric Association .......... if (90) = ~ (90) ( 
Balances atend. of year =r. 2... 196,063 1,144 (6,537). \ (35,645) 153,025 IOUS 


a 


EQUITIES ACCUMULATED THROUGH 
DEBT RETIREMENT APPROPRIATIONS 


for the year ended December 31, 1976 


rT 


Power District Totals 
(Retail and 
Direct 
Municipalities Customers) 1976 1975 

Dl ee ar sea be CR i SR a RR erie REA eae a 

$000 $’000 $’000 $00 

Balances at beginning of year ....... 758,480 335,601 1,094,081 1,015,72 
Add: 

Debt retirement appropriation .... 57,810 29,825 87,635 78,36 

Annexation transfers and refunds 542 (689) (147) ( 

2g Oth Ie ee Le aE Sipe ilen op See es ee 

Balances at end of year .....<:.-.~. 816,832 364,737 1,181,569 1,094,08 


i 


See accompanying summary of significant accounting 
policies and notes to financial statements. 


Finance 29 


STATEMENT OF CHANGES IN FINANCIAL POSITION 
for the year ended December 31, 1976 


1976 *1975 
$000 $000 
)URCE OF FUNDS 
perations 
pcome (loss) Detore'extraordinary itemiiia2 $e: THRE a Sk. 61,916 (866) 
Depreciation, a charge not requiring funds 
Re NCCUIrenUvCarii a. a hati. wae. i OUR oa we Mee, Sida) aa Ae 180,213 155,617 
242,129 154,751 
nancing 


Long-term debt 
BONUS ANC WOES SHED jac fe i ee eS nade 1,539,245 1,624,113 
Lease obligations assumed 


PTAC MCE DULCING |) casas cea hins «en yun — 45,000 
BERGHE RIECIICTUS SY Wu) |, «aa eh Enclose 5 a pea ees He To (252,188) (205,886) 
1,287,057 1,463,227 

Short-term notes—(decrease) ............ eh aeaee (51,400) (69,845) 
mash and investments—(increase)...2...00....5...6%. (113,334) (25,545) 


Li22,323 1,367,837 


crease in accounts and interest payable 
cluding estimated liability on cancellation of 
RCT PAN Se eae, heats Din eh oh elt Bein yy Cis Nokp in gos bare as Ao 42,402 180,586 


1,406,854 1,703,174 


PPLICATION OF FUNDS 


MELTIEOTIS LO TLR ISSEISs Meir yee en ic Oh alae Riots tae 1,309,378 1,429,412 
xtraordinary item-loss on cancellation 

RM LEAT ATLOLC OL Ye teary ake canis NS a ur te Sh a 9.419 60,000 
Meeeoes 11 fuel, materials and SUPplIES 5 oui. ood wes ys oe ge vee oe ed 12,288 150,440 
meease in accounts receivable and other assets ......:..........005- 56,784 48 504 
TESS YSS BS ae ec Tn Vac) Wile eres ag i 18,985 14,818 


1,406,854 1,703,174 


75 figures have been reclassified to conform with 
e 1976 presentation. 


-€ accompanying summary of significant accounting 
licies and notes to financal statements. 
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Notes to Financial Statements 


NOTES TO FINANCIAL STATEMENTS 


1. Extraordinary item 


During 1975, in response to the Ontario Government’s publicly expressed concern about capital avai 
ability, Ontario Hydro reviewed its capital construction program. On February 11, 1976 certain specifi 
revisions to the long-term capital construction program were announced, involving the cancellatio 
of Bruce Heavy Water Plant “C”’, the deferment of proposed new generating stations, and the pos 
ponement of completion of some generating stations currently under construction. Over the next te 
years these revisions are expected to reduce planned expenditures by $7.0 billion. The cancellatio 
of the heavy water plant, the cost of which had been estimated to be $562 million, has resulted 1 
extraordinary charges of $60 million in 1975 and $9.4 million in 1976 against income to write off th 
cost of preliminary construction and materials and to provide for the costs of cancellation of contrac 
awarded for materials and equipment. 


2. Interest 


Interest costs consisted of: 


lnteres(on bonds. notes: and other debt 7-5 ..2....-.4- 


Less; 
Interest capitalized g2 ee cans eee eed 
Interest on heavy water production facilities—charged 

to. cost.ol heavwowater #72 2a522), itn). eve he ee 
Inferest-earmed:on MIVESUMCHIS: oc roe ae 
Net gain on redemption of bonds and 
RALErO PITIVESUINIE TS aoc actuls reste ea ih Res ee Aa ee a 
Foreign exchange loss on redemption and 

translation of foreign assets and liabilities ........... 


3. Cash and short-term investments 


Cash and short-term investments recorded at the lower of cost 
or market (approximately market value), consisted of: 
CAS pe pad ROO ed AR oe RR (ihre BOA ARN GPR Ciara Oa ages 
Notes of, and interest bearing deposits with, 
banks.and trust. comipamtes-4 Vee @alh oil Goes ees 
Corporate bonds and motes)... 222) cay ea anion 
Government and government-guaranteed 
POSS Rnd oocecat erat he takt atau Saat) aha erie one ied a ee 


1976 


$000 


612,735 


224,348 


19,875 
54,544 


1,187 


(5,340) 


294,614 


318,121, 


1976 


$°000 


9,848 


216,644 
96,472 


tee 


375,963 


197 


$’0C 
459,86 


149, 1! 


18,5: 
34,0. 


7,6. 


(3,53 


205,8: 


254,0 
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|. Long-term investments 
These investments are recorded at amortized cost and consisted of: 


1976 1975 
$000 $000 
Government and government-guaranteed bonds ....... 68,672 168,102 
AU pOratccOON Us ANUnOles haat lms Bult) eames dod - 18,797 


68,672 186,899 


Market value of these investments at December 31, 1976 was $58 million. (1975—$161 million). 


. Investment in coal supply 


Ontario Hydro and United States Steel Corporation have an agreement for the development of a coal 
mine owned by United States Steel Corporation for the supply of 90 million tons of coal to Ontario 
Hydro over a thirty-year period commencing in 1977. Ontario Hydro has agreed to advance up to 
$68 million for mine development and equipment, to guarantee lease payments for mine equipment 
and rolling stock leased by United States Steel Corporation, and to make subsequent advances for 
a portion of the cost of equipment replacements. Advances and associated costs, such as interest, 
amounted to $38 million to December 31, 1976. These advances and associated costs are to be 
amortized on a tonnage basis and included as part of the cost of the coal purchased under this agree- 
ment. 


. Bonds and notes payable 


Bonds and notes payable, expressed in Canadian dollars, are summarized by years of maturity and 
by the currency in which they are payable in the following table: 


1976 1975 
Years Principal outstandjng Weighted Average Principal outstanding Weighted Average 
of maturity $°000 Coupon Rate $000 Coupon Rate 
a SE ee as Pk ie Ee Sains a ea tae ee ee A IO a ae es eld 
Canadian Foreign Total 
1976 _ — _ L727 
1977 125,368 14,056 139,424 136,310 
1978 173.225 55,476 228,701 227,244 
1979 145,942 10,460 156,402 148,146 
1980 112,050 178,735 290,785 255,868 
1981] 235,617 94,431 330,048 ~_ 
l- 5 years 792,202 353,158 1,145,360 6.7% 939,725 6.1% 
6-10 years 570,754 818,909 1,389,663 7.6 1,237,684 13 
11-15 years 266,252 272,428 538,680 Za1 385,975 6.0 
16-20 years 678,842 286,719 965,561 8.3 416,497 8.1 
21-25 years —:1,548,916 = 625,645 2,174,561 8.9 1,988,195 8.4 
26-30 years 150,000 1,138,473 1,288,473 8.9 1,239,657 8.8 
4,006,966 3,495,332 7,502,298 6,207,733 
‘urrency in which payable 
Muemian dollars... 0... 2.2.5.5 4,006,966 3,565,230 
feed States dollars...:........... 3,248,187 2,392,984 
Vest German Deutsche marks....... 132,484 134,858 
RS EL othe lt Geko iN og 114,661 114,661 


7,502,298 6,207,733 
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(1) Bonds and notes payable in United States dollars include $2,250 million (1975—$2,282 million) of 
Ontario Hydro bonds held by the Province of Ontario and having terms identical with Province of Ontaric 
issues sold in the United States on behalf of Ontario Hydro. Except for these issues, all bonds and notes 
payable are guaranteed as to principal and interest by the Province of Ontario. 


(2) Long-term bonds and notes payable in foreign currencies are translated to Canadian currency at rates 
of exchange at time of issue. If translated at year-end rates of exchange, the total Canadian dollar liability 
would be increased (decreased) by a net of: 


1976 1975 
$°000 $°00C 
Lite Stites GG ater ea eee Pere tha ett ae (485 ) (5,205 
West Geriiam Deutsche marks ho Ah ae RA eee AD Oot a eRe moos 47,142° 34,183 
SESS FEATS Ae Re ae tt ales RE LCA LITT ed NL IESE So le Aa sore Sg 21,431 13,478 


68,088 42,45€ 


7. Other long-term debt 1976 1975 


Other long-term debt consisted of: $000 $006 


(a) The balance due to Atomic Energy of Canada Limited for the purchase 
of Bruce Heavy Water Plant “A”. Under the purchase agreement, Ontario 
Hydro pays equal monthly instalments of blended principal and interest 
to December 28, 1992, with interest at the rate of 7.795% ..........6.... 232,176 239 30 


(b) Capitalized lease obligation for the head office at 700 University 
Avenue, Toronto. The lease obligation is for the 30-year period ending 


September 30, 2005, payable in United States dollars at an effective interest 
Fale. Of BO aen ee ee ult kah ha awe eck Mtn sel ole 44,224 44.60: 


276,400 283,90 


Payments required on the above debt, exclusive of interest, will total $48 million over the next fiv 
years. The amount payable within one year is $8.1 million (1975—$7.5 million). 


8. Anti-Inflation program 


Effective October 14, 1975 the Government of Canada passed the Anti-Inflation Act (Canada) 
Subsequently, the Province of Ontario entered into an agreement with the Federal Governmen 
whereby Ontario Hydro is subject to the guidelines under this Act only in the matter of employe 
compensation. Management is of the opinion that Ontario Hydro is in compliance with the require 
ments of the anti-inflation legislation in so far as employee compensation Is concerned. Ontari 
Hydro’s prices for electricity will continue to be reviewed by the Ontario Energy Board. 
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PENSION AND INSURANCE FUND 
STATEMENT OF ASSETS 
as at December 31, 1976 


___1976 
$000 

Fixed income securities 
Government and government-guaranteed bonds ..................--.555. 110,045 
COnpOT ale ON OS 5 vas Be fae oh ih gi yates Cob outer rotamer ee Gave 111,739 
Pra TUE ARES oe or ees goo eee RD Gc ee seine Oh abe age hi oie 228,510 
Tal MEd TCORIE SCUUTILIES C220) eee EAA oe 8 Mere Alam elds SR EGE dat he 450,294 
Equities corporate SHATES ¥..).4 4.3 2 ee! add. EER WA holes deeb Siar 227,934 
Per SATE) STIOT EsTeLIN All VESEIIC OS chief ct ede ie ease roe eI ele Gets BM ale ade 4,356 
Tali VESCITICI tS ena oe as oc ect es ke errs Bae aces pipctn A iaiake ooh e 682,584 
TILE CA TECECST AA Amirte ere, tated me cor arene ee Tt, Ld ur Re Meh ct 7,830 
Receivable froms@ntariowed yan SEs on oecetge tee id - a idldt celta 5 Oke) ree Ln 2,450 
692,864 


a 


1975 


$000 


119,873 
108,299 


170,666 


398,838 
189,512 


170 


588,520 
D,I90 


S302 


599,487 


Nee eee ee ee 


Notes 


1. The most recent actuarial valuation of the pension plan, at December 31, 1973, indicated an unfunded 
obligation of Ontario Hydro of approximately $55 million. Of this amount, $36 million representing 
an experience deficiency is being amortized over the years 1974 through 1978 and the balance of $19 
million representing the unfunded liability with respect to improved benefits is being amortized over 
the years 1974 through 1989. The next valuation of the pension plan will be based on the position at 


December 31, 1976 as required by the Ontario Pension Benefits Act. 


2. In the above statement of assets, bonds are included at amortized cost, first mortgages at balance of 
principal outstanding and shares at cost. Total bonds and shares at December 31, 1976 with a book 
value of $450 million had a market value of $438 million. (1975 book value $418 million—market value 


$372 million). 


AUDITOR’S REPORT 
(Pension and Insurance Fund) 


We have examined the statement of assets of The Pension and Insurance Fund of Ontario Hydro as at December 31, 1976. Our examina- 
tion was made in accordance with generally accepted auditing standards, and accordingly included such tests and other procedures as we 


considered necessary in the circumstances. 


In our opinion, the accompanying statement presents fairly the assets of the fund as at December 31, 1976. 


Toronto, Canada CLARKSON, GORDON & CO. 
March 14, 1977 Chartered Accountants 
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APPENDIX I - OPERATIONS 


The Table of Power Resources and Requirements on pages 38 and 39 shows 
the primary peak requirements for the month of December and the dependa- 
ble peak capacity of resources at that time. A separate table on pages 36 and 
37 gives the dependable peak capacity and the December maximum output of 
major Ontario Hydro generating stations and of the major sources of pur- 
chased power. Any comparison of total requirements and resources should 
make allowance for that part of total requirements that may be interrupted 
over the peak period under contract terms accepted by the consumer. In 1976 
this was approximately 315,300 kilowatts. 


The dependable capacity of the hydro-electric generating stations is the esti- 
mated output which an analysis of stream-flow conditions indicates the station 
is capable of producing 98 per cent of the time. It can be expected to exceed 
this output in 49 out of 50 years. Since the stations so rated are distributed on 
many widely separated watersheds and since all would not be simultaneously 
affected by low stream flows, the amount by which the total hydro-electric 
generating capacity of the system exceeds the sum of the various station 
capacities represents the diversity in stream flow within the system. The 
dependable peak capacity of the thermal station is the net output of its fully 
commissioned units. 


The analysis of energy made available by Ontario Hydro on page 35 shows for 
the East and West System components and the Total System the energy 
obtained from each major source in 1975 and 1976 and the related percentage 
changes in 1976. The table also shows the corresponding primary and second- 
ary energy supplied in each year together with the percentage changes in 1976. 


Total energy made available increased by 9.4 per cent from that of 1975 to 
97,478 million kilowatt-hours. Production at Ontario Hydro generating stations 
was 81,624 million kilowatt-hours, 12.3 per cent more than in 1975. This out- 
put consisted of 35,195 million killowatt-hours from hydro-electric generation, 
0.2 per cent more than in 1975, and 46,429 million kilowatt-hours from ther- 
mal-electric generation, 23.6 per cent above 1975 production. Conventional 
thermal-electric output increased 15.6 per cent to 30,342 million kilowatt- 
hours and output of nuclear stations 41.9 per cent to 16,046 million kilowatt- 
hours. The energy from combustion turbines was 41 million kilowatt-hours, 
260.2 per cent more than 1975. At the same time the energy received decreased 
3.6 per cent to 15,854 million kilowatt-hours. 


Energy Made Available 55 


During the early months of the year, stream flows were augmented by water 
from storage reservoirs. The spring freshet restored most lakes to near normal 
levels. From the end of May storages declined. In the East System, although 
there was some improvement during September, the total usable water, exclud- 
ing the Great Lakes, was about 9 per cent below normal and it was 88 per cent 
below normal in the West. Of the four major rivers the Niagara and the St 
Lawrence had mean flows exceeding their ten-year moving averages by 9.0 
and 14.2 per cent respectively and the mean flows on the Ottawa and Abitibi 
Rivers were 8.2 and 6.9 per cent respectively below the averages. 


ENERGY MADE AVAILABLE BY ONTARIO HYDRO 


Increase 
or 
Decrease 


East System 
Generated (Net) 


Hydro-clectricaeeser errr 30,929.191,.453 311.673.727.308 2.4 
Conventional. Nuclear & 
Combustion Turbine......... 37,550.120,670 46,320,135,.890 23.4 
Total Generated . 68.479.312,123 77.993,863.198 13.9 
Mota RECEIW. CC aR ee acti 14.717.360,142 14.226.151,872 —3.3 
East/West Transfer In or (Out) 1,213.880,000 (108,840,000) 
Total Generated & Received . . 84.410,552.265 92.111.175.070 9.1 
THEN yeaa cee ole Onaga - 79.512,594,703 85 565.935 511 7.6 
Secondary Deliyeries 
SES ee Ree 6 ee 1.951,677.450 4.077.098.967 108.9 
Othcher ces: 2.946.280.1112 2.468 ,140.592 = 


Total Deliveries . 


84.410,552.265 OZ AS20700 


West System 
Generated (Net) 


Hydro-electric ....... 4.199.116,900 3.521.635.809 —|'6.1 
Thermal-electric— 

Conventional, Combustion, 

turbine and diesel—electric ... . 18,762,420 108.769.000 479.7 
Total\Generated).). .4..--.5- 4.217.879.320 3.630.404.809 13.9 
Total Received ......... ie 1,.725,846.400 1.627,975.430 = 57) 
East/West Transfer In or (Out) (1.213.880,000) 108.840.000 

Total generated & received . .. 4.729.845,720 5.367,.220.239 13.5 
Brimalyesade se 4,709.3 13,720 5.286.859.239 12.3 
Secondary Sale 20.532.000 80.361.000 291.4 


Total Deliveries ... 


4.729,.845.720 


35.128.308,353 


5.367,220,239 


35.195,363.117 


Total System 
Generated (Net) 
Hydro-electric 
Thermal-electric— 
Conventional, Nuclear 
Combustion turbine and 


i) 


diesel—electric . 37,568.88 3.090 46.428.904.890 23.6 
Total Generated 72.697.19 1.443 811.624.268.007 1233 
Total Received . : ; 16.443.206.542 15.854.127,302 =3:6 
Total Generated & Received 89.140.397,985 97.478.395.309 9.4 
Primary aa 84.221 908.423 90.852 .794.750 7.9 
Secondary Deliveries 

Sales mAs 1.972.209.450 4.157.459.967 110.8 

Othetn ee celeste 2.946,280.112 2.468.140.592 = 


Total Deliveries 


89,140,397,985 89,140,397,985 


97,478,305,309 97478395309 
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River 


Niagara 


Welland Canal 


St. Lawrence 
Ottawa 


Madawaska 


Abitibi 


Mississagi 


Mattagami 


Montreal 


Various 


Nipigon 


English 


Kaministikwia 
Winnipeg 
Aguasabon 


Various 


Appendix I—Operations 


ONTARIO HYDRO’S POWER RESOURCES- 1976 


Hydro-Electric Generating Stations 


# #Sir Adam Beck—Niagara No.1 ................... 
Sir Adam Beck—Niagara No.2 ................... 
Pumping—Generating Station ................ 
** Ontario POWEL 0.52). ss <i RR oe 
+A POrOntOMROWER 2 Seek. tei eo eee ae Re 


DeGewiRallsiNG eae eee he wea, Cee 
DeCew Falls No.2.... 


Adjustment to Niagara River Stations, an allow- 
ance for use of water by Ontario Hydro 
rather than by another producer 


Robert H. Saunders—St. Lawrence ©... 
Des Joachims ........ 


Otto Holden ces see cee eee 


Ghenaux sos ee 
Chats Falls (Ontario half) .. . 


Mountain Chute ....... 
Barrett Chute ..... 
Stewartville... 


##AbitibiCanyon ...... 
OttemRapidss. <7. aha 


Aubrey Falls . 


Georse WaiRayinenan erase antes ela ee aeioee: 


WieliSatet: tot caren ae 
Red Rock Falls. . 


Kipling ... 

Little Long 

Harmon 

Lower Notch 

Other Hydro-Electric Generating Stations . 


Adjustment for diversity . 


Sub-total East System Component. . 


Pine Portage 
Cameron Falls 
Alexander 


Caribou Falls 
Manitou Falls 


Silver Falls 
Whitedog Falls 
Aguasabon 
Other Hydro-Electric Stations 
pAdjustment for diversity 
Sub-total West System Component 


Total Hydro-Electric Generation 


Dependable 
Capacity * 


423,000 
1,299,000 
108,000 


—75,000 


702,000 
368,000 
193,000 
110,000 

82,000 


165,000 
172,000 
166,000 


226,000 
177,000 


158,000 

46.000 
229,000 

40,000 
142,000 
125,000 
125.000 
253,000 
137,400 


72,800 


Maximum 
Output* 


394,000 
1,275,000 
66,000 
106,000 


845.000 
390,000 
206,000 
118,200 

92,000 


144,500 
158,000 
142,000 


180,000 
174,000 


138,200 
42,000 
199,700 
41,140 


136,000 
127,000 
136,000 
248.000 


156,705 


Annual Energy 
Output (Net) # 


kWh 


2,750,7 16,940 
9,280,307,000 
—121,108,900 
730,702,936 
—2,686,700 


157,916,320 
1,049,692,400 


7,242,720,000 
2,170,576 ,800 
1.115,233,900 
684.400,000 
505,458,000 


318,904,000 
323,657,000 
338,931,000 


1.181.396,600 
651,640,900 


168,653,000 

30.794 .450 
323,577,600 
154,901,600 


478.525.100 
422.121.200 
488.690,200 
413.798 .800 


814.207.162 


5.599.200 fc nheany 311.673.727.308 


114.800 
75,000 
62.400 


70.500 
59.600 


45.700 


49,000 


45 000 


29.700 


27,000 


6.177.900 


122.600 
80.500 
67.000 


80,200 
68.550 


45.000 


62.000 


40.000 


36.208 


760,361 .838 
549.963.000 
429.471.700 


416.748.2110 
309.482. 521 


218.576.500 


328.989.020 


262.842.420 


245.200.600 


35.195.363.117 


Power Resources aa 


ONTARIO HYDRO’S POWER RESOURCES — 1976 


Dependable axi Annual Energy 
Capacity * Output (Net) # 


Location Thermal Electric Generating Stations 
Kingston WentiOxee anne, cute ots ate rea ee 1,485,000 1,358,000 2,838,5 12,000 
Courtright WamibtOnlicng wee Pare eae A: os oe IN ae 2,100,000 - 2,117,000 7,004,827,000 
Windsor UeClarke Keith: 2 btee syd Se Wee soca ae ees - - 1,600 17,902,200 
Nanticoke Na NUCOKC Mae nh RU tae a Re Ree lee ana 2,491,000 1,945,000 9.862 ,664,000 
Mississauga WakevieW aaa tin uci iae tee me ee nee ps hie! 2,298,000 2,310,000 5,913,857,000 
Toronto Richard L. Heauil Bile SRO rer Oe, masala 1,104,000 987,000 4,621,064,300 
Pickering (INUCIGAE) fsck gay ele be eee ere 2,056,000 2,110,000 15.769,998,000 
Rolphton Nuclear Power Demonstration................. 22,000 22,100 178,063,000 
Kincardine Bruce. Pe Ce eee RAS ae ae _ 500,000 97,643,000 
Combustion Turbines eRe eR eee et ts A oe ah 403,000 340,100 15,605,390 


Sub-total East System Component ............. Dis ae 46.320.135,890 

Thunder Bay ARUN Cf Ba Vemeues cored nae den etyeivotereoc hse cce ar 83,604,600 
Combustion Turbines and Diesel-Electric........ 29.000 28.000 25,164,400 

Sub-total West System Component .... bee ae 108,769,000 
Total thermal-electric generation ........ ee re 46.428 .904.890 


Power and Energy Received 


Firm Purchases 


DAECL— Douglas Pointe... fae 384.351.7111 


Bier Och ek Wha ime eu hee dindooes ne se Tht, oar aes | 8.508.214,000 
GreatlakesbowenCo~-Chapleauitg ou eee ee Sera en tee Bea 31,624,262 
Mattawa Blecinic bight & Power Gon..ca. ww vances aa 3.677.900 
Secondary Purchases 
line: Detroitedison Compan yercrs gecten site at es eae geet 39,200.000 
## Niagara Mohawk Power Corporation 5,140,000 
## Hydro Quebec ......... ot eee cto 8 5 cmc CR RRA oh witli Pome at 2,374,754.480 
Miscellaneous Ontario Suppliers Pasa TP eee eer 0 3 enema 342,719,707 
TIGLEY UNC TERS (OW peel. roe 8 Poe Ran emer, Alrectree Pita ey eh ert rae OPES nv 1,213,600 11,689,682,060 
RICE CORINGINEE me Re Mare ot dest MS, ey sda s Eos 8 dear os ate 97,000 625,586,292 


Crrculatineand inadvertent metros eect cd cB an iti MEP ets kaye ore 1.910,883,520 


Sub totaliEast. system Componente a... 06' 2 ke fe ee 1,213,600 itn eee 14,226.151.872 
200.000 


Firm Purchases 
Manitoballydromen aig teen eats elite Rane Sale yale 200,000 1.404,660,000 
Secondary Purchases 
Manitoba Hydro ....... Fa, 8 cote its Pen ee LRP ee ak Oe is 32,710,000 
Ontario Minnesota P&P Co. Ltd. Bet tate Ee Ae ten 24,272,400 
Great lakesiPapen.Gompanypas cine: focmnise de teas omee nek & 1.825.030 
OTA UTE N ASC Rite ere eau kee ee rere hae. et eee rt Rep eah 1,463.467.430 
BOD ETHRECOI DLS Sateety ree cet ate tte Sie Ne eh ti a Bo st oud ee a 164,508.000 


SUD-LOtAlW est Systenn Component .,.7 cere seine ey cess) neuen 200.000 1,627,975.430 
otal cenerated ft apo.e ote lovee eee haeers oi .s a SN SE. 18,262,900 81,624,268,007 


TO tal Purchased incqtsnzierterncareiuttgemd ninaimientesmtnaersos we hSaieas tntsice oeosmen menatis 1,413,600 13,943,243,782 
Siccuating andunadVverten ten ey hath cssch chante deaiy stearate ort 1,910,883.520 


15,854,127,302 


Total Received .............. 


otal Generated anid RECeIved 000.060): ls. none bie Sila oc) 2s aaesstte cuneate 19,676,500 97,478,395,309 


*The power capacity and output reported in this table are the 20-minute peaks for the month of December. Since the various maximum 
outputs do not coincide, their sum is not the peak load of the system. 
#Net output of generating stations or the total received from suppliers. 
**25-hertz 
# #25- and 60-hertz 
Olncludes 4.461.818 kWh produced during December by steam from the oil-fired steam plant. 
Adjustment to reconcile the sum of the plant capacities with the calculated capacity of the East System and West System components. 
each considered as a whole. 
AScheduled transactions, other than purchases, including energy exchanges. carrier transfers, water-use adjustments. generating unit rentals, 
etc. 
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POWER RESOURCES AND REQUIREMENTS 


Dependable Peak Capacity 
Generated Hydro-Electric 
Thermal—Electric 


Total Generated 


Purchased a teeny hoe ak halk Sete rote ehiap tects: 


Total Generated and Purchased 


Reserve or Deficiency a) artemn ns sh teeter eee 
*Primary Power Requirements 


Ratio of Reserve or Deficiency to Requirements % 


ToTAL SYSTEM 


Net Increase 


kW kW kW % 
6,155,700 6,177,900 22.200 

10,909,400 12,085,000 1,175,600 IC 

17,065,100 18,262,900 1,197,800 i 
1,601,800 1,413,600 - 188,200 
18,666,900 19,676,500 1,009,600 


-373,309 -| 
1,382,909 | 


3,780,943 
15,895,557 


4,154,252 
14,512,648 


23:8 


28.6 


TRANSMISSION LINES AND CIRCUITS 
Classified by Voltages and Types of Supporting Structures 


500,000-volt aluminum or steel tower.... 
345,000-volt steel tower 
230,000-volt aluminum or steel tower ... 
230,000-volt wood pole ..........----- 
230,000-volt underground 
115,000-volt steel tower 
115,000-volt wood pole .... 
115,000-volt underground 

69,000-volt steel tower or wood pole ... 

44.000-volt and less wood and steel .... 


ee See ees are ae emt eC a gee” a a 


Line MILES 


At Dec. 31 


19,589 19.211 


Circuit MILeEs 


1976 


At Dec 31 
1975 


24,211 


Power Resources and Requirements 


DECEMBER 1975 AND 1976 


East SystEM COMPONENT West SystEM COMPONENT 


kW 


kW 


kW 


kW 


578,700 
126,000 


704,700 


5.599.200 
11.959.000 


17,558,200 


578,700 
126,000 


704,700 


5.577.000 
10.783.400 


16,360,400 


200.000 
904.700 


200,000 
904,700 


1,213,600 
18,771,800 


1.401.800 
17,762,200 


3,787,962 
13,974.238 


3,692,283 
15,079,517 


343,860 
560,840 


45.280 
859.420 


PLP 24.5 61.3 3 


oF 


he capacities shown are those available for a 20-minute period at the time of the system primary peak demand in December, the capacity 
f the purchased power sources being based on the terms of the purchased contract. Requirements shown are the maximum peaks fot 
Jecember on East System Component and the West System Component, and a coincident value for the Total System. The coincident value, 
owever, is not the sum of the maximum requirements, which occur at different times. Some part of the East System requirements is subject 
) interruptions over the peak period in accordance with contract terms accepted by the customers, the total possible load subject to such 


nterruptions at the time of the 1976 peak being 315,300 kW. 


NUMBER OF ULTIMATE CUSTOMERS SERVED 
By Ontario Hydro And Associated Municipal Electrical Utilities 


etail Customers of 353 Municipal Utilities... 


etail Customers of Ontario Hydro 
eT gen MIL) UEC tee arena ae dae etere EO 


meet Customers (including 11 Utilities) .......000........ eo 


1976 


1,941,100 


768,956 


109 


2 TO, TOS 


1975 


1899392 


747,609 


107 


2,647,108 


Increase 
Or 
Decrease 


Per Cent 


22 


ah) 


rel bass 


+ 2.4 
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ANALYSIS O 
by Ontario Hydro and Associate 


SALES BY ASSOCIATED 
MUNICIPAL ELECTRICA 


UTILITIES 
LISTED IN 
STATEMENT A 
Ultimate Use: kWh % 
Residential Service: 
Continuous Occupancy. 2). vies. bo. foe RR ee a aaa tah eae 16,152,/6233151,,, 29: 
Intermittent Occupancy {24.44 Jessa opaaae oo ee eee eRe? eae 
Total Sales Residental-Type Service .... 02.054. 5. f. 5 eee eres 16,152,623) io her 122. 
General Service (under 5,000 kW) 
PEEL 2S rah hs Ls Gk tics w/e elemento ae a nent ah errs 29, 124507251 + «53. 
me Secondaryis see rie ake cece eles At a Sin tees acai gra att at Sa a ae al 
General Service (over 5,000 kW) 
Uap irr aeyri en ee  aly e g Ceerg NRac a ce ae we 9,134,224,598 16 
MS SECONGATY oc fc de ou nedea aig hiln be Wleiea iq sis Cohae Sea Cte pals PL eae eRe oe 
TEAL UL fee ise er om i es pet ct re ed aa a oA SET em ae 
Stréet Lighting... ss-crsscucyraes ais ae sete PSA coer ot SE ne ees ee 608,288,454 =| 
Total Energy Salesc.t4ie) 4. bj tyysj2Sh fem Petey hth eer cine eRe ere 55,619,643,460 100 
Adjustments: 


Distribution Losses and Unaccounted for — ..... 2... 6. eee ee ee eee es 2,256,370,61 1 
Generated by MEU listed in StatementA ..........--..--. 0. eee eeeeee. (211,493,950) 


Purchased by MEU listed in Statement A 
from sources other than Ontario Hydro ....... 6.2.5... - 25s e seer ee tes (29,376,000) 


Ontario Hydro Bulk Power Sales ei. :05 25 ea Mere es eee eee os er 57,635, 144,121 


Supplied to Heavy Water Plant and 
Construction Projects—Ontario Hydro ...... 2.6... eee ee eee ees 


Non-Sales Transtersica) oo. gee peek he ee Pe AO Paes ele eres ee | Pes aR an 
Transmission Losses and Unaccounted for—O.H............--..0-0+ 02 05- 
Generated and Purchased by the Ontario Hydro............ 2.0.2.5. 00055. 


*Includes |] Utilities 


Analysis of Energy Sales 


CINERGY SALES 
Municipal Electrical Utilities during 1976 


SALES BY ONTARIO HYDRO 
Power District 


Retail Customers Direct Customers* 


kWh % 
5,423,760,600 43.6 
442,179,300 3.6 
5,865,939,900 47.2 
4,452,763,600 35.8 
ees ee 14,070,761,535 
eae ae: 4,157,459,967 
2,064,034,800 16.6 
52,870,300 4 
12,435 ,608,600 100.0 18,228,22 1,502 100.0 
1,072,754,730 26,955,800 
13,508 ,363,330 16,299,177,302 
608,989,279 
Zyl O2.092 2,442,977,600 


TOTAL 


kWh 


2.1,576,383,751 
442,179,300 


22,018,563,05 1 


34,177,270,857 


23,204,986, 133 
4, 157,459,967 


2,064,034, 800 
661,158,754 


86,283,473,562 


3,356,081, 141 


(211,493,950) 


(29,376,000) 


89,398,684, 753 


608,989,279 
2,468, 140,592 
5,002,580,685 


97,478,395,309 


4] 
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DISPOSAL OF ENERGY BY ONTARIO HYDRO 


1976 


To. Municipalities: gu. 0. dA DAA 2: be oe Folate cents 
AT DITEet GUSTO INET Sea yee ence eee ano he eee 
TroaRetailiGus tom ensaseyersecasra cate acts weit saci are erence aaa 


CSA Se Payer ite, Hele ar Eph eet Ace Ue. SARUM Le (Aine Pete ART cint(emti eal See 
Noomesales Inranis fers wie a iietn ie ce ete ren sie ett Sees eo etemr rye 


Transmission Lossesxind Internal wSeien e. sek go an le ee eo 


Total Primary & Secondary Energy Supplied ......-..-...----->- 


*Includes energy supplied to I1 utilities for resale. 
gy supp 


Revenue from sales of 
primary power and energy 


*<°°.1 retail customers 
direct customers 


i municipalities 


Primary Secondary 
kWh kWh 


57.635.144.121 ~ 


14.097.717.335* 4.157.459.967 
13.508.363.330 - 
85.241.224.786 4.157.459.967 


2.468.140.592 = 


5.611.569.964 - 


93.320.935.342 4.157.459.967 
million $ 
@ 1,400 


@ 1,200 


e 1,000 


e 800 


e 600 


@ 400 


e 200 


Total 
kWh 


57.635.144.12 
18.255.177.30. 


13.508.363.33 


89.398.684.75 
2.468.140.59 


5.611.569.96 


97.478.395.30 


a 
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Table of Financial Statements 


Be CUE OL OCT a TOTS te ea te mitt mmr arti: of tlh nll sMonarblonhio unite hte. than) aleelencaagh 25 
BeerOnNenL Gl HANAN CIA MP OSIION Gc lake al oda Ue a ae aa Bee 26 


Reserve for Stabilization of Rates 
BACON MN CCNCES eg Ee ae cy ene a APOE arenes cape Palh Rr tircch anne ses 28 


Equities Accumulated Through 


MC DISC CULCIIC INN PDEODT IA LIONS ha Ore en eee e 28 
Statement of Changes in 

BRST Cle LOS TCI O 11-0 rer Bea cesta elbctenBpcwen en ok eh csecitnen ton insane estenele eu we 29 
Mees OP nancial Statcments | Pte jal. eH. sasha cee Nn eR Ra pey aay cul pee eID 30 


Fixed Assets in Service and 


ACCT: (CONSUTLICHOI = che haa ce ee ne a ee ee en adit ener rua 44 
Beerulated Depreciation ) 3 fhe 2 Fe Waa so a. Rak ie uae Re RE ee 46 
Meee or DOnds anu OtestPaya Dict ia mne ae ih hosts, Wer acieng deus ake 47 


Summary of the Allocation of Charges 
ReemUGEOR ATV GLO WCE haga tlre heres (citer ghaee tts GC Daten ay Aig) aber cad (cae eat 50 


Statement of the Amounts Charged for 
eye LOW CILONVENLIIC  DalILe Stuy Narre nt ein cb eta it Mal ceercepe a te By 


Equities Accumulated by Municipalities 
Bae on Debtihetirement Appropriations: 34 .c scien as 4k ee 70 
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FIXED 
for the Year Ended 
IN 
Balance Placed 
December 31, In 
1975 Service 
$000 $7000 
PowWER SuppLy FACILITIES 
Generating stations 
POSSI EIEC IO 6 ocr 5 a: seh eee N Ow d ee Aaa I Ser ge ee 1,378,428 400,505 
Nirclesxieelécinigsis.. vi & cme ta bon eee eancte ere Cee a eae ee 502,396 42,458 
BL VOSC ICCC an (ia, Bartha tty ghia ceil onal aa tena aE eee ota pie rahe 1,596,430 55,135 
Total generating stations 3,477,254 498,098 
A TANSEOTINEE STATO IRS i a ae asec ee ce oe ane ene ke Aes ara 747,105 87,307 
EPP ATISTTL ISS ICED TIEROR here fe 8 ak onthe erg: ooh tence eh RR Anes Dest pects ca 764,905 48 629 
Communication equipment 55,875 35,844 
Retail distribution: Tactics ac14 ioe brn ae a a cay is oe 614,537 57,697 


Total power supply facihities: 3.05. hss 2 ieee epee as hare 5,659,676 T2ZIS TS 
HEAVY: WATER PLANT AND PACILITIESIUN aule is Ue os anes eles et | 256,724 (201) 


ADMINISTRATION AND SERVICE FACILITIES 
ane and taildriness PA a Be ert en cna ei eainciy Seneca aa ere dts 121,266 16,096 
OMce end Service EQUINMERU ce.) o5 i tin sus et eee terme hag 161,319 28,815 


‘Total administration and Service facies... 42.4.7 -ulese. eo 282,585 44,911 
RLM ALY PIED ASSETS MeL! cia Fa al eG me aie Lepr ecm ae, Se Se 6,198,985 772,285 


Bonds and Notes Payable 45 


ASSETS 
December 31, 1976 


SERVICE 
UNDER 

Retired Balance CONSTRUCTION TOTAL EXPENDITURES 

or December 31, DECEMBER 31, DECEMBER 31, DvurRING 
Reclassified 1976 1976 1976 1976 

$’000 $000 $’000 $000 $’000 
(620) 1,778,313 433,362 221675 151,857 
(1) 544,853 1,813,800 2,358,653 517,128 
(508) © 1,651,057 50,366 Teh 70 1425 29,402 
(1,129) 3,974,223 2,297,528 O27 1751 698,387 
(4,344) 830,068 86,458 916,526 93,912 
(4,173) 809,361 192,314 1,001,675 107,526 
(612) 91,107 4,006 95,113 12,655 
(7,252) 664,982 3,705 668,687 SoZ 


(17,510) 6,369,741 2,584,011 i ei ka 967,691 
(2,018) 254,505 a h2932 16 883,721 321,427 


1,856 139,218 4,757 143,975 8,217 
(10,141) 179,993 179,993 28,815 


(8,285) 19211 4,757 323,968 37,032 
(27,813) 6,943,457 3,217,984 10,161,441 1,326,150 
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ACCUMULATED DEPRECIATION 
for the Year Ended December 31, 1976 


PoweR SupPPLY FACILITIES 
Generating stations 
Fossil-electric ...... 


Nuclear-electric . 


Hydro-electric ... 
Total generating stations ................-. 


Transformer stations . 
Transmission lines . . 
Communications equipment . . 
Retail distribution facilities . .. 


Total power supply facilitvesiew. a. 


Heavy WaTER PLANTAND FACILITIES ..... 


ADMINISTRATION AND SERVICE 
FACILITIES 

Land and buildings ......... 

Office and service equipment............-. 


Total administration and service facilities . . 


ToTAL ACCUMULATED DEPRECIATION 


Balance 


December 31. Direct Indirect 


1975 


Provision Provision 


285,508 
52,050 
272.829 


610,387 


173,242 
136.173 

11,640 
186,089 


Retirements 
and 
Adjustments 


(1.143) 


(3.637) 
(PLT 

(611) 
(6.331) 


Balance 
December 31. 
1976 


$000 


341.395 
68.944 
290.287 


700.626 


192.561 
147.639 

16.020 
202.140 


TESA 155.827 ae (14.433) 1.258.986 


11,099 


2,670 
75,539 19.451 


(25) 
(7.079) 


| aoe | 104) 


44.34] 


13.744 
87.911 


101,655 


1,235,810 155.827 34,882 (21,537) 1,404,982 


Maturity 
Jan. 1977 
Mar. 1977 
Apr. 1977 
Feb. 1978 
Mar. 1978 
Aug. 1978 
Oct. 1978 
Nov. 1978 
Mar. 1979 
May 1979 
July 1979 
Oct. 1979 
Feb. 1980 
July 1980 
Feb. 1981 
May 1981 
June 1981 
Aug. 198] 
Nov. 1981 
Jan. 1982 
Feb. 1982 
June 1982 
July 1982 
Dec. 1982 
Mar. 1983 
June 1983 
Aug. 1983 
Nov. 1983 
Feb. 1984 
Oct. 1984 
Feb. 1985 
Oct. 1985 
July 1987 
Jan. 1988 
Apr. 1988 
July 1988 
Jan. 1989 
Sept. 1989 
Mar. 1990 
Apr. 1992 
Aug. 1992 
Sept. 1992 
Mar. 1994 
Apr. 1994 
May 1994 
Oct. 1994 
Dec. 1994 
Feb. 1995 
June 1995 
Nov. 1995 
Feb. 1996 
Apr. 1996 
July 1996 
Sept. 1996 
Sept. 1996 
Feb. 1997 
Apr. 1997 
Sept. 1997 
Feb. 1998 
May 1998 
Nov. 1998 
Mar. 1999 
June 1999 
Aug. 1999 
Nov. 1999 
Jan. 2000 
Feb. 2000 
May 2000 
Oct. 2000 
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DETAILS OF BONDS AND NOTES PAYABLE 


for the Year Ended December 31, 1976 


Payable in Canadian currency'!) 


Callable 


Year of 
Issue 


1967 
1955 
1957 
1972 
1958 
1973 
1958 
1973 
1974 
1954 
1959 
1954 
1960 
1960 
196] 
1975 
1974 
1974 
1974 
1975 
1975 
1962 
OME) 
1975 
1963 
1963 
1973 
1961] 
1964 
1964 
1965 
1975 
1967 
1966 
1966 
1966 
1967 
1967 
1967 
1968 
1968 
1968 
1969 
1970 
1969 
1969 
1969 
1970 
1970 
1970 
1971 
1971 
1971 
197] 
1970 
ip 
1972 
1972 
1973 
1973 
1973 
1974 
1974 
1974 
1974 
1975 
1975 
1975 
1975 


Interest 
Rate 
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Principal Outstanding 
December 31, 1976 


Can. $7000 
14.810 
38,113 
72,445 
30,000 
32,627 
30,000 
45,508 
25,000 
25,000 
34,492 
28,758 
49,352 
26,305 
35,395 
38,977 
35,000 
24,760 
25,000 
40,000 
40,000 
24,955 
31,479 
75,000 

100,000 
37,904 
50,879 
44,725 
38,697 
48.171 
52,070 
66,874 
25,000 
23559 
46,066 
46,149 
43,167 
37,229 
26,767 
43,319 
39,370 
42,372 
54,076 
26,628 
45.622 
30,005 
22,563 
20,234 

9.072 
$5,443 
67,857 
81,870 
43.09] 
62,423 
78,210 
6 
66,762 
89,097 
90,508 
95,997 

118,940 
47,241 
73,026 
70,675 
71,128 
56,067 
57,846 
96,879 
64,750 

100,000 
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Jan. 
May 
Jul. 
Oct 


Maturity 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d.) 
for the Year Ended December 31, 1976 


2001 
2001 
2001 
2003 


Payable in Canadian currency” (Contd.) 


Callable 


Payable in Canadian currency-long-term notes” 


Total payable in Canadian dollars ............6- 2-005 e eee eee 


1978 
1979 
1980 
1981 


Payable in United States currency” 


Nov. 
Mar. 
May 
June 
Feb. 
Nov 
Sept. 
Mar. 
Apr. 
Apr. 
Dec. 
Aug. 
Feb. 
Sept. 
Feb. 
Aug. 
May 
May 
Dec. 
Oct. 
Mar. 
Oct. 
Mar. 
June 
Nov. 


Sept. 


Jan. 
May 


Sept. 


1978 
1980 
1981 
1982 
1984 
1985 
1990 
1996 
1996 
1997 
1997 
1998 
1999 
1999 
2000 
2000 
2001 
2002 
2002 
2003 
2004 
2004 
2005 
2005 
2005 


1980 
1983 
1983 
1986 


1977-1986 


Fotal payable in United States dollars 


Year of Interest 
Issue Rate 


% 


7.5-9.5 
8.75-9.375 
7.25-7.75 

9225-95 


Principal Outstanding 


December 31, 1976 


3,931,306 


10,090 
8,340 
15,350 


75.660 

4.006.966 
US $'000 Can $000 
46.097 45.016 
28,861 28.165 
39.652 38.936 
125,000 128.250 
64.380 62.421 
100,000 101.220 
44.666 48.072 
650,000 640.228 
31.377 33.829 
57.829 62.582 
68.395 73.953 
69.040 74.089 
69.225 74.374 
85.420 92.068 
87.240 93.565 
67.435 68.785 
85.395 86.229 
96.475 95.511 
90.700 90.383 
113.750 113.784 
116.895 113.457 
172.760 169.621 
198.900 199.377 
150,000 153.900 
200,000 202.440 
2.859.492 2.890.255 


US $°000 Can $000 
33.604 33.890 
75.000 76.785 
75.000 76.053 
75,000 73.575 

100.000 97.629 | 
358.604 357.932 
3.218.096 3.248.187) 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d.) 
for the Year Ended December 31, 1976 


Payable in West German currency(!) 
Year of Interest 
Issue Rate 


Principal Outstanding 
December 31, 1976 


Maturity 


Callable 


DM ‘000 Can $°000 
Aug. 1975-1984 120,000 34.696 
Dec. 1977-1986 100,000 31,525 
June 1980-1987 100.000 30,783 
Mar. 1981-1988 100,000 35,480 
RAL Payable mi West German Deutsche Marks oc sng nce cry nm dclhGocs Lodo eck dalb ne oe cae. 420,000 132.484 


Payable in Swiss currency “ 


Can $000 


Nov. 1980 150.000 57.937 
Oct. 1987 25,912 
Dec. 1990 

POLAR DY AEE MAS ISR ROTC cutahde SOR oee gk oh cecdn aly clas hisyataRe weds ce cold ane 330.000 114.661 


(1) Bonds and notes payable in United States dollars include $2.250 million of Ontario Hydro bonds held by the Province of Ontario and 
having terms identical with Province of Ontario issues sold in the United States on behalf of Ontario Hydro. Except for these issues, 
all bonds and notes payable are guaranteed as to principal and interest by the Province of Ontario. 

(2) Payable 1980-1982 in annual instalments of $35. $30 and $35 million. 

(3) Callable at various declining premiums. 

(4) Payable in equal annual instalments. 

(5) Callable for 3 years at 101% and thereafter at par. 

(6) Redeemable 1980-1989. by purchase in the market. of up to 4.000.000 Sw..fr. annually, at prices not exceeding par. 

(7) Redeemable 1983-1986. by purchase in the market. of up to 10,000,000 Sw. fr. annually, at prices not exceeding par. 

(8) Payable 1981-1995 in annual instalments of 5.5% of original amount of note of $650 million. 
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SUMMARY OF THE ALLOCATION OF THE AMOUNTS CHARGED 
FOR PRIMARY POWER 


for the Year Ended December 31, 1976 


MUNICIPALITIES POWER DISTRICT LOTAL 


AMOUNTS CHARGED FOR PRIMARY POWER 
Common Functions 


Operation, maintenance and administration ....... 
Costiofinelurnion eg ult yjcrre nies eae eae 
Debt retirement appropriation .................. 


Stabilization of rates and contingencies 


WItHATAW A (NOLEN) cee eae rae ean a ci 


Total common demand functions .............. 
Energy at 6.50 mills perkWh............-.--.-5- 


LotalicOmmonsUnChOnssries arte ek ee rar 


Other Functions 


Transformation and metering—stage! ............ 
Transformation and metering—stage II ........... 
Special facilities oon). bits eee ny Se eee 
Retumnyenequity ei ciscdae erate gra et 


Total bulk charges allocated .................- 


Retail distribution charge...... 


Total amount charged for primary power ....... 
INIMOUTESID ING Cire ety ieee fa che ea oe 


Balance charged (municipalities) or transferred 
to reserve for stabilization of rates and 
contingencies (power Gistricl)\(NOlew jas ans 


PRIMARY POWER AND ENERGY SUPPLIED 
Average of monthly peak load used in allocating the 

amount charged for bulk power 000 kW . 
Energy—000 MWh ....... 20... eee cee eens 


See accompanying notes on page 51 


Direct 
Customers 


Retail 
Customers 


$000 


389,378 
15,361 
57,810 


90,955 
3,463 
13,031 


72,706 
2,808 
10,569 


(21,179) (4,774) (3,872) 
441,370 102,675 82,211 
374,629 87,642 91,266 
815,999 190,317 173,477 


33,852 1,985 
1,209 70 
1,712 (106) (3,484) 

(15,069) (3,624) (2,939) 


837,703 169,109 


199,769 

118,355 

837,703 318,124 

836,719 311,908 
(984) (6,216) 903 


2,066 
13,483 


169,109 
170,012 


9,167 


; 1,676 
57,635 


14,041 


$°000 


553,039 
21,632 
81.410 


(29,825) 


626,256 
553,537 


1,179,793 


43,781 

6,517 
(1,878) 
(21,632) 


1,206,581 


118,355 


1,324,936 
1,318,639 


(6,297) 


12,909 
85,159 
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Notes To STATEMENTS OF THE ALLOCATION OF THE AMOUNTS CHARGED FOR PRIMARY Power 


Certain common functions in the production and supply of Power are considered to be used by all customers in relation to demand 
requirements. Therefore the associated charges are allocated at a common rate to all customers. 


requiring the service. 

Special facilities charges are those associated with low-voltage line facilities located within a municipality's or local system’s boundaries 
that serve only that customer. Also included in this category are charges for providing standby services, adjustments for the net surpluses 
or deficits arising from power contracts containing unusual rates or supply conditions, and reductions allowed for interruptible power. 
Return on equity is calculated at 2.00% on equities accumulated through debt retirement charges, after giving recognition to direct 
Customers’ contributions for debt retirement prior to 1966. The charges of providing the return on equity is included in common demand 


functions. 


The portion of the amount charged for power attributable to producing energy, rather than meeting demand requirements, has been 
classified as energy charge. For allocation purposes, this charge has been established at 6.50 mills per kWh. 


The demand charge is the per kilowatt charge for primary power, exclusive of energy cost. 


The widthdrawal from the stabilization of rates and contingencies as shown on the Statement of Operations consists of: 


$000 

Withdrawal 
ee eee hence teat en Weer eee 1 ee Ce nT 29,825 
eee Wee eee ane Cele sl Mee Bw 6.216 
ee re Pe onen ts, Maat tS aera Wana TT (903) 
35,138 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DuRING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON | ENERGY AT 
MUNICIPALITY Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh 7000 $ $ $ $ 

POY FOE ee Fee 9,135.1 51,508.2 439,856 334,804 36,419 eee 
Ailes Ceaie arco sect 1,044.0 5,894.2 50,269 38,312 4,080 4,455 
AGRE ce tie et hcrscchun tee 20,802.3 127,019.2 1,001,635 825,625 82,933 ae 
Alexandris: caascaene dan 6,491.8 37,220.2 312,582 241,932 25,718 8,862 
Alfred Suc kul.ceieceiee 1,701.8 9,551.9 81,944 62,088 6,651 7,262 
RinstoNe kta eee 5,959.1 35,788.0 286,932 232,623 23,757 a 
Adin cnt] ¢iurteb keene 4,053.8 21,473.6 195,193 139,579 16,162 = 
Alvinstonidos.ahwietiua 567.1 3,125.1 27,306 20,313 2,216 2,420 
Amherstburg.....sssscssseeesssseseee 9.2797 49,551.9 395,923 322,087 32,781 os 
Ancaster TWD. os... 3,673.8 21,352.7 176,895 138,793 14,646 = 
Apple Hill. heen 245.0 1,155.0 11,797 7,508 957 1,045 
Aihend RR ecco e 444.9 2,608.5 21,422 16,956 1,739 1,899 
ATAPTIOR Ee rnanioas 12,700.6 79,219.1 611,536 514,925 50,025 32,887 
Perth oa8s. 4 tac, Ranaut 2,916.1 17,879.5 140,413 116,217 11,626 ~ 
Ct eae ROLE. eae 1,130.8 6,468.0 54,449 42,042 4,419 4,825 
Atikoken Twp... 6,772.3 41,821.3 326,086 271,839 26,617 20,695 
Austra Shiksha 15,615.4 93,548.5 751,883 608,066 62,255 = 
AVONIMNOLE cafesdensesarccessechecsvanst 254.6 1,339.1 12,262 8,704 995 1,087 
Aylmer capes et 8,102.9 46,786.8 390,157 304,115 32,012 15,819 
) es, sero ate ae bene ANI Set 2,040.7 10,658.8 98,264 69,283 8,012 6,692 
Baden Ase bees 1,427.8 6,584.1 68,749 42,797 5,625 3,681 
Bancroftss shi 3,464.9 19,967.8 166,837 129,791 13,814 aes 
Barrie est cote acekas 59,131.0 353,300.2 2,847,158 2,296,452 235,739 = 
Barry's) Bayentncceiodoees: 1,517.1 8,451.4 73,048 54,934 5,928 6,474 
Bath otoebots i eke 1,008.1 5,320.3 48,544 34,582 3,940 4,302 
Beachbur .......csssessssseseseeeeeeee 780.9 4,366.3 37,600 28,381 3,114 ~ 
Beach ville. chcawnnoacas ahh 3,638.1 23,966.7 175,177 155,784 14,504 — 
Beamsville ccccsssccrcccsangeestcnsres 3,893.4 22,052.9 187,472 143,344 153522 _ 
Beavert0n ..ccscsessseessssecesssseeseees 3,103.2 17,715.9 149,420 115,153 12,361 a 
PEST aa co eee ye 1,488.1 8,496.1 71,655 55,225 5,831 5,556 
Belles Riveioe.. ona 3,212.9 19,001.5 154,703 123,510 12,688 6,540 
Beteie hadnt i tceahteeae 52,886.2 319,527.4 2,546,472 2,076,928 210,843 = 
Ralatentise co. aecear 1,545.0 9,104.5 74,396 59,179 6,113 2,537 
EY SE ee aR ae 4,654.6 26,310.1 224,119 171,016 18,497 3,218 
Bile UN hes shasos cenmsscsran 947.2 5,207.7 45,610 33,850 3777 a 
Bist aes irre tasscncae 1,435.5 8,414.6 69,121 54,695 5,647 4,138 
BODCAY BOOM ese creectenstanssnecone- 2,646.8 15,388.4 127,444 100,025 10,343 11,295 
Balwon eo 6,029.4 35,611.5 290,317 231,475 24,038 — 
Batiewelligctl ceseendon 1,008.0 5,774.9 48,535 37,537 3,939 4,301 
Bowmanville ......c--ssessssseeeeee0 17,808.0 104,125.5 857,457 676,816 70,996 = 


*see notes p. 51 


Allocation of Charges for Power 


‘OR PRIMARY POWER TO MUNICIPALITIES 
Jecember 31, 1976 


TOTAL 


aie, 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
FACILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


$ $ $ $ 
555 (17,745) 793,889 781,872 12,017- 
Soe (1,744) 95,372 94,121 1,251 
15,639 (21,645) 1,904,187 1,890,871 13,316 
1,674 (9,428) 581,340 581,029 311 
ze (1,828) 156,117 154,774 1,343 
2,623 (9,281) 536,654 537,696 (1,042) 
3,651 (5,806) 348,779 347,320 1,459 
s (1,633) 50,622 50,399 223 
2,616 (15,699) 737,708 735,591 2,117 
hes (7,354) 322,980 325,531 (2,551) 
ak (539) 20,768 20,641 127 
a (1,280) 40,736 41,207 (471) 
10,626 (16,676) 1,203,323 1,207,056 (3,733) 
4,105 (4,093) 268,268 268,996 (728) 
= (1,978) 103,757 104,323 (566) 
— (9,883) 635,354 622,414 12,940 
4,055 (20,118) 1,406,141 1,405,456 685 
sae (409) 22,639 22,933 (294) 
1,383 (15,083) 728,403 728,280 123 
371 (3,512) 179,110 180,578 (1,468) 
113 (3,955) 117,010 117,891 (881) 
70 (4,085) 306,427 302,502 3,925 
ce (75,992) 5,303,357 5,298,105 5,252 
= (1,775) 138,609 139,137 (528) 
3 (1,351) 90,017 89,504 513 
aes (962) 68,133 67,278 855 
1,174 (8,328) 338,311 322,302 16,009 
493 (6,353) 340,478 332,661 7,817 
1,315 (4,800) 273,449 270,058 3,391 
922 (2,510) 136,679 137,906 (1,227) 
| 
| 343 (4,214) 293,570 295,553 (1,983) 
: as (82,754) 4,751,489 4,727,981 23,508 
= (1,924) 140,301 139,705 596 
| = (7,484) 409,366 405,799 3,567 
: = (1,835) 81,402 80,859 543 
| 1,204 (2,846) 131,959 130,041 1,918 
1,274 (3,097) 247,284 246,986 298 
8,579 (5,835) 548,574 536,464 12,110 
(2,108) 92,204 92,944 (740) 
(28,192) 1,577,077 1,566,931 10,146 


Mills 
per kWh 
15.41 
16.18 
14,99 
15.62 
16.34 


15.00 
16.24 
16.20 
14.89 
15.13 


17.98 
15.62 
15.19 
15.00 
16.04 


15.19 
15.03 
16.91 
15.57 
16.80 


i Held 
15435 
15.01 
16.40 
16.92 


15.60 
14.12 
15.44 
15.44 
16.09 


15.45 
14.87 
15.41 
15.56 
15.63 


15.68 
16.07 
15.40 
1597 
oi 
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STATEMENT OF THE AMOUNTS CHARGEI 


for the Year Ende 
PRIMARY POWER 
ENERGY SUPPLIED 
DuRING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage Il 
kW kWh ’000 $ $ $ $ 

Bracebridge.......-.s:ssssssssseees 4,091.0 20,024.7 196,982 130,161 16,310 = 
Bradford bacon phen 5,293.3 32,953.0 254,873 214,195 21,103 ae 
Bracsides ued cetera 2,032.9 10,356.6 97,885 67,318 8,081 1,267 
Brampton pent ahaa 65,590.5 395,944.9 3,158,186 2,573,642 261,492 = 
Brantiords..\.- eee 96,292.4 594,947.8 4,636,479 3,867,161 383,891 = 
Brantford Twp... 19,256.9 103,086.3 927,220 670,061 76,611 8,727 
Biechinc <n tee 365.3 2,034.1 17,591 13,222 1,428 1,559 
Bridgeport. a oscee irat 1,965.0 12,000.6 94,617 78,004 7,834 _ 
Brigdentessece ister tier. 435.5 2,475.2 20,970 16,089 1,702 1,858 
Briphtot saat sasonere:: 4,058.9 22,652.9 195,439 147,244 16,182 = 
Brockville inc hsccieichoroneo-s 34,684.3 208,943.6 1,670,052 1,358,134 138,160 a= 
Brussels. ck carats 1,218.3 7,415.6 58,663 48,201 4,761 5,199 
Burford s7 soccer tees oes 1,112.9 6,811.3 53,588 44,274 4,349 4,749 
Burgessville -c.ccnivssesssssnenocceene 363.3 1,953.6 17,494 12,698 1,420 1,550 
Burks Fatleiic.actikecewte 1,631.9 9,034.3 78,579 58,723 6,506 = 
Burlingtows:¢....pssesones 126,137.0 772,403.3 6,073,499 5,020,622 502,280 32,134 
Gache) Bayis.s:-ce tint 650.5 3,720.0 31,322 24,180 2,593 = 
Cpledopin coe is erooke 2,568.7 15,264.8 123,687 99,221 10,038 10,962 
Campbellford.....-ssssssssseeesseees 3,934.9 18,251.6 189,465 118,636 15,688 ae 
Campbell ville........ssssssccseseee 512.6 2,714.3 24,685 17,643 2,004 2,188 
Cannington aesixieet-cien L778: 10,366.6 85,618 67,383 7,089 a. 
Capteol icc mcccanieecee 3,798.6 23,169.0 182,905 150,599 15,144 = 
Cardinal’: 2421cs..bee ance 1,395.0 7,922.6 67,171 51,497 5,451 5,953 
Carleton Place ...ccssssssscseees 6,792.2 39,725.3 327,046 258,215 26,913 8,956 
Casselman Whi. cansaahennss4 2,261.4 12,099.2 108,890 78,645 8,837 9,650 
Cayuga tuna enae Lisl? E04 Me 55,456 47,629 4,501 4,915 
Chalk River cccssscssccccrssssesesee 1,091.1 6,519.3 52,538 42,375 4,350 — 
Chapleau TWh. ...sssssssssesseee 3,626.4 21,683.9 174,614 140,946 8,348 8,512 
Ghatham asc Gti 50,705.4 302,942.8 2,441,465 1,969,129 202,148 =a 
Chatsworth.....cccssescssssesessseeees 539.4 2,991.9 25,975 19,448 2,108 2,302 
PREY oc tutte oes 2,340.0 13,375.9 112,675 86,944 9,330 = 
Chesterville ....c.sscecssssescssseeees 2,867.1 16,450.6 138,053 106,929 11,295 7,338 
PhIDDAWE iano 3,217.0 18,325.9 154,900 119,118 12,825 = 
titted ons basil sweet 789.3 4,642.9 38,006 30,179 3,084 3,368 
Pa ae On oP men 3,902.7 22,437.1 187,917 145,842 15,559 = 
aden esc agente 1,266.7 7,076.9 60,996 46,000 5,050 a 
Coben cet okra htiencsss 23,747.5 143,337.0 1,143,444 931,691 94,675 = 
Conlitinei a ae eieenece 7,826.7 45,934.3 376,856 298,573 618 =a 
Colborne che tees. 2,604.7 15,487.9 125,421 100,672 10,326 3,172 

Coldwaterc.cisaser ee 1,264.4 6,588.4 60,885 42,825 4960 


*see notes p. 51 
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‘OR PRIMARY POWER TO MUNICIPALITIES 
Jecember 31, 1976 


SPECIAL 
FACILITIES 
(Note 3) 


11,807 


1,554 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(2,910) 
(6,968) 
(3,588) 
(78,430) 
(196,073) 


(24,803) 
(756) 
(3,447) 
, (1,325) 
(6,097) 


(59,960) 
(2,747) 
(2,951) 

(890) 
(2,197) 


(128,087) 
(1,062) 
(4,693) 
(3,637) 

(699) 


(2,954) 
(5,928) 
(3,092) 
(15,662) 
(2,380) 


(2,250) 
(1,314) 
(3,588) 
(93,978) 
(1,114) 


(5,753) 
(5,337) 
(5,102) 
(1,644) 
(8,991) 


(2,026) 
(37,259) 
(7,999) 
(3,631) 
(2,553) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 
340,543 
483,203 
171,370 

5,918,530 

8,691,458 


1,680,089 
33,044 
177,008 
39,294 
354,697 


3,106,386 
114,077 
104,009 

32,765 
141,611 


11,646,778 
57,033 
239,215 
328,360 
45,821 


157,136 
344,206 
126,980 
606,133 
203,642 


110,343 
97,949 
328,832 
4,518,764 
48,719 


204,235 
258,278 
281,741 

72,993 
341,063 


110,020 
2,144,358 
668,048 
237,514 
110,467 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
337,847 
476,823 
167,174 

5,906,262 

8,636,331 


1,680,785 
33,203 
176,337 
SONiT2 
356,479 


3,095,737 
114,851 
99,668 
32,799 
141,540 


11,611,933 
56,087 
239,166 
330,563 
44,740 


155,029 
345,459 
128,252 
598,346 
203,153 


109,793 
98,256 
331,128 
4,512,321 
48,617 


201,131 
256,851 
284,176 

73,390 
338,738 


109,993 
2,144,366 
663,794 
236,286 
109,582 


$ 
2,696 
6,380 © 
4,196 
12,268 
55,127 


(696) 
(159) 
671 
122 
(1,782) 


10,649 
(774). 
4,34] 
(34) 
71 


34,845 

946 

49 

(2,203) 
1,081 


2,107 
(1,253) 
(1,272) 
7,787 

489 


550 
(307) 
(2,296) 
6,443 
102 


3,104 
1,427 
(2,435) 
(397) 
2,325 


27 
(8) 
4,254 
1,228 
885 


55 


BALANCE | DEMAND TOTAL AMOUNT 
(Refunded) CHARGE CHARGED FOR 
or Charged (Note 6) PRIMARY POWER 


Mills 
per kWh 
17.01 
14.66 
16.55 
14.95 
14.61] 


16.30 
16.24 
14.75 
15.87 
15.66 


14.87 
15.38 
15.27 
16.77 
15.67 


15.08 
15.33 
15.67 
17299 
16.88 


15.16 
14.86 
16.03 
15.26 
16.83 


15.06 
15.02 
15.16 
14.92 
16.28 


15.27 
15.70 
15.37 
15.72 
15.20 


15:55 
14.96 
14.54 
15.34 
16.77 
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STATEMENT OF THE AMOUNTS CHARGE 


for the Year Ende 
PRIMARY POWER 
ENERGY SUPPLIED 
DuRING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh ’000 $ $ $ $ 

CollingwO0d.......ssssssssssssssseses 24,061.0 148,259.1 1,158,540 963,684 95,925 = 
Gombersnnuaoces 772.6 4,060.2 37,204 26,391 3,020 3,297 
Coniston igs coe edd 2,145.4 12,935.1 103,304 84,079 8,553 = 
Cookstownisend. ete cince 961.9 5,624.5 46,318 36,560 3,759 4,105 
Cotta dane wee 551.5 3,163.2 26,555 20,561 2,155 2,353 
Courtright va.fitsctotenitc., 552.2 3,142.1 26,591 20,424 2,158 2,357 
Cheeitiore ile niacee eens 1,288.3 7,413.5 62,033 48,188 5,034 5,498 
Dashwood ndsanesecikisen- 644.0 3,510.0 31,009 22,815 2,517 2,748 
Deep Rivers 8,775.2 50,335.1 422,526 327,178 34,985 — 
Delaware sca cscs 470.5 2,595.5 22,655 16,871 1,839 2,008 
Detheroc ech eee acs 4,782.7 26,165.4 230,289 170,075 19,068 = 
Déseronto:.. o.com vic: 2,723.1 15,858.0 131,121 103,077 10,709 7,973 
Dorchester id. ans 874.6 5,265.6 42,115 34,226 3,418 3,733 
Drayton alice arecns 1,037.9 5,537.3 49,979 35,993 4,056 4,429 
Dresdentuin Arosa: 4,141.1 23,841.7 199,396 154,971 16,510 = 
Drumbocctansrinnad in: 489.3 2,669.3 23,563 17,351 1,912 2,088 
Dryden tin sa.culodonsienn 7,631.1 46,301.5 367,441 300,960 30,423 = 
Dublin hide 451.4 2,342.8 21,736 15,229 1,764 1,926 
Dundalk s.. Leeson 1,971.4 11,186.3 94,923 A712 7,860 = 
Dinas $08. orate 18,264.2 109,299.2 879,424 710,445 72,815 a 
Diainaville siickcccctebseneindse 6,452.1 37,568.5 310,671 244,196 25,723 = 
Darhanis-c oe sete een, 3,053.6 17,205.7 147,035 111,837 11,933 13,031 
Darton wanbavdse ees 793.0 4,430.5 38,183 28,799 3,099 3,384 
Btstey Gul totes eentact 114,780.0 728,635.4 5,526,657 4,736,131 457,597 = 
BigalivVilleste chy sceiie ot 1,234.2 6,641.9 59,428 43,173 4,823 5,267 
Blarascscekess 10,875.7 61,928.9 523,667 402,538 43,359 —4 
Binwale fee sien 1,710.9 10,275.4 82,380 66,790 6,686 7,301 
Filesrwiadd 8iii4s ccc tienssiceon 323.0 1,654.7 15,552 10,756 1,262 1,378 
Flora oan eee 2,805.1 15,789.0 135,067 102,629 10,988 10,582 
Bin bro coeur 902.1 5,013.6 43,436 32,588 3,525 3,850 
Embitiin oder. ce atesae. 2,603.0 14,304.8 125,336 92,981 10,172 11,108 
Erie Beach .....:cscsssssssssessesees 170.3 864.0 8,201 5,616 665 727 
Brena st. nc eee eed 796.0 4,275.2 38,327 27,789 3,111 3,397 
ie RR RT ee SRE 2,295.9 13,074.4 110,550 84,984 9,153 — 
ER PANONG csc dees cates! 6,655.8 38,591.6 320,478 250,846 26,534 — 
Baseb eta he ts 5,639.8 33,820.4 271,558 219,833 22,484 = 
EtODiGoke sicscegasndttnotncsinnes 440,492.5 2,792,703.4 21,209,714 18,152,573 1,756,124 = 
Bieter cause ne 4,951.2 29,156.4 238,402 189,517 19,550 10,190 
Fenelon Falls ......sss--ssssssssess 2,625.9 15,993.3 126,439 103,957 10,468 — 
fy en eee 13,575.2 79,683.8 653,648 517,945 54,121 — 


*see notes p. 51 


Allocation of Charges for Power 57 


OR PRIMARY POWER TO MUNICIPALITIES 
ecember 31, 1976 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
FACILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


Mills 


$ $ $ $ $ per kWh 
6,136 (33,736) 2,190,549 2,181,069 9,480 14.78 
— (1,864) 68,048 68,130 (82) 16.76 
Was (2,740) 193,371 193,469 (98) 14.95 
hee (1,625) 89,117 88,713 404 15.84 
— (1,148) 50,476 50,323 153 15.96 
— (986) 50,544 50,406 138 16.09 
— (2,250) 118,503 118,009 494 15.98 
— (1,412) 57,677 57,885 (208) 16.43 
— (9,123) 775,566 768,709 6,857 15.4] 
— (943) 42,430 42,679 (249) 16.35 
124 (8,169) 411,387 410,126 1,261 15572 
1,077 (4,158) 249,799 249,474 325 15.75 
— (1,761) 81,731 80,442 1,289 15.52 
— (2,067) 92,390 93,479 (1,089) 16.68 
4,775 (7,190) 368,462 367,828 634 15.45 
— (1,110) 43,804 43,766 38 16.41 
1,884 (10,251) 690,457 680,103 10,354 14.9] 
ee (1,047) 39,608 40,148 (540) 16.91 
98 (3,007) 172,586 170,603 1,983 15.43 
104 (33,867) 1,628,921 1,621,909 7,012 14.90 
1,898 (15,123) $67,365 571,982 (4,617) 15.10 
137 (6,464) 277,509 278,333 (824) 16.13 
— (2,257) 71,208 71,487 (279) 16.07 
46,991 (217,695) 10,549,681 10,560,518 (10,837) 14.48 
— (1,771) 110,920 112,319 (1,399) 16.70 
1,266 (17,950) 952,880 957,299 (4,419) 15.39 
— (2,926) 160,231 160,963 (732) 15.59 
(847) 28,101 27,886 215 16.98 
405 (5,160) 254,511 252,797 1,714 16.12 
a (1,801) 81,598 81,508 90 16.28 
os (2,300) 237,297 238,519 (1,222) 16.59 
—_ (346) 14,863 15,067 (204) 17.20 
—_ (1,826) 70,798 70,835 (37) 16.56 
159 (2,526) 202,320 202,978 (658) 15.47 
2,605 (6,487) 593,976 581,688 12,288 15.39 
458 (8,412) 505,921 505,841 80 14.96 
507,257 (623,000) 41,002,668 40,999,861 2,807 14.68 
770 (9,715) 448,714 448,304 410 15.39 
204 (1,909) 239,159 23135 1,424 14.95 
11,597 (19,606) 1,217,705 1,205,363 12,342 15.28 
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STATEMENT OF THE AMOUNTS CHARGE 
for the Year End 


PRIMARY POWER 


ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 


COMMON: | ENERGY AT 
MUNICIPALITY Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage II 
kW kWh ’000 $ $ $ $ 

Binchiceccvcccccsteesrecstcatians oie 520.0 2,804.9 25,038 18,232 2,032 2,219 
Bleshertontscue-c.crretercnces 1,047.9 5,431.5 50,460 35,305 4,095 4,472 
Fonthilltee eee 2,036.1 11,835.1 98,038 76,929 TBH! 8,689 
Foresthac.caeen rene: 3,467.8 20,708. 1 166,976 134,603 1355) 14,798 
Frankforditence:cceseneraees: 2,009.6 11,879.2 96,762 PAS 7,853 8,576 
Galtteere cre ene 61,625.9 361,847.8 2,967,289 2,352,011 245,685 _— 
GeOrgetOWN rece erect iteatrsans 20,450.5 1255329'3 984,696 814,641 81,531 = 
Glencoe tune au se tice 2,074.2 11,588.8 99,874 75,328 8,129 7,602 
Gloucester Twpiccscrcscccs- 63,589.1 385,037.0 3,061,818 2,502,741 184,227 62,113 
Goderich cert eae 13,817.3 83,892.5 665,306 545,302 55,086 — 
Grand Bend ieccntcee nc 1,531.1 8,823.8 73,722 57,355 5,983 6,534 
Grand Valley =n etcnce see 1,221.4 7,055.8 58,813 45,863 4,869 — 
Grantoninwene cece ones 388.3 1,799.2 18,698 11,695 LES 1,657 
Gravenhurst -src eee 5,402.9 32,112.4 260,151 208,731 21,540 — 
Grimsby! 22 ohare eres 6,503.2 38,019.9 313,130 247,129 25,926 — 
Guelph res cea ctenccertecerae- ss 113,285.8 696,365.0 5,454,714 4,526,373 441,856 — 
Hagersville icc cree teescven-cts 2,696.1 15,709.0 129,819 102,109 10,556 10,401 
Hamiltonesser tee 762,843.7 5,254, 144.3 36,730,928 34,151,938 2,822,444 — 
HANOVER cache een 11,076.4 59,678.1 533,330 387,908 43,942 L722 
Haeristones ieee 2,574.0 14,900.4 123,942 96,853 10,262 _- 
Ha GOW ce ect sect errecetrsicetes 2,813.4 15,770.7 135,468 102,510 11,033 9,953 
HL aStings cance sercer eter cses 1,219.1 7,668.8 58,701 49,847 4,764 5,202 
Havelock vate. .cte tere 1,211.9 7,142.3 58,353 46,425 4,832 — 
Hawkesbury cee. ccc... 21,685.9 130,351.1 1,044,177 847,283 86,433 1,249 
Hearst atic naire 9,693.8 57,621.2 466,756 374,538 38,646 = 
Hensal See 2,415.9 11,541.4 116,328 75,019 9,632 — 
Hespelen occicecne eres cats 13,999.4 76,695.0 674,071 498,518 55,812 — 
Highpaterct nce. scene 549.3 2,526.8 26,452 16,424 2,147 2,344 
Holstein) fee rces 221.0 959.6 10,641 6,237 864 943 
Fiuntsvillese econ eerie caress 6,037.2 36,010.0 290,693 234,066 24,069 = 
Ingersoll is.ce cece eee eres 9,637.8 63,954.4 464,060 415,704 38,423 = 
IrOQUOIS menses terre aes 3,077.1 19,196.8 148,166 124,779 12,141 6,841 
FAY VAS se ccrssesscses een ree ee 1,084.6 6,289.6 52,224 40,883 4,238 4,628 
Kapuskasing 2 ev... cece: 8,486.2 47,900.3 408,614 B11352 33,833 — 
Kem ptviller ce. cetvtret secre 4,141.5 24,524.7 199,416 159,411 16,511 =a 
KrenOrae. coco tittrr anos 13,153.1 82,968.5 633,323 539,295 1,038 = 
KolllaloeyS tine cesere-creccce cs 652.5 3,592.5 31,418 23,551 2,602 = 
Kincardinet: cee cee 8,007.3 46,072.8 385,554 299,474 31,923 = 
Kini os City. ticcssceseceratsteersstncseas 1,937.0 11,770.1 93,268 76,506 7,569 8,266 
Kingstonsiicccsccacteuteesscoens 81,458.6 510,982.1 3:922.235 3,321,384 324,754 = 


*see notes p. 51 


Allocation of Charges for Power 


IR PRIMARY POWER TO MUNICIPALITIES 
ecember 31, 1976 


SPECIAL 
“ ACILITIES 
(Note 3) 


142 
1,428 

(246,209) 
8,296 
519 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(1,154) 
(1,685) 
(4,025) 
(7,047) 
(2,537) 


(113,625) 
(32,785) 

(3,572) 
(50,090) 
(25,114) 


(2,758) 
(2,352) 

(828) 
(10,163) 
(10,403) 


(169,899) 
(9,176) 
(1,463,785) 
(18,307) 
(6,023) 


(6,366) 
(1,884) 
(2,585) 
(16,912) 
(8,745) 


(3,786) 
(26,555) 
(1,212) 
(483) 
(12,510) 


(26,440) 
(4,791) 
(2,192) 

(11,195) 

(7,181) 


(10,904) 
(928) 
(10,721) 
(2,459) 
(141,802) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 

46,367 
92,647 
187,874 
322,991 
187,869 


5,451,360 
1,863,909 

187,704 
5,760,809 
1,240,580 


140,988 
107,193 

32,739 
481,074 
576,463 


10,253,186 

245,137 
71,995,316 
966,891 
Papa Sysysys) 


253,148 
116,630 
107,025 
1,964,608 
871,195 


197,639 
1,204,791 
46,155 
18,202 
536,728 


898,420 
287,136 

99,781 
742,865 
368,661 


1,162,752 
56,443 
709,016 
183,150 
7,426,571 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
45,790 
92,897 
190,629 
322,194 
187,703 


5,457,226 
1,855,262 
187,565 
5,704,649 
1,242,021 


140,911 
105,535 

32,242 
471,722 
571,413 


10,246,332 

248,573 
72,127,588 
965,034 
225,575 


253,846 
116,291 
105,931 
1,969,433 
859,522 


196,530 
1,203,786 
46,113 
18,065 
536,393 


893,188 
297,843 
100,199 
743,603 
366,465 


Se, 


BALANCE | DEMAND TOTAL AMOUNT 
(Refunded) CHARGE CHARGED FOR 
or Charged (Note 6) PRIMARY POWER 


(5,866) 
8,647 
139 
56,160 

(1,441) 


Wl 
1,658 

497 
sy? 
5,050 


6,854 
(3,436) 

(132,272) 

1,857 
(22) 


(698) 
339 
1,094 

(4,825) 

11,673 


1,109 
1,005 

42 
137 
335 


5,232 
(10,707) 
(418) 
(738) 
2,196 


1,165,545 
55,968 
685,465 
186,296 
7,413,632 


(2,793) 
475 
23,551 
(3,146) 
12,939 


per kWh 
16.53 
17.06 
15.87 
15.60 
15.81 


15.07 
14.87 
16.20 
14.96 
14.79 


15.98 
15.19 
18.20 
14.98 
15.16 


14.72 
15.60 
13.70 
16.20 
15.14 


16.05 
15.21 
14.98 
15.07 
15.12 


17.12 
15.71 
18.27 
18.97 
14.90 


14.05 
14.96 
15.86 
15.51 
15.03 


14.01 
15.71 
15.39 
15.56 
14.53 
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STATEMENT OF THE AMOUNTS CHARGE 


for the Year Ende 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON | ENERGY AT 
MUNICIPALITY Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh ’000 $ $ $ $ 

Kingsville ......ccsconssesessnsseneseeee 6,466.2 37,918.9 311,351 246,473 25,709 3,808 
Kirkfieldis inc tek wactetinne: 283.5 1,564.8 13,652 10,171 1,108 1,210 
Kitchener <x. c.hatiaeennn 185,617.7 1,150,820.2 8,937,496 7,480,332 14,655 — 
E orignal prqctecska Rand 1,606.1 9,198.2 77,337 59,789 6,277 6,854 
Lavelield ieee ott 3,192.0 18,857.8 153,697 122,576 12,474 13,622 
RainBethcce veces e 2,004.3 11,356.0 96,508 73,814 7,840 8,125 
Panark a intacesedunce 909.6 4,807.1 43,797 31,246 3,555 3,882 
Lancaster, xtc cetcaninun: 640.6 3,815.7 30,845 24,802 2,503 2,734 
Larder Lake Twp. esses 1,187.4 7,284.4 57,175 47,349 4,640 5,067 
Entchford Sac uscanton- 495.2 3,051.0 23,844 19,832 1,974 — 
Leamington......sssscssenen 14,374.3 87,384.5 692,123 568,000 57,159 7,974 
Lgiday ee cca totte ioe 21,952.9 136,674.9 1,057,032 888,387 87,520 — 
List6welinct teeta. 9,549.8 55,262.6 459,825 359,207 38,073 — 
London! nue. ebeeos 295,368.0 1,818,305.6 14,221,972 11,818,987 1,177,553 — 
LUGai es eee 1,649.9 9,533.8 79,446 61,970 6,448 7,041 
Wickndwrcutete eens 1,575.2 9,110.4 75,848 59,218 6,156 6,722 
Lentenireaae.. ce: 538.7 2,863.5 25,941 18,613 2,106 2,299 
Madae Sn nc tcictncaeenn: 2,097.3 12,244.8 100,986 79,591 8,196 8,950 
Magnetawan. .....scsssessssseeeees 232.2 1,296.4 11,183 8,427 926 — 
Marida lent iii gacosnigui so: 2,168.9 12,364.8 104,433 80,371 8,647 — 
Markham ci. 4-...cctentianss 17,086.6 101,608.0 822,720 660,453 68,120 — 
Marmivalsii.ecctpentiatsniits 1,530.8 9,247.2 73,710 60,107 6,023 4,291 
Martintown veccecssessssssseesseseesees 251.0 1,332.8 12,086 8,663 981 1,071 
Mastek ia dcorouternccc 1,521.9 9,205.2 73,282 59,834 6,068 — 
Maxville cisasecacinatiens 1,099.9 6,213.8 52,961 40,390 4,298 4,694 
McGarry Twpnssccssssccssssssesen 930.8 5,755.5 44,818 37,411 3,637 3,972 
eS oy Ma eee ORR 6,647.2 39,278.8 320,063 255,312 26,501 — 
Merlin...) aie ee 694.1 3,788.8 33,421 24,627 2,712 2,962 
MErrickville...s.csssssscccssssssessees 1,089.6 6,656.2 52,467 43,265 4,258 4,650 
MittRI cncestcciconteirias 20,177.7 118,913.5 971,559 772,938 80,443 — 
NM AAIIAY sos ncPeysitins conor 930.7 5,958.9 44,815 38,733 3,637 3,972 
Rb RGOM sists tactoecaos 893.5 5,232.1 43,022 34,009 3,492 3,813 
AM act chitin 18,025.9 112,095.3 867,951 728,620 71,798 3,646 
Sy en SO 2,041.5 10,959.4 98,301 71,236 7,978 8,712 
Mississauga .......++s:csssssseseesse: 372,685.7 2,430,580.6 17,944,818 15,798,774 1,485,797 — 
BAe Wel gece is cicasiss 4,660.7 24,607.4 224,415 159,948 18,581 = 
Midowetielat 2 pie. 510.2 2,493.9 24,569 16,211 1,994 2,178 
Morrisburg.....sssssssssssssseeseeees 3,009.1 17,694.0 144,890 115,012 11,759 12,841 
Mount Brydges.........:::: 1,050.2 6,033.8 50,567 39,220 4,104 4,481 
Mount Forest....csssssssesseseeoees 5,017.6 28,952.7 241,600 188,193 20,004 — 


*see notes p. 51 
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Allocation of Charges for Power 


R PRIMARY POWER TO MUNICIPALITIES 
‘ember 31, 1976 


SPECIAL 


ACILITIES 


(Note 3) 


(9,767) 
(515) 
(314,560) 
(1,614) 
(5,584) 


(3,719) 
(1,682) 
(1,244) 
(2,266) 

(585) 


(27,041) 
(39,618) 
(16,292) 
(502,023) 
(2,893) 


(3,845) 
(1,468) 
(3,741) 

(330) 
(3,147) 


(17,423) 
(2,731) 
(557) 
(1,604) 
(2,251) 


(2,143) 
(11,887) 
(1,657) 
(1,576) 
(39,472) 


(1,762) 
(1,584) 
(21,066) 
(4,830) 
(329,120) 


(8,796) 
(1,134) 
(4,554) 
(1,712) 
(8,439) 


TOTAL 


AMOUNT 
CHARGED 


FOR 


PRIMARY 


POWER 


$ 
582,876 
25,626 
16,117,923 
148,643 
296,785 


182,715 
80,798 
59,640 

112,732 
45,065 


1,301,977 
99 332i 
841,533 
26,716,489 
152,012 


144,099 
47,491 
193,982 
20,206 
190,304 


1,541,527 
142,218 
22,244 
137,580 
100,092 


87,695 
595,172 
62,065 
103,064 
1,787,029 


89,395 
82,752 
1,667,824 
181,590 
35,348,589 


397,609 
43,818 
281,224 
96,660 
442,138 


AMOUNTS 
BILLED AT 
INTERIM 


RATES 


$ 
590,241 
25,588 
16,152,530 
148,492 
296,245 


184,172 
81,381 
60,109 

113,894 
45,042 


1,300,574 
1,987,665 
835,061 
26,679,193 
149,634 


143,032 
47,386 
196,021 
19,975 
189,926 


1,539,654 
142,236 
22,289 
135,303 
100,553 


89,880 
588,836 
62,399 
102,927 
1,789,576 


89,789 
82,825 
1,641,151 
179,782 
35,228,681 


395,467 
43,730 
278,477 
96,891 
440,772 


BALANCE 
(Refunded) 
or Charged 


$ 
(7,365) 
38 
(34,607) 
151 
540 


(1,457) 
(583) 
(469) 

(1,162) 

23 


1,403 


5,656 - 


6,472 
37,296 
2,378 


1,067 
105 
(2,039) 
231 
378 


1,873 
(18) 
(45) 

2,277 

(461) 


(2,185) 
6,336 

(334) 
137 

(2,547) 


(394) 

(73) 
26,673 
1,808 
119,908 


2,142 
88 
2,747 

(231) 
1,366 
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TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


per kWh 
15.37 
16.38 
14.01 
16.16 
15.74 


16.09 
16.81 
15.63 
15.48 
14.77 


14.90 
14.58 
15125 
14.69 
15.94 


15.82 
16.58 
15.84 
15.59 
15:39 


15ST; 
15.38 
16.69 
14.95 
16.11 


15.24 
LSD 
16.38 
15.48 
15.03 


15.00 
15.82 
14.88 
16.57 
14.54 


16.16 
S57 
15.89 
16.02 
IS 7, 
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STATEMENT OF THE AMOUNTS CHARGE 


for the Year End 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage | Stage II 
kW kWh 000 $ $ $ $ 

Napatiee accaceic cna tanta 6,837.4 39,863.2 329,222 259,111 27,180 4,278 
Nepean Twp. os. 93,701.5 593,170.5 4,511,731 3,855,609 227,307 2,479 
Nenstadt cas at coceions onic 526.2 2,872.7 25,337 18,673 2,056 2,245 
New Hamburg .....scscsssssssssen 5,014.0 28,806.5 241,424 187,243 19,634 19,257 
Newboro-.c di acintihemnn 358.1 1,847.2 17,243 12,007 1,399 1,528 
Newburatt 0. cacdikess: 561.3 3,176.0 27,028 20,644 2,193 2,395 
Newbury iv cch coterie 404.1 2,213.9 19,457 14,391 1,579 1,724 
Newcastle ccctewennchticcn 2,610.1 15,276.6 125,676 99,298 10,406 = 
Newmarket ...cscccssscssseessssseeees 19,036.5 117,691.3 916,607 764,994 75,651 13,103 
Niagara sictictnncgpieancon 3,498.1 21,317.0 168,436 138,561 13,946 == 
Niagara Falls ............s:sssss 63,789.2 399,448.5 3,071,451 2,596,416 254,310 st 
Nipigon  Twp.te.snigidinntcn 2,842.6 18,308. 1 136,872 119,003 11,155 9,607 
North, Bay cciceccostscnthcesseee 68,426.6 427,304.1 3,294,744 2,777,477 272,798 ae 
North: York 4.4... 689,879.3 4,309,425.1 33,217,690 28,011,263 2,667,347 cts 
Noreichi nec cio. daursorok 1,549.7 8,946.3 74,619 58,151 6,056 6,613 
Narwood se ti ametaness 1,354.1 8,288.0 65,204 53,872 5,292 5,779 
Oakville acon ate eae 142,860.7 970,656.9 6,878,745 6,309,270 569,231 17,070 
OilySprin gs isd caeqcationsenss 445.2 2,663.2 21,438 17,311 1,740 1,900 
Oméemee sch. Ghent 834.6 5,100.9 40,187 33,156 3,261 3,561 
Orangeville .....sssssssssssseeeeeereee 12,778.2 76,142.9 615,271 494,929 50,943 oa 
Cea ee ea 27,361.8 154,418.7 1,317,473 1,003,722 109,084 a 
Drona. cit ora then 1,261.2 7,033.4 60,728 45,718 4,928 5,382 
Oshaween 62diduaaeends 171,902.9 1,059,300.2 8,277,127 6,885,451 685,331 = 
Oia wa oie oe ee is §25,377.5 3,346,228.0 25,296,927 21,750,482 1,778,908 = 
(terval ccc tcoak ects 613.0 3,433.2 29,516 22,316 2,395 2,616 
Owen. Sound 2s. be decccace 29,259.8 181,792.8 1,408,864 1,181,653 116,187 23,336 
Paisley sich Reise tatieascon 1,524.5 8,561.1 73,407 55,647 6,078 ca 
Palmerston cbse maces 2,276.6 12,952.9 109,621 84,194 9,077 a 
re PR pint Spree Gs esta 7,970.5 43,893.5 383,784 285,308 31,776 = 
Parkhill.ccoscidnenezermcand 2,101.6 11,669.1 101,192 75,850 8,379 = 
Parry Sound ..s.ssnssvsisssssecceeee 6,972.8 41,765.5 335,741 271,476 27,799 = 
Pembroke .ocit.ccsmostesccas 16,634.9 89,068.1 800,974 578,943 66,319 a 
Penetanguishene................+. 7,507.4 44,892.9 361,482 291,804 29,930 — 
oC, HERR ae 9,749.3 55,126.5 469,429 358,323 38,868 = 
Peterborough ........ccssssssssssseee 85,659.9 537,542.0 4,124,528 3,494,023 341,503 = 
Beircalie Fah aaa ast dedirscscssss 4,230.5 24,463.1 203,699 159,011 16,567 16,157 
Picking ices Veh tienen: 3,011.2 18,051.2 144,991 117,333 11,767 12,850 
fe ee, Se) 5,986.0 35,416.5 288,229 230,207 23,865 = 
Plantagenet ........sssesssseeseesee 1,272.3 7,777.3 61,263 50,553 4,972 5,429 
Platteville ess. cseceaptaeocneove 1,049.3 5,373.6 50,527 34,929 4,101 4,478 


*see notes p. 51 


Allocation of Charges for Power 


R PRIMARY POWER TO MUNICIPALITIES 
cember 31, 1976 


SPECIAL 
ACILITIES 
(Note 3) 


95529 
2,883 


36,727 


84,231 
18,058 
675 


63,820 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(14,028) 
(86,681) 
(1,247) 
(7,973) 
(420) 


(844) 
(767) 
(3,537) 
(22,550) 
(7,190) 


(134,273) 
(5,080) 
(95,295) 
(758,975) 
(4,358) 


(2,454) 
(166,757) 
(1,953) 
(1,517) 
(16,372) 


(28,009) 
(1,921) 
(273,255) 
(634,957) 
(1,589) 


(55,355) 
(2,388) 
(5,882) 

(17,480) 
(3,844) 


(8,931) 
(9,154) 
(12,008) 
(18,144) 
(155,648) 


(11,450) 
(2,656) 
(14,767) 
(1,477) 
(2,446) 


TOTAL 
AMOUNT 


CHARGED 


FOR 
PRIMARY 
POWER 


$ 
611,821 
8,518,614 
47,064 
460,972 
31,757 


51,416 
36,384 
231,843 
1,757,334 
316,636 


5,824,631 
Dales) 
6,333,955 
63,155,383 
141,756 


127,693 
13,671,379 
40,436 
78,648 
1,153,611 


2,421,962 
114,835 
15,574,654 
48,191,360 
55,254 


2,674,685 
132,744 
198,039 
683,388 
181,577 


626,65 1 
1,437,516 
675,017 
848,476 
7,804,406 


384,578 
284,285 
527,818 
120,740 

91,589 


AMOUNTS 
BILLED AT 


INTERIM 
RATES 


$ 
610,758 
8,536,274 
46,639 
458,473 
B93 


SYA PRV) 
36,427 
231,746 
1,784,370 
=) 315,830 


5,811,292 
273,405 
6,298,462 
63,131,725 
142,778 


1275139 
13,679,747 
40,657 
VU225 
1,146,776 


2,396,985 
115,758 
15,534,153 
48,198,287 
55,714 


2,685,901 
131,296 
198,764 
682,638 
181,026 


625,429 
1,406,677 
669,169 
840,559 
7,823,881 


387,011 
278,351 
529,036 
120,008 

93,285 


BALANCE 


(Refunded) 


or Charged 


$ 
1,063 
(17,660) 
425 
2,499 
(180) 


(816) 
(43) 
97 
(27,036) 
806 


13,339 
(1,848) 
35,493 
23,658 
(1,022) 


(46) 

(8,368) 

(221) 
1,423 
6,835 


24,977 
(923) 

40,501 

(6,927) 
(460) 


(11,216) 
1,448 

(725) 
750 
551 


1222. 
30,839 
5,848 
7,917 
(19,475) 


(2,433) 
5,934 
(1,218) 

732 
(1,696) 
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DEMAND TOTAL AMOUNT 
CHARGE CHARGED FOR 
(Note 6) PRIMARY POWER 


per kWh 
15.35 
14.36 
16.38 
16.00 
719e 


16.19 
16.43 
15.18 
14.93 
14.85 


14.58 
14.83 
14.82 
14.66 
15.85 


15.41 
14.08 
15.18 
15.42 
15315 


15.68 
16.33 
14.70 
14.40 
16.09 


14.71 
15.5] 
15:29 
15.57 
15.56 


15.00 
16.14 
15.04 
15.39 
14.52 


15.72 
15375 
14.90 
15.52 
17.04 
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MUNICIPALITY 


Point Edward sities... 
Port? Burwell ei cise iaccccras-s 
Port? Colborme \.cniecnscterteastee 
Port) Credit ces: set estes 
Port IDovetic. <a 


POrtieb einitincrceresereencnerete esse 
Port hope rasrtacsstrneetes ne 
Ports MeNicouisccsreccere--- 
POR REMY seetecresersteenecererryces 
POrteROWan aeiccscrecteaaesteceees 


Ones SeATLCY cerereterdneciersccersess 


PrestOnierssccotsecte ote eaten cost 
Pricevillee cs oocvesmentect ses 
Princeton c.ckeeaiicritseeces 


Queenston §..5.creseeca ccenseass- 
Rainy GRAVEL eaceceertattmatecesee:- 
Red tR OK ici hrccn en een eoe 
REmEreWisci5: he ccrscerece eee cesercecee 
Richmond ¢:it.cccne eee 


Russell ei.c5 Se ssnrtem tne etertess 
Sandwich West Twp........... 


ScarOOrou gle. <.-sesectreentsnceess 
Scpreiber hwptcsasercectns eens: 
ALOR cuesc.ccevianseor sees 


SiOWxs HOOkOUt Ce ecrcc.ctesaeranes 
Smnithhs? Falls rccccpesctetinc ones 
South Grimsby Twp............ 
South River i..¢.gehren<- 
Southampton) ..c.ke isc 


*see notes p. 51 


Appendix II]—Finance 


STATEMENT OF THE AMOUNTS CHARGE 


for the Year End 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 


kW kWh ’000 $ $ $ $ 
8,150.1 42,599.9 392,427 276,900 32,286 11,164 
546.4 3,190.3 26,313 20,738 2,136 2,332 
16,750.0 W2s75V-9 806,514 732,888 66,777 — 
23,593.4 170,404.8 1,136,025 1,107,632 94,061 — 
3,139.5 19,216.7 151,161 124,909 12,516 — 
9,496.9 56,435.4 457,276 366,831 37,862 — 
18,970.0 117,752.8 913,408 765,393 75.629 — 
2,076.8 11,042.0 99,999 Tad 8,116 8,862 
4,812.1 28,262.5 231,703 183,707 19,185 — 
589.6 3351225 28,392 23,221 2,304 2,516 
2,054.3 11,833.1 98,918 76,916 8,190 —_ 
6,365.0 34,800.2 306,478 226,202 25,376 — 
26,974.5 150,162.5 1,298,825 976,056 107,541 = 
141.8 752.2 6,829 4,890 554 605 
S18e/ 2,975.6 24,738 19,342 2,008 AE 
520.3 2,942.1 25,054 19,124 2,033 2,220 
1,399.6 8,041.4 67,393 52,270 5,470 973 
1,187.7 7,075.8 57,189 45,993 4,735 — 
8,649.5 48, 168.6 416,475 313,096 34,483 — 
2,992.9 17,523.8 144,110 113,905 11,696 Py g7: 
25,405.5 156,514.0 1,223,276 1,017,341 101,029 = 
3,511.6 19,585.3 169,084 127,305 14,000 — 
934.5 5,444.7 44,998 35,391 3,652 3,988 
3,966.9 23,000.2 191,010 149,502 15,502 16,928 
1,034.2 6,191.9 49,800 40,248 4,042 4,414 
861.3 5,078.6 41,473 33,011 3,366 3,675 
339.5 1,836.7 16,347 11,939 1,354 — 
1,059.2 6,126.3 51,003 39,821 4,140 4,520 
11,711.4 64,240.2 563,905 417,562 46,469 12,004 
82,188.5 554,337.8 359575377 3,603,196 326,283 — 
450,318.9 2,802,001.9 21,682,859 18,213,013 1,795,300 — 
2,416.1 15,174.1 116,338 98,632 9,496 7,371 
2,601.3 14,947.2 125,255 Sie ey) 10,371 = 
3,885.2 22,715.8 187,075 147,653 15,490 —= 
20,601.9 127,377.0 991,984 827,951 82,135 — 
3,858.4 24,068.8 185,782 156,447 15,078 16,465 
14,828.7 86,064.9 714,002 559,422 59,118 — 
1,017.5 5,830.0 48,997 37,895 397d 4,342 
1,431.9 8,510.4 68,948 55,318 5,709 — 


5,060.7 29,109.4 243,675 189,212 20,176 


Allocation of Charges for Power 


YR PRIMARY POWER TO MUNICIPALITIES 
cember 31, 1976 


SPECIAL 
‘ACILITIES 
(Note 3) 


14,152 
1,769 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(18,525) 

(1,003) 
(33,825) 
(36,750) 

(7,344) 


(8,120) 
(30,445) 
(3,602) 
(6,537) 
(1,459) 


(5,588) 
(13,625) 
(45,666) 

(238) 

(1,432) 


(1,327) 
(1,743) 
(2,272) 
(13,374) 
(3,006) 


(32,940) 
(7,217) 
(1,641) 
(3,939) 
(1,995) 


(2,347) 
(698) 
(1,465) 
(11,585) 
(212,848) 


(514,750) 
(3,687) 
(7,434) 
(4,859) 

(33,045) 


(6,806) 
(29,658) 
(2,017) 
(1,230) 
(6,226) 


TOTAL 


AMOUNT 
CHARGED 


FOR 


PRIMARY 
POWER 


$ 
694,252 
50,615 
1,577,400 
2,312,554 
284,340 


863,412 
1,728,303 
186,190 
428,671 
54,974 


178,436 
545,513 
2,336,756 
12,640 
46,849 


47,104 
129,691 
106,181] 
751,445 
279,477 


2,322,858 
304,941 
86,388 
369,003 
96,509 


79,178 
28,942 
98,019 
1,034,946 
7,674,008 


41,176,422 
229,307 
226,052 
350,244 

1,881,017 


366,966 
1,303,202 
93,194 
128,745 
447,604 


AMOUNTS 
BILLED AT 
INTERIM 


RATES 


$ 
695,480 
50,905 
1,579,560 
Paso} Say 
283,750 


836,887 
1,725,763 
186,887 
426,259 
55,074 


181,633 
545,934 
2,334,699 
12,611 
45,602 


47,015 
130,993 
106,721 
750,821 
280,602 


2,325,101 
B03 ai 
85,543 
367,576 
97,021 


79,488 
28,859 
97,092 
1,031,728 
7,672,630 


41,063,853 
230,109 
225,883 
343,582 

1,875,596 


368,333 
1,306,322 
SD Taz 
127,360 
443,951 


BALANCE 
(Refunded) 
or Charged 


$ 
(1,228) 
(290) 
(2,160) 
(1,023) 
590 


26,525 

2,540 
(697) 

2,412 
(100) 


(3,197) 
(421) 
2,057 
29 
1,247 


89 
(1,302) 
(540) 
624 
(1,125) 


(2,243) 
1,190 
845 
1,427 

(512) 


(310) 
83 
927 
3,218 
1,378 


112,569 
(802) 
169 
6,662 
5,421 


(1,367) 

(3,120) 
442 
1,385 
3,653 
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TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


per kWh 
16.30 
15.86 
13.99 
13257. 
14.80 


15.30 
14.68 
16.86 
StF, 
15:39 


15.08 
15.68 
15.56 
16.80 
15.74 


16.01 
16.13 
15.01 
15.60 
15.95 


14.84 
iis) 5i// 
15.87 
16.04 
15:59 


1559 
15.76 
16.00 
16.11 
13.84 


14.70 
ito) 
Saiz 
15.42 
14.77 


[S125 
15.14 
15.99 
15.13 
15.38 
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STATEMENT OF THE AMOUNTS CHARGE 
for the Year Ende 


PRIMARY POWER 


ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON ENERGY AT 


MUNICIPALITY Average of DEMAND 6.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage II 
kW kWh ’000 $ $ $ $ 

Springhield 2.0... apedns 441.2 2,452.0 21,244 15,939 1,724 1,883 
Ser Catharines -.ca0-aec nn: 207,825.4 1,259,970.0 10,006,793 8,189,806 747,330 — 
See Clair Beach cccctde cccssce: 1,835.9 9,924.6 88,403 64,510 7,249 3,855 
St George dae Mtns 1,169.1 6,878.8 56,295 44,713 4,602 3,207 
Sta Jacobs ects 1,965.1 12,758.5 94,623 82,931 7,741 5,090 
SCU Marys his uh eave nin. 5,781.2 34,244.5 278,365 222,589 23,048 — 
Sti Thomas 4465.9/eeescntees 35,135.6 212,718.0 1,691,779 1,382,668 140,062 780 
Slauner sive conics neste 2,754.1 15,753.1 132,613 102,396 10,980 = 
CTT cy eee ieee 22 Se 1,951.5 11,368.0 93,968 73,892 7,780 = 
Stoney Creek....cccsssssses 7,080.5 40,184.5 340,930 261,199 28,228 = 
Stouffville, 2.5.:..ceeecess 6,623.8 39,465.8 318,937 256,528 26,407 <2 
Sitatlord accra ek eda 43,937.0 261,370.1 2,115,569 1,698,906 175,165 — 
Stra thnoy acre cen eee ochiesss 9,828.8 53,962. 1 473,260 350,754 39,185 — 
Streetsville 214.1 ee sc: 8,209.3 49,578.1 395,282 322,258 32,729 — 
Sturgeon Falls... circac..cr.-s 7,116.7 43,665.1 342,669 283,823 28,372 — 
Sedhiiry c.ccas tee et ces 103,336.2 663,848.9 | 4,975,638 4,315,018 411,974 = 
Sunderiand,,..c<0eon ce. 826.4 4,581.6 39,791 29,780 3,229 3,526 
Swadridge (3:8 Ake wscsnt: 1235.7 7,242.5 59,501 47,077 4,927 —_ 
SOG acl ohn Baits 3,692.6 22,402.3 177,803 145,615 14,430 15,758 
gg han AN 2 A FR 1,309.1 7,858.7 63,033 51,082 5,116 5,586 
TAwistock ute Sa vas 2,913.4 15,440.1 140,282 100,361 11,615 — 
Teeuiiseh a2: bsksseensse 5,104.8 30,390.3 245,799 197,537 20,352 — 
Tees water cayceceR ear 1,614.8 9,241.6 7h,153 60,071 6,349 4,802 
Terrace Bay TWP. eccscssssssees: 2,762.8 17,208.8 133,029 111,857 11,014 — 
Thamestoed si... isne ti nicccant 1,966.5 11,216.0 94,687 72,904 7,685 8,392 
Thamesvithe 2... sacs. 1,425.6 6,623.6 68,645 43,054 5,571 6,084 
Thedford fcctcsccte eco: 858.3 4,935.1 41,328 32,078 3,354 3,663 
ME eSSalOnic: cee cecmet 1,871.1 11,120.7 90,095 72,285 7,460 a 
TPHOEMDULY ginsheess teeta: 2,000.9 12,506.0 96,345 81,289 7,819 8,538 
THOPKGANe hc iccticaceaerincue 441.2 2,375.0 21,244 15,438 1,724 1,883 
TROY dcSaa cc Re hale 527.2 2,778.4 25,388 18,060 2,061 2,250 
Yas) Bin ak 29 i 7,547.1 49,013.0 363,393 318,585 30,066 _ 
Thunder Bay oeeeesssssesee 151,765.0 944,025.4 7.307,485 6,136,165 604,973 3,951 
gO) Ct Ee Me ee 5,628.4 30,439.8 271,008 197,859 22,426 740 
WME BB. tte dor iscacnss 12,448.4 68,459.1 599,393 444,984 49,629 — 
PORonGE Case eh ca 1,138,832.5 7,396,696.4 54,834,785 48,078,527 3,885,122 — 
Tetienhant sick eon 2,292.2 12,810.9 110,373 83,271 9,071 3,668 
TER Bisisisscidnee eh cans 29,870.0 188,943.9 1,438,242 1,228,136 119,083 — 
PMCS scons ise 2,563.1 14,447.4 123,417 93,909 10,218 -- 


Uxbridge:.02 tac ceases 4,543.9 24,817.7 218,789 161,315 18,116 a 


*see notes pool 


Allocation of Charges for Power 


YR PRIMARY POWER TO MUNICIPALITIES 
scember 31, 1976 


SPECIAL 
FACILITIES 
(Note 3) 


5,014 
5,180 
3,084 


109,180 


1,134 
1,477 


11,302 
976 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(1,146) 
(338,090) 
(2,722) 
(2,392) 
(3,184) 


(22,526) 
(76,738) 

(4,337) 
, (3,539) 
(10,828) 


(8,734) 
(87,391) 
(17,515) 
(10,797) 

(8,323) 


(147,669) 
(1,729) 
(1,525) 
(5,561) 
(2,147) 


(5,927) 
(7,697) 
(3,178) 
(4,151) 
(3,520) 


(3,297) 
(1,995) 
(2,272) 
(2,832) 
(1,090) 


(648) 
(29,383) 
(377,014) 
(9,915) 
(20,338) 


(2,830,781) 
(2,474) 
(50,199) 
(4,673) 
(7,483) 


TOTAL 
AMOUNT 


CHARGED 


FOR 
PRIMARY 
POWER 


$ 
39,736 
18,606,309 
161,295 
106,795 
187,535 


501,476 
3,138,551 
241,652 
172,101 
620,005 


593,844 
3,902,249 
850,698 
744,652 
649,625 


9,664,141 
74,597 
109,980 
348,045 
122,670 


247,620 
458,751 
145,797 
251,749 
180,148 


120,057 
78,428 
169,430 
191,159 
39,218 


47,111 
683,201 
13,675,560 
483,252 
1,075,145 


103,978,955 
204,885 
2,735,262 
222,871 
392,731 


AMOUNTS 
BILLED AT 


INTERIM 
RATES 


$ 
39,823 
18,492,179 
165,200 
106,924 
188,090 


502,303 
3,128,669 
238,934 
170,465 
619,270 


592,592 
3,905,126 
850,762 
741,407 
640,269 


9,677,756 
74,898 
108,762 
352,584 
123,175 


247,629 
458,782 
146,446 
249,811 
181,625 


120,066 
79337) 
167,222 
191,797 
Bos 


46,811 
678,084 
13,649,265 
479,560 
1,064,097 


103,998,649 
197,999 
2,730,103 
222,634 
387,378 


BALANCE 


(Refunded) 


or Charged 


$ * 
(87) 
114,130 
(3,905) 
(129) 
(555) 


(827) 
9,882 
2,718 
1,636 
735 


1,252 

(2,877) 

(64) 
3,245 
9,356 


(13,615) 
(301) 
1,218 
(4,539) 
(505) 


(9) 
(31) 
(649) 
1,938 
(1,477) 


(9) 
(909) 
2,208 
(638) 
(295) 


300 
SSL, 
26,295 
3,692 
11,048 


(19,694) 
6,886 
5,159 

237 
5,353 
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TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


DEMAND 
CHARGE 
(Note 6) 


Mills 
per kWh 
16.20 
14.77 
16.25 
[5.53 
14.70 


14.64 
14.75 
15.34 
15.14 
15.43 


15.05 
14.93 
15.76 
15.02 
14.88 


14.56 
16.28 
lost? 
15.54 
15.61 


16.04 
15.10 
15.78 
14.63 
16.06 


18.13 
15.89 
15.24 
15.29 
16.51 


16.96 
13.94 
14.49 
15.88 
15.70 


14.06 
15.99 
14.48 
15.43 
15.82 


68 Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGE) 
for the Year Ende 


PRIMARY POWER 


ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 


COMMON’ | ENERGY AT 

MUNICIPALITY Average of DEMAND 6.5 MILLS 

Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I] 

kW kWh *000 $ $ $ $ 

Vankleek Hill........cccs.csssee0. 1,745.8 9,981.3 84,063 64,879 6,823 7,450 
Vaughan Tw. ..vcessscssscscccsees 58,036.4 357,835.9 2,794,454 2,325,934 231,375 = 
Victoria Harbour... 1,434.0 7,907.1 69,051 51,397 5,604 6,120 
Walkerton .accshrasgvincne 8,446.8 48,989.3 406,717 318,431 33,676 a 
Wallaceburg ......sssssssccsssesseesees 24,250.0 155,530.9 1,167,639 1,010,951 96,679 = 
Woardsuille seth ssn. 489.3 2,808.4 23,561 18,255 1,912 2,088 
Warkworth soos udemaen sce: 739.7 4,063.3 35,618 26,412 2,891 3,157 
Wasaga Beach ..vceccssssscceseesee 7,429.6 39,520.6 357,737 256,884 29,270 18,921 
Waterdown sheesceciccraipeoarssess 2,526.8 15,297.4 121,667 99,433 9,874 10,783 
Waterton’ ek ccweng-ocet 2,792.6 14,264.8 134,466 92,721 10,963 9,206 
Waterloo 22 tees 71,067.8 437,653.8 3,421,917 2,844,750 5,611 wa 
Wathord cote een ne 1,867.0 10,042.8 89,900 65,279 7,329 6,167 
Waubaushene....................... 804.9 4,447.4 38,756 28,908 3,145 3,435 
Webbwo0d ...ccccccccssesssssseneseen 477.9 2,656.7 23,011 17,269 1,906 ae 
Welland a. Poca bnettitesine en 54,004.5 309,176.7 2,600,317 2,009,649 215,302 a 
Wellesley iacsescngstanccnans 837.1 4,794.4 40,310 31,164 5272 3,573 
Wellington .....ccssseccsssssscssseeeee 1,326.4 7,457.5 63,869 48,474 5,184 5,661 
West LOrne |. e-ccsccarveescavcorsen 1,857.1 9,788.3 89,419 63,624 7,257 7,925 
Westpark trscavasnuniees 996.5 5,915.6 47,983 38,452 3,894 4,252 
Wheatley ...ecccscccsssssessssseessonsees 1,759.3 9,626.5 84,712 62,573 6,886 6,930 
WAY sc otie amanactor 39,536.2 242,689.9 1,903,669 1,577,485 157,620 _ 
Wiseton wt an ye 3,015.6 17,754.5 145,202 115,405 12,022 a 
Williamsburg .......ccsc000000000000 434.0 2,156.8 20,897 14,019 1,696 1,852 
Winchester .....ccscssssssvsesescesenee 3,995.0 24,746.7 192,363 160,854 15,725 10,955 
Windermere ...eccccsssssecssseeseeeee 367.4 1,564.7 17,690 10,171 1,465 — 
Windsdtdsc- ty chaeaanchud 294,870.5 1,846,665.6 14,198,017 12,003,327 1,175,569 = 
WAN GHAI 34st cvscucardinccoont 6,682.6 39,603.4 321,770 257,422 26,643 _ 
Woodbridge .......ccccccesssessssseee 3,686.5 22,395.2 177,508 145,569 14,697 = 
Woodstock :.6. oo catpaceecox 43,680.6 259,970.8 2,103,221 1,689,811 174,143 aa 
WOGav TE. :.ihncsienhel aces 648.9 3,539.7 31,247 23,009 2,536 2,769 
Wiosting. hs ckuatenas 1,470.0 8,609.6 70,781 55,963 5,744 6,273 
Et RE Eee Retna nee 124,852.6 811,436.5 6,011,657 5,274,338 497,754 i 


TAN (elo ie ere peta ro! te Been 1,012.4 5,674.0 48,751 36,881 5,957 4,321 


Total Municipal... 9,166,570.2 57,635,227.2 441,370,359 374,628,985 33,851,562 1,208,834 


*see notes p. 51 


Allocation of Charges for Power 


YR PRIMARY POWER TO MUNICIPALITIES 
cember 31, 1976 


SPECIAL 
*ACILITIES 
(Note 3) 


My 12,522 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(2,148) 
(46,196) 
(1,898) 
(12,744) 
(47,126) 


(832) 
(1,207) 
(12,074) 
(4,355) 
(5,572) 


(92,718) 
(5,108) 
(1,398) 

(541) 

(96,455) 


(2,002) 
(2,711) 
(4,627) 
(1,655) 
(3,585) 


(50,705) 
(5,484) 
(1,078) 
(5,663) 

(692) 


(564,238) 
(10,754) 
(8,217) 
(85,967) 
(1,123) 


(2,235) 
(266,171) 
(2,139) 


(15,068,873) 


TOTAL 
AMOUNT 
CHARGED 

FOR 
PRIMARY 
POWER 


$ 
161,067 
5,350,337 
130,274 
755,617 
2,234,115 


45,068 
66,871 
652,592 
237,402 
242,891 


6,179,560 
164,381 
72,846 
41,645 
4,728,813 


76,317 
120,477 
163,598 

92,926 
157,516 


3,588,069 
267,245 
37,386 
376,047 
28,634 


26,813,796 
597,146 
329,557 

3,881,208 
58,438 


136,629 
11,517,578 
91,771 


837,703,389 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
159,604 
Sy553,/21 
131,067 
751,024 
2,221,352 


44,541 
66,873 
573,885 
238,289 
240,788 


6,196,597 
165,210 
73,149 
41,088 
4,768,842 


75,426 
120,343 
164,253 

92,236 
158,036 


3,572,111 
267,058 
37,306 
373,677 
28,259 


26,775,272 
S97195 
330,415 

3,876,668 
58,537 


137,172 
11,536,651 
92,050 


836,719,174 


BALANCE 
(Refunded) 
or Charged 


(2) 
78,707 

(887) 
2,103 


(17,037) 
(829) 
(303) 

557 

(40,029) 


891 
134 
(655) 
690 
(520) 


15,958 
187 
80 
2,370 
375 


38,524 
(49) 
(858) 
4,540 
(99) 


(543) 
(19,073) 
(279) 


984,215 
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TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1976 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31. 1976 


Balance at 
December 31. 1975 


Municipality 


$ $ $ 
ACEO M eee eer a eer ct oe Meader 903,351.00 57,611.00 960,962.00 
Alsat @ ral gimecee near ee nectercsty scene tr 90.178.00 6,584.00 96.762.00 
PAUENS WEIR ea Ceres Peer e a pce ween ee iar teas 1,024,027.00 131,192.00 1.155,219.00 
Alexand rials ceeccken enon aa ree ee 467,575.00 40,941.00 508.516.00 
RIGO ULE Aacteotect eee tedeecess acs etude canities sents 86,715.00 10,733.00 97.448.00 
AVSCO Mi setesceccer eres scan terme trae cese at ene 463,131.00 37,582.00 500.713.00 
ATivOnte sso te eee eee ese eeree 284,503.00 25,566.00 310,069.00 
AIGIMStOneae crower eee cee ated emna races 86,001.00 3,577.00 89,578.00 
AM ErStDUY Reece: evens snerevssscuersuse emesenecscas tes 789,081.00 51,857.00 840,938.00 
ATICASTON WW Pinccecsscs ceceacec seo esceecetecsnsnenenze ces Be D2 EOo 23,169.00 394,896.00 
Fos) 2) (oil a 0) Were een eee eee re tre rey Sete ren 27.740.00 1,545.00 29,285.00 
ATK OMA tra yore eee eee en ee 66,714.00 2,806.00 69,520.00 
AAUTIPINOM seseesteetestodese care trasre say cee eters renee tea 823,545.00 80,098.00 903,643.00 
Ar thipeces feiss st tees ence a meet nee 203,039.00 18,391.00 221.430.00 
ANCE TIS ccc ee cere tea rostes sees ete 99,395.00 7,132.00 106,527.00 
ATIKOKEN) DW Piers sccersseag cores teas wares ear aceeaes 480,940.00 42,710.00 523,650.00 
AUILOLAve sect or cr caren atl cetera 974,936.00 98,480.00 1,073,416.00 
IAVOTIIMOLE cerca aera tatters tee ome oer cupee oteee 20,395.00 1,606.00 22,001.00 
PUG Bi esatsencttcec ected inscrs oeass naam sAse 761,589.00 51,102.00 812,691.00 
A Viper reer oeeres cxsrercs ane oer earecers 176,133.00 12,870.00 189,003.00 
BaGeyiin te cece ee ee ote ta wer Saar 205,732.00 9,005.00 214,737.00 
BAN CLO pata enema eee ramen ac acres 199,428.00 21,852.00 221,280.00 
BATrle tee ere eat eae Remeron. 3,703,776.00 372,915.00 4,076.69 1.00 
Banny Sis Way rrtaeescec ene scacessceresre ts teteets erecrtaerencs 85,360.00 9,568.00 94,928.00 
SHAM ds Wi ete Ain - a tea as eles 5 eat, Roar en otras 66,559.00 6,358.00 72,917.00 
Beachburg. taterc ct atttre en conan 47,100.00 4,925.00 52,025.00 
Beach villewen cee tee ins nee earners 425,776.00 22,944.00 448,720.00 
Beamsville: access tgeesrecc tees cstca tera: nextacctss 316,861.00 24,555.00 341.416.00 
Beavertonucn teachers ete ee re se 240,476.00 19,571.00 260,047.00 
Bee@tOte cectte eo rete tee ea eee eg eat 127,859.00 9,385.00 137,244.00 
Belles Riveris cen ntcsse eet seine skeen 206,084.00 20,263.00 226,347.00 
Belleville coe eee eis teers, reese 4,.131,927.00 333,531.00 4.465,.458.00 
Belmonte. c:ts eo Sie aoe ee eee 91,698.00 9,744.00 101.442.00 
BlSHITeTIL here aeteae ence cesta omrerciee 378,862.00 29,355.00 408,217.00 
Biloomilteldsanen ca he eee ce reese 93,516.00 5,974.00 99,490.00 
RBI the terete ste iens ein nee asenmeeactaraneaeaes 144,138.00 9,053.00 153,191.00 
| 370] ORE NY] keCO) | Rare cren rates Pro ee eran ern re eer 150,392.00 16,692.00 167,084.00 
|S {ov Re ys Bee caleke  pansie see te ease Heit nce eee tare 280,587.00 38,025.00 318,612.00 
SEOUL Noid | PN eee oh Seer wee er ee Saree re yer eee 108,158.00 6,357.00 114,515.00 
BOWIE AUS sre reste ev scacden cca nee seer eceetnes 1,.413,215.00 112,308.00 1,525,523.00 
Brace brid meise.o. 2. suexsctsrcksnciosstacestemees ovsssrsiees 130,338.00 25,800.00 156,138.00 
BFC Fred oes aac sites oe teratncss saree ent acanseneed 347,220.00 33,383.00 380,603.00 
Brae Sie see eee a aac sce eter ees 176,418.00 12,821.00 189,239.00 
STE VEnte 02) Nieetercn. Soh rier SRE ae corre Aen 3,778,923.00 413,652.00 4,192,575.00 
Branticutic ce mencneme et actrees rere 10,018,032.00 607,276.00 10,625 ,308.00 


Equities Accumulated by Municipalities 


a 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1976 


Municipality. 


BMRA ROT LW iccccnsectessortioas ovosertass esersbssves ss 
BST CUMS eme Sons Seva see acs. sacri cen deres oa coelevoveros 


ACOSTA Re AS ae Re ee 
“> TISISST Rc ey  .  oe nemee 
LETT Ls a eee 


Burgess 


WAMIVER cc areneee aig. Sade tee eee 


BEG SMC AUIS 252) soatsce.scsscseg, ssnvavovestaosaesiscigebagsos 


BOI ACOs. ceeeoscssessasccsssstecesesesovseasvencsaccresstes 
PRAT CRAY. 5 Aitch cou seviez acs atevsiaascsuese se vavecesseess 


Caledonia 


Campbellford 
Campbellville 


Cayuga 


Chapleau Twp 


BUMP IN TEN Mes Sisk hoi.s ccaczscscthaeriechclsfassieueestacssthos 


Chesley 


NN I Ba sss ua tale antescnrsne ncaa 
ee 5 enh cons sittin crsenevoreicatiadenetein-h 


Cobour 


Collingwood 
Comber 


Courtright 
Creemore 


Deep River 


NR eh sas sags eho obser op er rae aie Ae> 


Balance at 
December 31, 1975 


$ 
1,194,667.00 


38,608.00 
172,145.00 
69,385.00 
304,296.00 


3,015,796.00 
141,981.00 
152,293.00 
45,964.00 
107,212.00 


6,049,05 1.00 
51,223.00 
238,633.00 
167,274.00 
35,462.00 


149,646.00 
283,945.00 
158,894.00 
809,161.00 
115,028.00 


114,542.00 
64,302.00 
164,395.00 
4,729.63 1.00 
57,077.00 


298,821.00 
271,809.00 
254,777.00 

84,455.00 
462,924.00 


101,536.00 
1,845,902.00 
373,738.00 
180,768.00 
129,736.00 


1,663,035.00 
96,977.00 
128,136.00 
81,386.00 
58,713.00 


50,347.00 
114,514.00 
72,734.00 
437,932.00 
48,086.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
121,445.00 


2,304.00 
12,393.00 
2,747.00 
25,598.00 


218,740.00 
7,684.00 
7,019.00 
2,291.00 

10,292.00 


795,494.00 
4,102.00 
16,200.00 
24,816.00 
3,233.00 


11,214.00 
23,957.00 

8,798.00 
42,836.00 
14,262.00 


7,263.00 
6,881.00 
22,871.00 
319,778.00 
3,402.00 


14,758.00 
18,082.00 
20,288.00 

4,978.00 
24,613.00 


7,989.00 
149,766.00 
49,360.00 
16,427.00 
7,975.00 


151,743.00 
4,873.00 
13,531.00 
6,067.00 
3,478.00 


3,483.00 
8,125.00 
4,061.00 
55,342.00 
2,967.00 


Equities 
Transferred 
through 
Annexations 


| 


Balance at 
December 31, 


$ 


316,112.00 


40,912.00 
184,538.00 
72,132.00 
329,894.00 


3,234,536.00 


149,665.00 
159,312.00 

48,255.00 
117,504.00 


1976 


6,844,545.00 
55,325.00 
254,833.00 
192,090.00 
38,695.00 


160,860.00 


307,902.00 
167,692.00 


851,997.00 
129,290.00 


121,805.00 
71,183.00 


187,266.00 


Nn 


049,409.00 


60,479.00 


313,579.00 
289,891.00 
275,065.00 

89,433.00 
487,537.00 ° 


109,525.00 


995,668.00 


423,098.00 
197,195.00 
137,711.00 


814,778.00 


101,850.00 
141,667.00 
87,453.00 
62,191.00 


53,830.00 
122,639.00 
76,795.00 
493,274.00 
51,053.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Endec’*December 31, 1976 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1975 Debt Retirement through December 31, 1976 


Appropriations Annexations 


$ $ $ 
IBY hist die med gcaer eee reer re meee 408,357.00 30,163.00 438,520.00 
Deserontote vesercc cote nerste ere a tace 206,642.00 17,174.00 223,816.00 
Dorchestens rence teense tetris tees ree 89,235.00 5,516.00 94,751.00 
DD TAS COM scs tn bextra casneccongee ded esagetecncedeeree  Sranaeaes 105,538.00 6,546.00 112,084.00 
Dresden eet heite terre acct nesenct ate eee teey ae 363,245.00 26,117.00 389,362.00 
Drunib Ocean ctor sternacreenne as 57,638.00 3,086.00 60,724.00 
Bary Wend a Bicep cnsesethebehidtovatencactsaaecqecnrteraase 486,665.00 48,127.00 534,792.00 
BEDS Ft casement ocares tr ocacoheconierenctantbartcet 53,564.00 2,847.00 56,411.00 
ID VUNG eats eek ons Re creer nom OrtrennRoe 151,271.00 12,433.00 163,704.00 
DUN dase ener cence eet teottncarienests 1,701,895.00 115,185.00 1,817,080.00 
DXUS ATER orcs ceccce re receeerecereneresbeoreroon recs 775,550.00 40,691.00 816,241.00 
Durbar sere tos ee eee neltieasss 329,359.00 19,258.00 348,617.00 
DD ULtOn eet ee eee re enact erceenes 118,866.00 5,001.00 123,867.00 
BES (oll Gece-nect ren taeey Metin cee 10,959,829.00 723,870.00 11,683,699.00 
Eegerra Vilheaetetcter ne caneennecnceansnrectat te cbaactatcoeectons 85,827.00 7,784.00 93,611.00 
E lritrales etestertee tire coet ee aeat eres acs asseeeatartineneneaeces 902,554.00 68,589.00 971,143.00 
Blrvalleemtisttecs ctr ceareeiterete s arcctsncstoess 147,399.00 10,790.00 158,189.00 
Elmwood SRR ica areccscsseetstactetceesaerene= 44,083.00 2,037.00 46,120.00 
Elona eit seer eecres car eee ences a ecancent 263,396.00 17,691.00 281,087.00 
Eimbroventee tree marr e eran tices 92,471.00 5,689.00 98,160.00 
Embtuny Reeereiet erent peer tenieaae 107,009.00 16,416.00 123,425.00 
Erie) BEach cca taccteers cssscpeerameateenten areratiacee: 17,595.00 1,074.00 18,669.00 
EniGa emer tis eat sccce cdroot hscascesauceveres 94,138.00 5,020.00 99,158.00 
ESriiiis Seats cetera, anver eae oct teceeesastscteranse tiene 120,133.00 14,480.00 134,613.00 
Espa tiGlar yc sressa-susdssoieacteeaacten otis eenasersaerneon 299,299.00 41,975.00 341,274.00 
E'SSOK Coven poet atest ati obrssectt enters eesates rete 422,694.00 35,568.00 458,262.00 
BtabicOkeem ea cce israastesuccar tigen eertct = 30,459,858.00 2,778,003.00 33.237,861.00 
EEXGTO RRS rete cote eee eetan er ecectisaes tenant crates 495,071.00 31,225.00 526,296.00 
Benielori c Ea lis eres ccccstes psnacssietensantterencarenn= 84,072.00 16,561.00 100,633.00 
PGT US sthecs einastesieresonnsuayetsatqns geese pseren-ten 972,084.00 85,613.00 1,057,697.00 
PiTiChinten teeter ens tartrate tcstsncesnrarts 59,158.00 3,279.00 62,437.00 
Pleshentoliteeecceetrccseastcsg eens metres yenresase 84,019.00 6,609.00 90,628.00 
|BXOU VA S11! Recent Beer Race CRE Pon BA Peer 202,748.00 12,841.00 215,589.00 
| G0) each A PER WOES eee ocerechee Poe SFE 361,164.00 21,870.00 383,034.00 
PCE Colas leeeeeeree rah arer err: Pore aera 124,060.00 12,674.00 136,734.00 
CORT) ES Aco oe SRnnene Etre ere oaaen err rere 5,738,673.00 388,649.00 6,127,322.00 
CCRC ONDE LOW Mace wa arn caovscdnevenscterstad onspvaieneenececrs 1,629,541.00 128,973.00 1,758,514.00 
RIOT COG erate tent teatesca tet ccnastegeyes teas dccetamegenensas 180,751.00 13,081.00 193,832.00 
HOA CES LS DMIE WY Bo cencsnscie tv counacacemsardetercnaxeet ne 2,302,045.00 401,030.00 2.703,.075.00 
CEOCLELIC HR peter ees  aiceosee nesses 1,278,373.00 87,140.00 1,365,513.00 
CHTANGS Be MC eee peti cesecs acancresigee rset 139,338.00 9,656.00 148,994.00 | 
Ciriani ee Scien cease 120,297.00 7,703.00 128,000.00 . 
Era Ak en SRG eget, ose een eres 42,803.00 2,449.00 45,252.00 | 
CGRP AVG IAIWUIES Ete cas ceecccnscoecttee mere cacnerotaraasce noo 517,706.00 34,074.00 551,780.00 
PINS BY oi gaxc Centaur oeshic tiated 516,025.00 41,013.00 557,038.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1976 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1975 Debt Retirement through December 31, 1976 
Appropriations Annexations 
$ $ $ 
(CHOCO Noseer neers te tas aloes ae occe trace ee: 8,436,200.00 714,447.00 9,150,647.00 
EAP ETS VAMC erste, coeeccsnocraen ee -vaserscatcatacsner arses, 480,999.00 17,003.00 498,002.00 
Fearn tl COMMA sone sooth estes tae fais dacs sve es 73,866,342.00 4.810,939.00 78,677,281 .00 
ERAT OV OTR co.- osc scch wars cetesv ope ee scotia arses 919,765.00 69,854.00 989,619.00 
BT AGSUOM w.cercthese tesa onecsstacdevomeeeonescaeeceecaash 309,814.00 16,234.00 326,048.00 
FAA es ceve tev dendsaivesd ausdebeteta sn sscadsepessavess cn 326,472.00 17,743.00 344,215.00 
BIASUIN Byes tsossasasecorvivesnias dtharsnaectadtterosh 94,763.00 7,689.00 102,452.00 
BRA CLOG KAP eicee ct cssstsdas sat s.cosssbte ovsesreytoqs ities 132,617.00 7,643.00 140,260.00 
BL AW ICS WUT Sete sou pawn so east erst acs eco saca stony saat 774,800.00 136,764.00 911,564.00 
Blea tee eter cttessachcarrsrereiy ened qoonsase Cielo esuece 402,350.00 61,135.00 463,485.00 
BV CTISA lee eee tics cctstiays chasers tice Sac rnece santa 191,374.00 15,236.00 206,610.00 
"HIGGS Sach Ae ear SY nee eR caer 1,349,479.00 88,288.00 1,437,767.00 
TAN ONS AN Caegettes areca esters cannes coe cus orev Teaeerwaease 62,595.00 3,465.00 66,060.00 
BA OIGUG IT Pete eevcaes cos sian ate vce sve ista se assteveory tetas 24,893.00 1,394.00 26,287.00 
BUI Val Gone esses leds sate cesere cesarean wee neve? 640,231.00 38,074.00 678,305.00 
BIND CES ON Uae cos) saree. cssiuseonsra overhear earch PSs boxe 375,734.00 60,782.00 1,436,516.00 
9) SLE ea ne eer 139,618.00 19,406.00 159,024.00 
TEU da es aa tc Oe 113,360.00 6,840.00 _ 120,200.00 
Baro USKASII Qteeeeen ie tone seeomerce rare artes aes 508,692.00 53,519.00 21,294.00 583,505.00 
‘CITA OLN RINSE S Ca ere eer eer genre tot rena 361,305.00 26,119.00 387,424.00 
“SCTE seca ee en ee 488,140.00 82,951.00 571,091.00 
RGA OSE SEN tetra sccosee stat aries sueedeassreteieiahats 45,476.00 4,115.00 49,591.00 
III CAN GUN GWA pone oscccseretsese.esatect ores ssenstetereac ese 544,056.00 50,499.00 594,555.00 
CIID CONSE aan Rnen Pt 27s Se ERE re 119,575.00 12,216.00 131,791.00 
BST SCO Fleeces nny cee eStae aes ee sisonercercjnysevapsincot cess 7,094,503 .00 513,726.00 7,608,229.00 
MUMS ULC cee rads wa casestenpere aime ranstcererssnedets?7 490,678.00 40,780.00 531,458.00 
BSTC LC erty. see eset ea ster evorelcr vise nuts 26,259.00 1,788.00 28,047.00 
SRC @ Bee pero aetnen See neca tee Reeeeoe eer 15,771,091.00 1,170.614.00 16.941,705.00 
ONT I eee rere ee Sent ates: 76,848.00 10,129.00 86,977.00 
~_TURCTTGITGUS Bea Feces Solna pee eee ee 281.425.00 20,131.00 301,556.00 
«TURTON once eee reas oer ea hs ese Cte 186,393.00 12,640.00 199,033.00 
UVES aoe ee 84,850.00 5,736.00 90,586.00 
BEMOCAS TETRA Cte tac. cers ten, ere hnaneninnes oy ilar 63,246.00 4,040.00 67,286.00 
BeTLere [AKO LW Dice vhseovvcon peer nzecorenarant ace 109,840.00 7,489.00 117,329.00 
PRETEEN OL Csrerotes ite 35 aceon Mvp 009 ornpe carne 27,391.00 3,123.00 30,514.00 
BRAUN PEO Miverece- aves acearsty ts oeaeenssaeeese tere es 1,367,467.00 90,653.00 1.458.120.00 
BRAS TL erga, dee ius ootnses tusshersee eS AS nasieenaeer 1,991.795.00 138,448.00 2,130.243.00 
SLOTS gO ar ee ener neer reo 822,923.00 60,227.00 883,150.00 
VEO cree De cee ee ene ee 25,149,804.00 1,862,763.00 27,012.567.00 
ULC cnet aa eNO ee ne py ree er cee 147,497.00 10,406.00 157,903.00 
RPE GNSTS CO V5 2c RGU asters by ac etre ebea wes retain ETS 199,719.00 9,934.00 209,653.00 
BETS fear os sn sec cey ucts) es Saeens Greens oe shears 76,031.00 3,398.00 79,429.00 
ST OCs ae ORE compere Perera eae 188,977.00 13,227.00 202,204.00 
VASES EASIER Be eo 16,194.00 1,465.00 17,659.00 
YT CE) (Re OR fey eee 157,292.00 13,678.00 170,970.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1976 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1975 Debt Retirement through December 31, 1976 
Appropriations Annexations 
$ $ $ 
Moarkiarniinsse sesstes.smtecsAsrceseaccaescnsesrecer ar 823,259.00 107,758.00 931,017.00 
Marino rateawetescecentncceee ert: eres racerer sorte rap sce 138,028.00 9,654.00 147,682.00 
Martinitow ne etieeecte-creeoscsnetec tee sovercescetaeseexe 28,684.00 1,583.00 30.267.00 
IM aSSCN err eere ns veneer tstacatearieeterarterr ees 74,840.00 9,598.00 84,438.00 
Max villepar nese crssccctrseecarancstterseeseianct cate sce 114,417.00 6,937.00 121,354.00 
MCG airy aw piece cnseetatec tees eracacetacene ccereteer es 104,471.00 5,870.00 110,341.00 
Meaford ees et ciuhine cave coceth tee seraeeceess 598,499.00 41,921.00 640,420.00 
WY LT ie Aes. aeer nae eect er ree na ono a essere 85,305.00 4,377.00 89,682.00 
Mermickvilleren ces trecce ses treet caterers 77,492.00 6,872.00 84,364.00 
Midland ott airs tie het ea. cet host ccscsncetrees 2,004,337.00 127,253.00 2,131,590.00 
Mildinayecreescetsce tote nano wareecnc tears 89,702.00 5,870.00 95.572.00 
Mill Brookene ae ercc cs crsve terest awe steesntunet crates 79,491.00 5,635.00 85,126.00 
Milton eee e reese sata cctetes setecesraseiossicess 1,048,645.00 113,682.00 1,162,327.00 
MilVertomyieerercencetmeescnete ccaatactenescaese 251,092.00 12,875.00 263,967.00 
MUSSISSAU Bates csceaorerstest steer stereecerert set ras 15,345,809.00 2,350,374.00 17,696, 183.00 
Miltchrell ee ee sectecotcentesnseanceaestssensere Caenee yeas 446,728.00 29,393.00 476,121.00 
Moorefielditre ttn. ences ie ort ceart: 58,144.00 3,218.00 61,362.00 
MOnnISDURG conc encos teria crserenacesarst acres 227,572.00 18,977.00 246,549.00 
MOUntEBEYVORCSioecetectecctnereetese steers. 86,563.00 6,623.00 93,186.00 
MOUNI@IRO RES Ueotet tt cecsste ete acres Beers 425,623.00 31,644.00 457,267.00 
Napanee tes nstesssczcecectscaraneasaerttsrorrceconestens-sccee 717,347.00 43,121.00 760,468.00 
ING pcania lw Pierce ncetrerrecs eastern 3,984,394.00 590,937.00 4,575,331.00 
Wetistacl tie Piet nons:2 sate cm soreness ectaess 63,747.00 3,319.00 67,066.00 
IN eWe Ham DUrp Aix tees seeetcess eceeeaeetertess 403,214.00 31,621.00 434,835.00 
INEWborovttine <.ccmsmcacprturtedancraata er 20,292.00 2,258.00 22,550.00 
Newburgh ts... .tcts.ceres cscs eeetaeretaes 41,806.00 3,540.00 45,346.00 
ING WUT TA tN eee ce eisacsaeadat ena 38,923.00 2,548.00 41,471.00 
INEWCaSstle 250 ceo tetts cates apices nys scecseetues noes 174,546.00 16,461.00 191,007.00 
ING winarce tee encerncaenteesnncerascaemearanee 1,102,140.00 120,055.00 1,222,195.00 
INA ATR cemtom ores Aecceccoee tees sate tearecnviestetaees os 367,913.00 22,061.00 389,974.00 
Dia anaes Ceca nc: g.ccecntere serene stucswcenus 6,842,190.00 402,292.00 7,244,482.00 
INEPigOniy Tw pee ccccescaecces se etancceese as cee ananeres 287,951.00 17,927.00 305,878.00 
INOTIMBa Vi tin cer. .tss suet oeaeree encanta 4,532.426.00 431,539.00 4,963,965.00 
INORCHPI OPK 2a icc sstapaertastaeste teeter ents 36,055,978.00 4,350,782.00 40,406,760.00 
INGIICH Rater coc. tase cocectescecweruste cations erpesenceies 227,489.00 9,774.00 237,263.00 
INQEW GOOG ieteticss cxccacscnsteccintsy oececectesstartiact cee 123,735.00 8,540.00 132,275.00 
CYAN Cece eerste are cece ponte entree te taee stenoses 7,988,986.00 900,963.00 8,889,949.00 
CORERS DUN ES ax recs sesees loys tases censet cesta test ose ceate 104,238.00 2,808.00 107,046.00 
COMIC C Ce ees Mactan stssarerieies ees eae eee 76,852.00 5,264.00 82,116.00 
Ora emilee ere cenctoe sen cate vec tece nv estocc ant losdat oe 805,030.00 80,587.00 885,617.00 
OTe SAR ee ates cannes canctages acuta dt sastesanonsasveave 1,313,769.00 172,560.00 1,486,329.00 
RET 0) ge 8 ce per i Po ee 94,855.00 7,954.00 102,809.00 
SHAW aiyigaccartcereahcetees aerate anaes cal ves neccbeisns 13,573,585.00 1,084,120.00 14.657,705.00 
OD ita Wale Pe Sie csc oacesecetea er eeetoes sem eanccctgsenstance 30,582,674.00 3,313,338.00 33,896,012.00 
OTL CT LIS coped Barren ever ee compere nae Saree 81,969.00 3,866.00 85,835.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1976 


Balance at Year through Transferred Balance at 
Municipality December 31, 1975 Debt Retirement through December 31. 1976 
Appropriations Annexations 
$ $ $ 
SO WET OOUN Gee eessccudeotics. a crateeneacsssicstisssain 2,809.176.00 184,530.00 2.993,706.00 
BRAS | CW ectens te ceehe osedee cate earsaoner totieesee is sseeiteecis sce 120,786.00 9,615.00 130,401.00 
BPANIIT ENS LOM retrace aseceetatsShactals se tanttescae sasesen sures 306,001.00 14,358.00 320,359.00 
LPEIITIS ceca aoe REE eo eo 896,507.00 50,267.00 946,774.00 
PAK teases cavsna sete pacadteosozecsatrapesetstessesnsatseens 197,360.00 13,254.00 210,614.00 
BEANTOWN Coe sce acesscestensasarseeerceswanseg seoneseos 431,931.00 43,975.00 475,906.00 
BRET IOK € faetas csc sass oqcnssgantcy sos ts onstonsvoceeysacasanse 398,376.00 104,910.00 503,286.00 
MeTetan push Cn Cre. aumececs eeteccasgnaatacorersns 605,840.00 47,346.00 653,186.00 
PCIe Steno socccseconet ete rstdessttiee=cersitsterenseets 921,975.00 61.485.00 983,460.00 
Bele CDOROU PM eer tsanessteg Aensccascastccsebastsnes 7,836,561.00 540,222.00 8,376,783.00 
BRC UOM AY rererttsssqaranaseversatsysanscdtsucon,aecoevasoesncnts 600,831.00 26,680.00 627,511.00 
BRIGICCNUN Da strese cca. triers ta rssattis step cocaeystuais 122,004.00 18,991.00 140,995.00 
| OTOL O) 1 cree Eo oc OO er ER 761,937.00 37,752.00 799,689.00 
PRU WASTING Oo Soha nares ccerke ere RP ERO EEOC 70,880.00 8,024.00 78,904.00 
BA AUUSWAl Chee: ecoen tera eecttp terse eee ne ceeecadec snes 124,602.00 6,618.00 131,220.00 
BAO UMaRE UW AN ercasscntedte Gece Sphecereesdntesarstsate es 938,965.00 51,399.00 990,364.00 
BOTS UTW Cll Pease sera srscvcsessonstuesneuse cavesvsvssanese 50,831.00 3,446.00 54,277.00 
BROMMCG OI DOMME verses see stees-eacaeneneteaccrareses errets 1,706,600.00 105,636.00 1,812,236.00 
BAO OTE CU co ccsase:ssnastasatnardewrasseacseectsoses sates 1,811,928.00 148,794.00 1,960,722.00 
BORG OV ER pieces cres. cecstaisncs yeetbest asc susovesesesdes 379,134.00 19,799.00 398,933.00 
Otel) PU Met ica snc sverardeeaceascieeespavessre vase seatutirs 393,394.00 59,893.00 453,287.00 
BORD L OPC es cisesneacenast sos casneesoeeesesssacsstosssseaties 1,530, 104.00 119,636.00 1,649,740.00 
POYAL IM KGTEIKaG) I Te etcrestee corona rcanna tar arenes 182,305.00 13,098.00 195,403.00 
BEOMIELI iecccscsssacesenscussdnextucsessanasSosvssevesosdehore 324,338.00 30,348.00 354,686.00 
BRO TUMINOW.ANN Cesc edn sr arypeate coe Secesns cas adesivesseszerace 75,339.00 3,719.00 79,058.00 
BAOIMMB SLAC jag secs: exces ctyacexsscststencenys nsevestanesae 292,279.00 12,956.00 305,235.00 
BACSCOU seer ctesstavescsessincabecytsacesersasteresastvestareooes 694,520.00 40,142.00 734,662.00 
BCSUOM eee ts ac ccspn isos tat cto Siena cstgace-cersrarged 2,301,883.00 170,117.00 2,472,000.00 
BAI C OVI Case. secachnsaases saopnsscscovartossareososressasosaviis 12,023.00 894.00 12,917.00 
BAUINCCLOM testers esstace cee arsttetsasesaseseesesinesnacsn 74,335.00 3,240.00 77,575.00 
BRRCON SION tate (eee a ihe nc ee 68,591.00 3,282.00 71,873.00 
BCAIIVAE RIV Cl rosecece-sr sc: scs<turasssserasdsseesseeteeaysaest 82,002.00 8,827.00 90,829.00 
Bete UMIN OCI tus sassccerteeessts azseuvesciseesdeses stapes 124,627.00 7,491.00 132,118.00 
OL TSR Ae 657,267.00 54,549.00 711,816.00 
MTORR dit a oncusssb anise tiaven staat 143,833.00 18,875.00 162,708.00 
°C CELDIOR IRL dg TN Eee sepa ea eee or eer eee 1,592,.402.00 160,222.00 1,752,624.00 
BN esi cxs terse xan cos on gtscrcnonness 369,289.00 22,146.00 391,435.00 
ciao Ss eet a cece’ 84,029.00 5,894.00 89,923.00 
A OUR 187,520.00 25,018.00 212,538.00 
MINHA ccna ckc ccsrrteataneip tions 101,665.00 6,523.00 108,188.00 
TPL Se eee a 121,455.00 5,432.00 126,887.00 
OLOUL IG 2 a oR 35,739.00 2,141.00 37,880.00 
SS oe aaa ag Reet oo cc teen Are ea 73,597.00 6,680.00 80,277.00 
BIC, Wes TWh cs c-scecsuscnorsesttscieayceass 547,562.00 73,859.00 621,421.00 
Each 2 i ar ac ee nee 11,113,912.00 518,329.00 11,632,241.00 
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THROUGH DEBT RETIREMENT APPROPRIATIONS 
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SCAT DOTOU SMA ian -cteastdtesssr vaste cos eat eecn coca hewn 24,655,735.00 2,839,975.00 27,495,710.00 
SCHreIDe my TW preteen ete eetcenesete tee eee 190,424.00 15,238.00 205,662.00 
Seaton tis 2o ec, secu cnet sevaseteten cee cp secs acanees 386,452.00 16,406.00 402,858.00 
ShelbUriie Roi 5 coche cccestee se can ste eee oeenreee 240,646.00 24,503.00 265,149.00 
SIMCOS leah esi se scrncde om sunerdeecetentasesesces 1,659,349.00 129,928.00 1,789,277.00 
SiGUXWBOOKOUUA eects seen etre: 328,629.00 24,333.00 352,962.00 
Smithis\all se. 22, cscs srsenstecvesesencse a epratreess 1,507,116.00 93,518.00 1,600,634.00 
South) (Grimsby Uwe cerescevecenc: cceeesestewectse 102,623.00 6,418.00 109,041.00 
SoUGhMRIVE Ha scse.2.tesectecstiseheasttsccpeeta ere 56,064.00 9,031.00 65,095.00 
Southam p toni... cesses onticsess lee vnseeese 309,111.00 31,916.00 341,027.00 
Sprmigtield es ae.ss-cscy-tecse iene een eters eweeoestee 59,772.00 2,782.00 62,554.00 
SUS. G@atharinesy. mecca eersceteterars eaters 16,832,630.00 1,310,668.00 18,143,298.00 
St iClaineBeach sac. orca severe stamens 134,161.00 11,579.00 145,740.00 
UEC 0 Pee Sem ee Serer ah antes raon Ceer 121,955.00 7,373.00 129,328.00 
SEMIACODS Eee ies tacseatersnes wanes asave etn sten eee 160,585.00 12,394.00 172,979.00 
SUMMIT YS Mes. -0 scnccetens escestousfaceteaurssaesnuans 1,191,067.00 36,460.00 1,227,527.00 
Ste SUNOMAS ee ar ctncen hee. reteset acesee ss 3,925,492.00 221,586.00 4,147,078.00 
Sta yMeliece ks catacrescccvarcomtore etanenec tt eemeeseectenes 218,340.00 17,369.00 235,709.00 
SUrlin gee cmacee cess ek aea ak encores 178,660.00 12,308.00 190,968.00 
SlONCYQE CCK ccc serch eee vce eater 531,458.00 44,654.00 576,112.00 
Stoutiville nse, tic. cece ceeee sirerte tear ate 428,990.00 41,774.00 470,764.00 
Stratford tetes acca. oe nations: cetera ss 4,448,640.00 277,093.00 4,725,733.00 
DCEAURGOV I eestlesscasserctea soccer Aiea Ech anal 884,708.00 61,987.00 946,695.00 
SUTCCESVINLeN seve. sn ve.cectaeecccte eoeeastaata neces 524,209.00 51,773.00 575,982.00 
pturpeani tall sect pee scsseeecenteeanstse-k.eacter sis 390,621.00 44,882.00 435,503.00 
SUCRUIYS Mite. s-rcis-.sve a oueteeceeerk coors 7,003,480.00 651,698.00 7,655,178.00 
Sure bath evs sat Seceravs cae es cacaatecseaperecat 88,275.00 5,212.00 93,487.00 
Surmdnid ge Sua Gai. tence, eee een sche 73,689.00 7,793.00 81,482.00 
SUCEOTESG A. fai scvescorsccsatees feccactseneesssesetercgeceaees 278,581.00 23,288.00 301,869.00 
ORE RRO PRR Pee nese cot tee i ae ler eer 107,541.00 8,256.00 115,797.00 
TN AVISLOCK  iesrias ices aacosea tracers dieesrsasy- cance 304,893.00 18,374.00 323,267.00 
PC CNUMINS Retro casoe area eee ene eee 383,691.00 32,194.00 415,885.00 
WOOGIE tA, acorn de teed ernsten tat tessacneeroese 161,262.00 10,184.00 171,446.00 
MOnnace Bays PW sc. dusccaastetesnes s-deareaseaecaene 230,158.00 17,424.00 247,582.00 
PUD ARLOSHOROS, 5 asa-asestoace,cnreesecxcarg ceaeacerar arciee 177,951.00 12,402.00 190,353.00 
PRINCESS Es. .0-<.-stay-heat vinci evehnee eearteae es 169,561.00 8,991.00 178,552.00 
JIM ATS 20) Fe Ds, Renee eos Renee rece ee oer cee ora 102,656.00 5,413.00 108,069.00 
TATOOS OIE, 2: Ray aU eR Senor elton ret eee 106,078.00 11,800.00 117,878.00 
OU RORIS TSU EY sas soeccs ces cvad cia aasstie sn vesspuscaceseeseas 139,246.00 12,619.00 151,865.00 
GUE tT eta cry fs Sa svacochcoasto anaes eto 56,650.00 2,782.00 59,432.00 
TE YRGRTUUG EL ie caes aca encsn Mh esenas det Ssnsnpsshieresaanenetieee- 32,850.00 3,325.00 36,175.00 
Te WRONG paras rene acsy nett nose ch cxchn ace vanccone 1,551,609.00 47,596.00 1,599,205.00 
BS Ta Coie 2 Siren cre ot ee ees 25,199,117.00 957,119.00 26,156,236.00 
AMUN nics ccs tea caen ee en Repeat gests Ss ssa cea 501,787.00 35,496.00 537,283.00 
BEAN SOOny aU fe) oe oo ow axe asatecensante vei saastena-quscancesso<* 1,027,932.00 78,507.00 1,106.439.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1976 


Additions in the Equities 


Balance at Year through Transferred Balance at 
Municipality December 31, 1975 Debt Retirement through December 31, 1976 
Appropriations Annexations 
$ $ $ 
ES ae nee en ee 146,575,766.00 7,182, 143.00 153,757,909.00 
MREMIEAII i.00 heres stb cansesvaart obs hiaiss 121,815.00 14,456.00 136,271.00 
I et eae ir ais easks pelea drs gosh 2,528,017.00 188,378.00 2,716,395.00 
Sh SEES tay ie eee 235,212.00 16,165.00 251,377.00 
ES SGT ATES 2 ae belt Oa 375,328.00 28,657.00 403,985.00 
als 11] Ea ae a 103,827.00 11,010.00 114,837.00 
ETL gS ea ea 2,116,468.00 366,012.00 2,482,480.00 
BARE AT DON: «hc aden ontscideetnsesusiieon 93,734.00 9,044.00 102,778.00 
MIN Specs desta ebssarns tease evscus sosasethacsan 631,761.00 53,271.00 685,032.00 
SOLS Sea a 2,397,074.00 152,935.00 2,550,009.00 
iTS nO ee a 42,512.00 3,086.00 45,598.00 
aD oh ee 61,133.00 4,665.00 65,798.00 
Wasaga BCAC Pam eee i) Ci as 117,442.00 46,856.00 684,311.00 
MESA 0 cezsssscen net vivaieovonvsersvccesavaian 219,568.00 15,936.00 235,504.00 
RS ee ee 284,074.00 17,612.00 301,686.00 
ee es 4,512,806.00 448,195.00 4,961,001.00 
rr. ahha cede hl, 263,998.00 11,775.00 275,773.00 
MERION Cretan cies aate ccieneagith aces 70,296.00 5,076.00 75,372.00 
ES a Eee eee 25,289.00 3,014.00 28,303.00 
EEC ane en 4,842,627.00 340,584.00 5,183,211.00 
i Eee a re Sree 103,256.00 5,280.00 108,536.00 
LE lie ed 0 ea ee 138,954.00 8,365.00 147,319.00 
a ee 239,085.00 11,712.00 250,797.00 
I ecinrsen nce erica. 83,983.00 6,285.00 90,268.00 
i ec ee ee 183,724.00 11,095.00 194,819.00 
rr 2,465,610.00 249,338.00 2.714,948.00 
oo ed See 277,423.00 19,018.00 296,441.00 
IS hha eriutatig sce ty ces anions 55,836.00 2,737.00 58,573.00 
eg cso Nis tcrscensscsincciicies, 283,232.00 25,195.00 308,427.00 
SIG ere 35,313.00 2,317.00 37,630.00 
NN ered ils otha 28,677,103.00 1,859,626.00 30,536,729.00 
sic S ech chico eb deed 544,985.00 42,145.00 587,130.00 
Sere eee ee 418,997.00 23,250.00 442,247.00 
ae: Renn ei ee 4,357,222.00 275,475.00 4,632,697.00 
EE arn eee 57,346.00 4,093.00 61,439.00 
ME oc sickssi oie, sees caices 110,919.00 9,271.00 120,190.00 
ot ti ie te eile! 13,555,884.00 787,394.00 14,343,278.00 
errr 109,451.00 6,385.00 115,836.00 
‘otal STE Ese ee 758.479,197.00 57,809,743.00 541,607.00 816,830,547.00 
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APPENDIX III - POWER DISTRICT 
RETAIL AND DIRECT CUSTOMERS 


Ontario Hydro provides service to retail and direct customers through the 
Power District operation to customers not served by municipalities or private 
power companies. This operation is viewed as comparable in scope with that 
of a municipal utility. Service to retail customers, including residential, farm, 
and general customers, is administered through 61 Area Offices and service to 
direct customers through the Customer Service Division at head office. The 
various classes of service are described below. 


RETAIL CUSTOMERS 
Residential Service 


Residential service is provided to establishments used primarily for living 
accommodation. It embraces two kinds of service—continuous-occupancy 
service and intermittent-occupancy service. 


Residential continuous-occupancy service is provided to dwellings considered 
to be customers’ permanent residences. There are two classes of continuous- 
occupancy service for rate purposes—class R1 for service in designated zones 
of high customer concentration where there are at least 100 customers of any 
class in a group with a density of not less than 25 customers per mile of line 
and class R2 covering service elsewhere. 


Residential intermittent-occupancy service is provided to any self-contained 
residential establishment which is not regarded as the customer’s permanent 
residence and is occupied intermittently throughout the year or part of it. As 
with continuous-occupancy service, there are two classes of intermittent- 
occupancy service for rate purposes designated R3 and R4 for zones of high 
and normal customer concentrations respectively. 
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Farm Service 


The farm class includes single-phase electrical service to the farm residence 
and to all buildings and equipment used in the production and processing of 
farm products. In other words, for purposes of classification, a farm is a resi- 
dence and a business. The business, which is agricultural production on a con- 
tinuing basis, must be carried on at such a level as to ensure that the farm is a 
viable economic unit. 


The term “agricultural production”, as used here, includes the work of culti- 
vating soil, producing crops and raising livestock, as well as operations in 
nurseries, fur farms, hatcheries and egg production. Properties devoted solely 
to reforestation projects or the raising of Christmas trees, or having extensive 
acreage but not engaged in agricultural production are classified according to 
their use, but not as farms. Small properties of 30 acres and under are classi- 
fied as residential, unless they are operated for some intensive or specialized 
form of agricultural production, for example fruit farming, poultry raising, 
market gardening, or nurseries. 


Service may be supplied under one farm service to all separate dwellings 
located on the property and occupied by persons engaged in its operation. 
Additional dwellings occupied by persons otherwise engaged are regarded as 
residential. 


General Service 


The general class includes service to all community business, processing, or 
manufacturing establishments excluding those that fall within the farm class. 
Customers may receive either single-phase or three-phase electrical service at 
secondary, rural primary, or sub-transmission voltage. 


DIRECT CUSTOMERS 


These customers each have a demand exceeding 5000 kW and are served 
directly under individual contracts with Ontario Hydro. Most are located 
outside the service areas of municipal utilities. Where Ontario Hydro provides 
service to a direct customer located within the distribution area of a municipal 
utility, this is done only with the agreement of the utility. At the end of 1976 
Ontario Hydro provided service to 103 direct customers. 
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MILES OF LINE, NUMBER OF RETAIL CUSTOMERS 


AREAS BY REGIONS 


Niagara Region 


Beaimsvilleive ese ee 


Brantford 22." 5 : 


leistoxyelaee ae 


Simcoe ace 


Stoney Creek . PTR er 


Welland . 
Oval aes te 


Central Region 


Bowmanville .... 
Brampton spp 


Maik hannot es a eer eeiee 


Newmarket...... 


AGO ee ace ee 


Western Region 


Béeachvilleh 8. ete 3 
Clintonee st ee nee oe 


Bast Elettogs sds, 


SSE en) Set he ee 


anibione acta. ease 


Be Ol laren a. 


TPOtal ieee eeneroen a eae 


Eastern Region 


ASR PILOT Foc ci: ap 
Bancrottace ass 


Brockwilled: Mose 


Cobden, so.) weae 


Cobourg . 


Branko. ar 
Kingston's) 2 «53 


Perth 


PelerOOTOUPR GG cs.< Benne 


Breton iy .es 4. 
Tweed 


VanklecioHill 
Winchester 


Total 


as at December 31, 1976 


MILES 
OF 
PRIMARY 
LINE 


13,130 


Continuous 
Occupancy 
or All-Year 


99,178 


NUMBER OF CUSTOMERS 


Intermittent 
Occupancy 
or Seasonal 


43.816 


Farm General 


30,177 13,785 


Total 


12,269 
8,964 
9,637 
9,941 

13,147 


7,226 
iy ee 
10,970 
11,636 


95,085 


10,361 
20,327 
24,454 
25,557 


80,699 


12,992 
13,950 
11,441 
22,306 
16,766 


16,746 
F233) 


106,532 


12,692 
10,306 
12.039 
15,796 

8,226 


13,158 
22,342 
15,903 
22,846 


10,948 — 


Miles of Line and Number of Customers 


MILES OF LINE, NUMBER OF RETAIL CUSTOMERS 
as at December 31, 1976 


NUMBER OF CUSTOMERS 


MILES 
OF 
PRIMARY 
LINE 


AREAS BY REGIONS Residential 


Intermittent General Total 
Occupancy 


or Seasonal 


Continuous 
Occupancy 
or All-Year 


Georgian Bay Region 


Alliston . ee 2 8,685 
5 een Ae 15,010 
Braceprre ge Fi c/8.0 ees 18,112 
enelon allseusnee eee 19,017 
BT IatS Vi Caomenen y ey nae 12,082 
Mindenneae a ame. ase 2A! 
UE EA) | Sanne ea 8,161 
OTs eee ee oe he 13,401 
Owentsoundea..) 40). 20,825 
Pat WwOOUNC 2. sib. koe 5 11,213 
Penetanguishené ..... ... 14,156 
ALOR eet ie als c-c 4 vet 6,534 
WAIKentOnmN ene. yee 16,069 
‘TEOYPAI EY So ee oo 175,436 
Northeastern Region 
ONTO a eh Tos 
Kapuskasing............ 6,393 
Korkland’Lake...,...8% 7,769 
Mamtoulin 2.4) 06. 18. 5,855 
WiatiieSOnec.. 44 ei et, wie 3,475 
INewabiskeardis. i... 00. 9,660 
Beene BAY a4 saa abba 9,699 
UE a Bilt, ae 20,802 
RETIN S 8 a) ou: gas oot 7A. 
WMATGEN): by. ae Ee 6,929 
He tale ese 95,886 
Northwestern Region 
MN ie as Se 7,032 
oOnm@brances 4). ...-<.. oa. B43 
erAIGtON | uc. sss + Aven S87 
UNO i 5,145 
Thunder Bay . 9,125 


CE I hei Ae ee 3,096 16,360 6,763 1,319 2.920 28,362 
Motal Retail. ...2,..... 56,150 426,437 15739:76 120,911 63,632 768,956 


NOTE: Data include former Local Systems 
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MUNICIPAL SYSTEMS IN POWER DISTRICT 
as at December 31, 1976 


Number of Customers 


NAME OF 
MUNICIPAL SYSTEM Residential General 


Wear dite eur Wee eke ee ty LL ee ce 
BRC IWEL ce ett oo ees ee sue e ae ee ae ee 
CG alta IR ety ee Cen hace eae Been ena ee ee 
Englehart 49. vrwou coe aaepiey se ae adem 
Geraldtoaunce. ocean tae oo Bes Ree ee 
HaileVpurvye: 42s hes asetn oe See eee 
Kirklandeliake Mit ae ie oe 3 Patek ed 
WEA EEAW Fie, cet hs od Loe ie reiotee ei amnets rae 
NiGwW LISROALOE a Ute ea ike an Sia ees ae eter ae: 
POWASSA oki eee ccd oe te eee coerce tee 
SUivosiastistst Lal eae Den laee Ni CREOe memes Meera a eg Meter get e 


Ge ho A). iia Manian BRS 6 CRN RR. Fe 24.443 3.772 


*Includes Schumacher, South Porcupine and Timmins 


Retail revenue million $ 
e 300 
“2°21 general (under 5,000 kV) 


“| farm 


residential 


250 


200 


150 


50 


Class of Service 


esidential........... 
Continuous ........ 
Occupancy......... 


esidential........... 
Intermittent........ 
BECUPANCY «66.2. 2. 


Under 5,000 kW __.. 


Sales, Revenue, and Customers 


POWER DISTRICT 
ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


kWh 


1,959,683 ,600 
2,167,030,600 
2,429,997,775 
2,693,847,000 
3,003,809,400 
3,257,764,400 
3,649, 132,400 
4,242,469,500 
4,587,135,500 
5,423,760,600 


148,971,200 
181,449,700 
208,120,000 
248,058,200 
278,306,300 
289,627,100 
320,235,700 
368,091,500 
401,813,700 
442,179,300 


1,349,750,300 
1,424,332,100 
1,516,768, 100 
1,586,725,200 
1,657,505,400 
1,708,195,100 
1,789,115,400 
1,896,050,300 
1,958, 186,300 
2,064,034,800 


2,405,717,034 
2,465,888 ,090 
2,735,743,742 
2,997,891 ,700 
3,270,116,100 
3,772,699,200 
4,077,143,700 
4.186,079,400 
4,053,334,600 
4.452,763,600 


Revenue 


$ 


31,358,674 
34,874,221 
41,577,341 
45,358,874 
51,498,452 
55,764,529 
66,409,901 
83,724,448 
101,039,053 
131,427,282 


6,229,861 
6:815,172 
7,645,109 
8,382,464 
9,847,782 
10,245,934 
11,811,664 
12,869,493 
15,947,325 
18,457,651 


22,7 9,590 
24,003, 192 
21,032,992 
27,883,776 
29,642,894 
30,400,812 
33,487,121 
38,980,395 
43,902,833 
50; 7235625 


26,209,937 
27,677,683 
32,145,827 
35,224,976 
40,364,014 
46,591,949 
55,858,262 
65,115,067 
72,390,738 
87,713,160 


Customers 


265,540 
272,216 
288,276 
301,211 
3197552 
330,019 
358,542 
380,43 1 
404,009 
426,437 


125,207, 
131,003 
136,694 
141,022 
145,830 
147,600 
153,392 
155,740 
158,718 
157,976 


132,454 
130,406 
129,582 
128,322 
126,273 
125,356 
124,312 
123,542 
122,554 
120,911 


49,315 
49,184 
50,647 
51,824 
S3r112 
555090 
58,721 
60,560 
62,328 
63,632 


Use Per 
Customer 
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Monthly | Revenue 
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POWER DISTRICT 
ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Monthly | Revenu 
Use Per Per 
Customer kWh 


Class of Service Year Sales Revenue Customers 


kWh $ 


General oo. 6 aes bee: 11,071,970,116 59,039,466 ‘3 
Over 5,000kW ..... 11,957,334,606 64,066,305 54 
(Directs) }ict2.5- +2 12,161,834,643 71,482,000 ey 

13,280,740,800 84,118,400 .63 
13,340,744,826 91,762,200 .69 
11,68 1,651,634 81,030, 160 .69 
11,984,355,485 92,500,331 TT 
12,191,354,660 } 103,049,609 .85 

9,915, 105,830 99,114,684 1.00 
10,986,591,330 | 133,100,263 | 

Street Lighting 36,941,600 516,935 1.40 

40,267,000 563,720 1.40 
44,749,000 626,568 1.40 
43,406,400 678,389 1.56 
48,902,200 824,536 1.69 


52,870,300 959,593 


SUPPLEMENT 


MUNICIPAL ELECTRICAL SERVICE 


The 353 municipal electrical utilities associated with Ontario Hydro provided 
retail electrical service in most Ontario urban municipalities and served 1,941,100 
customers in 1976. The statistics shown in graphic and tabular form are for 
these retail customers only. 


At the end of 1976, 341 municipal utilities were using the general rate for for- 
mer commercial and industrial customers. At that time the customers billed on 
this rate schedule numbered 148,038. For comparing data for the years before 
this rate was in effect, commercial and industrial customers are grouped in the 
general service class. This makes year-to-year comparison of average energy 
use and revenue per kWh approximate only. 


The energy sales by municipal electrical utilities in 1976 rose by 5.9 per cent 
over those of 1975. This increase, together with higher electricity rates to 
recover costs, provided an increase of $199 million or 24.0 per cent over 1975 
Service revenue. Rate increases approved for 1976 produced about 17.1 per 
cent of this increase. The revenue for each class of service for the VEAVS ol) 
and 1976 is compared below: 
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Increase 
Class of Service 1976 1975 Per Cent 
SSSA OPEN Bo SS hd, $ 340,934,916 $278,928 028 22.2 
Meemeral ~. 2). 8 be. Sit; Reh es 675,282,802 540,399,426 25.0 
Beret Liphting = 2 ems... 10,490,524 8,439,527 24.3 
Total Service Revenue........._... 1,026,708,242 827,766,981 24.0 
Miscellaneous Revenue........__.. 35,662,978 30,530,759 16.5 


moe) Revenue . 2.6.) ot ee S062. 37 1:220 $858,297,738 


Total costs increased by $213.0 million or 26.2 per cent over amounts in 1975. 
Of this increase, the cost of power and local generation rose by $191.1 million; 
Operation, maintenance, financial, and administrative costs by $19.2 million; 
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depreciation charged by $2.4 million; and other costs increased by $0.2 mil- 
lion. Net income was $38.1 million, $8.9 million less than in 1975. Ontario 
Hydro, in exercising its control and regulation of municipal electrical utilities 
as required by Provincial Statute, considers various factors relative to the 
financial condition of a municipal utility before approving changes in electric- 
ity rates. In addition Hydro has also insured that rate increases conform to the 
intent of anti-inflation guidelines. 


The municipal electrical utilities increased their net investment in fixed assets 
by $94.2 million to a new total of $1,313.8 million at the end of 1976. Net 
income for the year, together with depreciation charged, contributed capital, 
new borrowings, and an increase in other liabilities, provided for that increase 
and for increases of about $35.9 million in current assets. Other assets of the 
utilities decreased by about $8.0 million. 


New borrowings amounted to about $20.5 million. After redeeming about 
$10.8 million of long-term debt, outstanding debt from borrowing showed an 
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Revenue million $ 


e 1,200 


“4 street lighting and other 


general 


residential 


® 1,000 


e 800 


e 600 


e@ 400 


q 


76 


© 200 


1966 68 70 72 
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increase of $9.7 million at December 31, 1976. The sinking fund for redemp- 
tion of debentures, in municipalities which issue sinking-fund debentures, was 
decreased by $2.2 million in 1976 to a new total of $25.3 million. Contributed 
capital increased by $19.6 million to $118.8 million in 1976. These changes did 
not affect the overall ratio of debt to equity which remained at 13:87 in 1976. 


Total assets of the 353 municipal electrical utilities at December 31, 1976 
amounted to $1,976.0 million after deducting accumulated depreciation of 
$366.6 million. The increase of $147.9 million over the value of total assets at 
the end of 1975 includes an increase of $53.7 million for equity of the utilities 
in the assets of Ontario Hydro. This equity, shown in Statement A at $773.8 
million, constitutes 39.2 per cent of utility total assets and the share of each 
utility in this total equity represents its accumulated contributions in the 
charges for power towards repayment of Ontario Hydro’s long-term debt. 
These utility equities, and their sum, would correspond to those shown on the 
Ontario Hydro schedule of equities accumulated through debt retirement if 
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Financing of annual additions to fixed assets aaets 


@ 100 


reese] funds borrowed 


Ganney funds contributed 
Vii} funds from revenue 
(including depreciation) 


° OO 
° 2 P04 
° 
24d @ 80 
2 0° 
° 


® 60 


Cha es ee 
Oo Fog oe fo 
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Class of Service 


Residential 


General... 


Street Lighting ........ 


Notes: 


Municipal Electrical Utilities 


MUNICIPAL UTILITY 
ELECTRICITY SALES REVENUE AND CUSTOMERS 


kWh 


9.950, 717,298 
10,634,265,804 
11,357,000,552 
11,920,728,345 
12,553,703,089 
13,112,193,740 
13,775,879,806 
14,263,163,142 
14,811,689,136 
15,394,846,066 
16,152,623,151 


17,673,444,535 
18,929,941,955 
20,839,948,607 
22,842,742,722 
24,778,200,979 
27,078 525,324 
30,154,3 15,895 
33,058,492, 115 
34,897,481 ,468 
36,561,986,163 
38,858,731,855 


482,795,970 
507,749,701 
528,418,006 
586,670,947 
608,288,454 


Revenue 


$ 


112,185,553 
120,844,582 
134,729,574 
146,021,338 
160,456,208 
175,857,379 
198,268,553 
219,290,605 
241,837,888 
278,928,028 
340,934,916 


170,899,592 
186,262,616 
211,093,327 
236,698,739 
267,381,677 
305,161,350 
352,286,480 
411,964,102 
462,205,739 
540,399,426 
675,282,802 


6,040,001 
6,741,395 
7,376,508 
8,439,527 
10,490,524 


Customers 


1,478,840 
1,513,351 
1,538,061 
1,559,605 
1,572,066 
1,586,841 
1,613,112 
1,627,774 
1,654,065 
1,676,629 
Lhe bee) wy 


151,415 
159,753 
171,050 
178,907 
194,020 
202,758 
208,683 
214,184 
218,396 
222,163 
228,589 


1. Estimated energy use for flat-rate services are included in class totals. 


2. Street lighting data prior to 1971 was not compiled on a comparative basis. 


Use Per 
Customer 


Monthly | Revenue 


3. The Monthly Use of kilowatt-hours per customer is calculated by dividing the average of the custome! 
served at the end of the current and previous years into the current year’s kWh sales. 
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these were available when utilities close their books at the end of the year. 
Since this is not possible, the equities are, with a few exceptions, those at the 
end of 1975 rather than 1976. 


The books of account, from which the foregoing financial information is 
derived, are kept by the utilities in accordance with a standard accounting sys- 
tem designed by Ontario Hydro for use by all municipal electrical utilities. 
These records are periodically inspected by the Corporation’s municipal 
accountants. From time to time adjustments and improvements in accounting 
procedure and office routine are recommended as required. By providing this 
type of assistance and supervision, Ontario Hydro seeks to ensure the correct 
application of rates and standard procedures and the observance of a uniform 
classification of revenues and expenditures. The work performed by the Cor- 
poration’s municipal accountants on behalf of the utilities does not, however, 
constitute an audit of their accounts. The municipalities must make their own 
arrangements for this audit. 
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Municipal Electrical Utilities 


V Garr e a kis SAG es eae peeks ea ery: 1967 1968 1969 1970 
Number of Municipal Utilities Included ...... 355 354 354 353 
Number of Customers: tts eee 1,673,104 1,709,111 1,738,512 1,766,086 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Planttand facilities at cost 2. gaa. oan 706,702,798 759,163,167 815,382,191 866,551,765 
Less accumulated depreciation ............ 182,315,075 200,212,484 219,237,998 238,749,590 
Net ited asset es carte. tees satya ee 524,387,723 558,950,683 596,144,193 627,802,175 
CURRENT ASSETS 
Cash-on-hand and in bank: 2 Jehtet eo. eo.) ap 11,784,458 11,554,954 12,739,781 11,889,717 
Investients=term deposits 22... U8 38. bh 21,164,511 29,997,092 23,006,015 29,340,687 
so HORLES) 2 10's ans See ee eal oe 9,039,413 8,252,468 7,844,003 5,827,448 
Accountsprecelviable(met)aes so. ee ee ae 23,168,868 27,549,947 31,285,055 BOS 522591 
Other iyi! Mele ccottiee ieee Mee ph 1,834,703 1,488,012 3,029,452 2,928,405 
Totalcurrentassetsnry bes ewan. che ee 66,991,953 76,802,473 77,904,306 82,338,848 
OTHER ASSETS 
[niventorieswids War Fen tape eee wach 15,803,084 15,883,122 17,486,722 18,107,495 
Sinking fund on debentures... ...-4.-.. -. 11,099,516 11,969,393 13,651,400 14,859,915 
Miscellaneous’ass€ise tener acca woe 10,185,521 11,696,011 14,171,097 14,822,683 


37,088,121 
439,046,394 


Motaltothemassets wert eee e ee Norco 
Equity ia. Ontario Hydto 7s vi eae sok ae as oe 


39,548,526 45,309,219 48,790,093 
464,803,659 492,190,861 520,667,796 
1,140,105,341 1,211,548,579 1,279,598,912 


108,216,271 115,947,129 117,438,918 


Totalassetsii erie tent eee ct oe 1,067,514,191 


DEBT FROM BORROWINGS 
Debentures otltstanding/ 235.4. 2 Jagat 3. 
Oihertong-term debt. tach aac ee os 


99,973,438 


Total long-term Gebt' 7) .j. aye aa ae 99,973,438 108,216,271 115,947,129 117,438,918 
LIABILITIES 
@urrentultabilitiesaanes eee ee ee 28,417,741 40,797,753 48,349,939 50,925,570 
Otherliabilitiesae. eee ee ea oe ee, 8,671,660 13,611,744 14,857,102 15,748 438 
otalbltabiliticsw asses ere eee eee: 37,089,401 54,409,497 63,207,04 | 66,674,008 
EQUITY 
Debtredecmed4 24.0 2. e4n 05 Wea we res een 110,647,680 116,735,092 122,655,357 128,751,301 
Sinking fund on debentures ...............| 11,099,516 11,969,393 13,651,400 15,859,915 
Accumulated net income invested in plant 
or held as working funds. .... 0.0.5: 345,444,966 355,282,175 369,349, 157 388,752,020 
Contributed "capital. aloo e wean eee 22,754,217 DT SSO SNS 33,201,470 40,387,679 
Otherreserviess Wie prone ea ke eee 1,458,579 1,338,735 1,346, 164 1,067,275 


491,404,958 
439,046,394 


Totab. vality equity <2. st45 they ae oe 
Reserve for equity in Ontario Hydro........ 


512,675,914 540,203,548 574,818,190 
464,803,659 492,190,861 520,667,796 


1,140,105,341 1,211,548,579 1,279,598,912 


Total debt, liabilities and equity .......... 1,067,514,191 


B. OPERATING STATEMENT 


REVENUE 
Sale ofelectricalienersy: oar sunny 316,856,666 355,980,197 393,604,382 439,342,533 
INSISCEHLANEOUSs (Sle Saas oak Ae aaa Oleve 9,690,237 10,952,677 13,402,863 14,908 233 
‘Total revenues... siesta ee eee 326,546,903 454,250,766 
EXPENSE 
Pawer purchased 4 i. .Gadow eunppiaetadaea, 220,454,314 DIDI ELT 288, 156,598 325,567,580 
Gal PERE AClON:! >. of ow ctau at attained ear Vien ar 708,788 749,020 813,078 877,188 
Operation and maintenance ...... 2 5269 10 28,713,279 30,231,314 33,066,815 
Administration ....... 26,050,076 29,316,059 32,811,759 34,289,142 
Financial . . 12,131,296 13,359,494 14,683,093 15,530,872 
Depreciation. 6220s, Wout emeee 21,137,680 22,018,755 23,592,618 24,729,702 
Other 57,309 67,422 68,910 66,934 


Total expense . 306,092,379 


346,779,746 390,357,370 434,128,233 
20,153,128 16,667,875 20,122,533 | 


Net Income (net expense) ................ 20,454,524 


Statements A and B 


Consolidated Financial Statements 1967-1976 


fy 89599 


$ 
92155851139 
257,488,023 


664,070,116 


14,698,217 
30,408,110 
Dy PAPAS SP 
36,133,163 
3,196,264 


89,707,906 
18,556,619 
17,834,443 
17,868,993 


54,260,055 
552,515,442 


1,360,553,519 


121,562,154 
1,343,259 


121,562,154 


57,209,863 
17,823,374 


75,033,237 


134.884.232 


17,834.44 


eee 


408 399,919 
49,263,494 
1,060,598 


611,442,686 
552,515,442 


1,360,553,519 


487,247,297 
22,258,811 


1973 1974 1975 

353 353 3)py3) 
1,821,795 1,841,958 1,872,461 1,899,392 

$ $ $ $ 

982,727,779 1,050,5 10,249 1, 127,845,090 1,222,600,065 
275,053,201 295,645,842 317,736,586 341,767,379 
707,674,578 754,864,407 810,108,504 880,832,686 
20,189,935 17,271,409 17,069,199 19,171,650 
34,361,115 37,882,051 39,216,408 47,054,671 
5,133,856 4,692,984 3,941,154 3,993,812 
44,08 1,793 47,931,017 52,321,061 62,301,976 
3,170,023 4,235,553 3,792,226 4,532,934 
106,936,722 112,013,014 116,340,048 137,055,043 
20,701,911 224203335 36,424,909 41,186,818 
20,615,968 24,737,545 21297677 27,534,285 
15,512,583 19,185,690 19,654,847 21,336,793 


56,830,462 66,643,570 83,377,433 90,057,896 
587,606,219 626,886,194 671,088,687 720,149,305 
1,459,047,981 1,560,407,185 1,680,914,672 1,828,094,930 


122,967,025 
1,189,080 


123,477,707 
1,343,259 


124,962,937 
1,515,741 


128,822,972 
1527,938 


124,156,105 


124,820,966 126,478,678 130,350,910 


64,349,460 
16,238,438 


73,849,720 
20,595,099 


83,092,574 
21,374,804 


93,976,387 
30,669,209 


80,587,898 94.444 819 104,467,378 124,645,596 


141.415.655 
20,615,968 


148,111,734 
24,737,545 


154,611,276 
ATE MOTT 


162,739,091 
27,534,285 


445,801,618 470,065,391 513,412,651 561,339,106 
57, 9025775 69,030,143 81,592,486 99,209,592 
961,743 ZOl393 1,965,839 2,127,045 


666,697,759 714,255,206 778,879,929 852,949,119 
587,606,219 626,886,194 671,088,687 720,149,305 
1,459,047,981 1,560,407, 185 1,680,914 ,672 1,828,094,930 


556,595,034 637,996,102 711,420,135 827,766,981 
24,158,685 26,541,627 28,118,970 30,530,757 


9] 


1,941,100 

$ 
1,313,766,639 
366,581,475 
947,185,164 
22,896, 700 
69,707,343 
3,788,276 
70,905,792 
5,614,111 
172912222 
35,802,071 
25,329,055 
21,001,356 


82,132,482 
773,785,627 


1,976,015,495 


136,533,544 
3,570,683 


140, 104,227 


113,926,549 
29,811,489 


143,738,038 


173,492,096 
25,329,055 


598,553,749 
118,837,242 
2,175,461 


918,387,603 
773,785,627 


1,976,015,495 


1,026,708,242 
35,662,978 


509,506,108 580,753,719 664,537,729 739,539,105 858,297,738 1,062,371,220 


373,906,802 
| 967,032 
35,900,479 
| —- 36,375,738 
| 15,796,567 
26,024,776 

25,000 


} 
488,996,394 
20,509,714 


419,458,744 508,212,216 550,814,374 649 968,084 
1,013,587 999,948 1,080,488 1,369,493 
38,769,966 41,686,082 48,091,376 54,897,952 
36,226,052 38,710,621 44,965, 100 53,384,198 
16,146,289 16,575,465 16,820,625 17,281,365 
27,904,709 29,437,838 31,346,995 33,512,295 
2,124,612 2 OI227 52,037) 872,936 


541,643,959 637,823,397 693,871,595 811,286,323 
39,109,760 26,714,332 45,667,510 47,011,415 


840,854,888 
1,627,252 
64,532,421 
60,882,890 
19,367,416 
35,951,862 
1,032,158 


1,024,248,887 
38,122,333 
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Municipal Electrical Utilities Financis 


Municipality ae. etercs-\ paren ele iretg eak Acton Ailsa Craig Alexandria Alfred 
INUmMbenORCustomers a: «pie ke one 2,267 1,384 428 
A. BALANCE SHEET 
FIXED ASSETS $ $ 
Plantandifacilities-at. Coste. vam cee ir eee 1,269,468 3,124,298 657,259 139,865 
Less accumulated depreciation ............ 268,409 874,637 264,247 65,691 
INGUfixedassetSeeme: Ss canes em eracsaan phi 1,001,059 2,249,661 393,012 74,174 
CURRENT ASSETS 
Gashion-handiandun bank ==. aca =. ean 120,236 103,013 38,893 25,950 
Investments—term deposits ..............- 20,000 cats 375,000 53,000 5,000 
SS DONGS fendatie te der iel pamela ene 3,000 naats _ $a 2 fet 
Accounts receivable (nel)in amet er cn 24,246 889 88.415 17,556 1,796 
Other Ayre Ascot ss Go at Aaa es = 4,850 = 
hOtalGUIEent aSSelSi yaar nee ay eter 571.278 32,746 


OTHER ASSETS 
ITVETIOTLES 2 yetetor Seer Ge Crater ah mae eee 
Sinking fund on debentures............... 
Miuiscellaneous:assetSia. neat kane ere ec 


76,729 


167,482 9,806 

744 150 
Motalwotherassets:: .. ieee Aa ete oui os 7144 150 102,886 29,487 al 
Equity in Ontario Hydro ...............-. 903,351 90,178 1,024,027 467,575 86,715 


otal astets sh dof tite? tonite = nee gcet deat 2,072,636 3,947,852 999,523 193,635 


DEBT FROM BORROWINGS 
Debenturesioutstanding 223. 2he aye ok 
Otherlonp-term debt, teces.cemier aera 


508,244 34,600 — 


Votaklons-termydeDt gt mas ae on es 
LIABILITIES 


508,244 


Gupréntiiabilitiess (5.2 eee Sis te oe 262.136 20,900 
Other lia bintes Ae .ck sae ase an mckee 111,282 2,103 
‘Totalilvalbuitiesstek, were Mere cheer as 111,708 373,418 23,003 
EQUITY 
Debtiredeemedit: sys) re ace ee oe ake 80,939 486.985 37,481 
Sinking fund onidebentures: sap) es. «2a. ee oe me 
Accumulated net income invested in 
plant or held as working funds .......... 618.791 920,342 336,278 41,943 


Contributed capital......... Peek Seaeay ois 
Othermeservesievame s 12 tah Aaah ee eatin cheek 


354,847 634,836 7,857 4,493 


Total utility equity. ...........6..-..56- 1,054,577 93,542 2,042,163 412.613 83,917 
Reserve for equity in Ontario Hydro ....... 903.351 90,178 1,024,027 467,575 86,715 
Total debt, liabilities and equity.......... 2,072,636 196,345 3,947,852 999,523 193,635 


B. OPERATING STATEMENT __ 


REVENUE 
Sale of electrical energy .. eae ne 933,303 106,841 2,207,418 624,977 168,780 
Miscellaneous .... Coe : 24,327 2,892 82,043 26,189 1,737 
taarmeme [a [in [same [ete [rs 

EXPENSE 
Power purchased 780,273 1,905,928 590,542 156,903 
Local generation .. — — — = 
Operation and maintenance. 66.419 86,828 22,085 3,966 
Administration 62,250 134,688 54,884 10,908 
Financial . 3.193 75,586 5,444 — 
Depreciation 29.811 77,944 19,040 5.020 
Other - — 


Total expense... . 941,946 109,650 2,280,974 691,995 176,797 
Net Income (net expense). __. 15,684 ees cae 8,487 (40,829) (6,280) 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Alliston 


1,677 


$ 
704,780 
230,270 
474,510 
22,919 
55,000 
25,000 
18,471 
1,165 
122,555 


15,993 


15,993 
463,131 


1,076,189 


60,538 
10,443 


70,981 


29,990 


418,186 
93,901 


542,077 
463,131 


1,076,189 


643,642 
20,984 


664,626 


544,742 


34,554 
49.445 


18.464 


647,205 


17,421 


Almonte Alvinston 


Amherstburg | Ancaster Twp.| Apple Hill Arkona 


S79 366 


$ 
903,338 
303,484 


$ 
110,658 
56,741 


$ 
936,350 
286,729 


$ 
701,274 
202,114 


599,854 53,917 649,621 499,160 


8,316 9,609 23,337 10,719 


— — 70,000 32,000 
7,000 — 14,000 — 
6,382 4,421 24,000 14,110 
1,979 800 


14,830 

307 

32,076 307 46,958 128,241 = 

284,503 86,001 789,08 | SUI 27,740 66,714 

940,110 155,055 1,616,997 1,055,957 56,013 101,063 
ee Pe 


. 


61,428 6,879 78,574 
5,071 85 19,168 


66,499 120,638 


72,000 


68,237 


131,246 


491,606 
25,502 


607,185 
54,752 


143,688 
156,658 


589,108 62,090 730,174 431,592 24,931 26,868 
284,503 86,001 789,08 | SNP 27,740 66,714 


940,110 155,055 1,616,997 1,055,957 56,013 101,063 


477,205 62,069 849,918 463,936 25,030 36,310 
rere 1,649 20,305 8,587 742 567 
489,462 63,718 870,223 472,523 25,772 36,877 


739,907 


328,623 


32.709 26,306 
66,205 80,538 
_ 17,039 
24,183 ZIRT 20,161 2,473 
— 11,922 


483,524 T2132 860,542 484,589 24,866 


93 


1,162,588 
403,785 


758,803 


200 
25,000 


43,594 


68,794 


1,176 


425 


1,601 
823,545 


1,652,743 


5,000 


5,000 


150,025 
19,014 


169,039 


141,612 


469,733 
43,814 


655,159 
823,545 


1,652,743 


1,320,537 
38,389 


1,358,926 


1,236,469 


48,928 
55,818 

1,345 
39,935 


1,382,495 


(23,569) 
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Municipal Electrical Utilities Financial 


Municipality: 2.0 often ek ae eee Arthur Athens Atikokan Twp. Aurora Avonmore 


Number of Customers .........-.----++-"+- 692 451 1,922 4.071 117 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost.........-.----5- 340,241 151,041 950,686 1,776,364 55.774 
Less accumulated depreciation ........-... 106,099 45.870 464,105 346,431 24,474 

Net fixed:aSsetsS: fasta sce ree se 234,142 105,171 486,581 1,429,933 31,300 

CURRENT ASSETS 
Cash on hand and in bank ............---- 46,853 11,861 118,624 920 
Investments—term deposits .........----:: “= -- 210,000 — 

SUH ONGS ee Pe ee re aera 10,000 — — — 

Accounts receivable (net) .....-..-.---++5: 15,200 4,202 98,393 3,262 
(OY ts de a eens Se dee ee og ere cl ake Ore EK = = 8,126 —= 
Notalcurrent assets oet.- 64 don ee 72,053 16,063 435,143 4.182 

OTHER ASSETS 
Inventories... .2::....¢5.- NAY: WRee ate re 20 = 33,207 7,059 == 
Sinking fund on debentures ........-.----- — — — — — 
Miscellaneous assets .........------+-50s> 1,229 47,118 2.387 


902 Ze 
MEAT Ue ASetSiaae Jn. 06 3 ee eee 2.049 902 33,207 54,177 2,387 
Equity in Ontario Hydro .........-..--+-- 203.039 99,395 480.940 974,936 20,395 
ee 


Total:assets casos sc he er eee 511,283 221,531 1,025,880 2,894,189 58,264 
pT 


eee Lene — 


DEBT FROM BORROWINGS 
Debentures outstanding ...........-+------ 108,600 — 75,000 10,500 
Other long-term debt .........----++--+>- = = == = 


Total long-term debt...........----:--> 108,600 10,500 
LIABILITIES 
Currentiliabilities: 22.0 026.56- ashen 33,574 169,987 919 
Othenliabilities@ sede.) 9- 2 o e e 1,624 51,214 152 
Totatiabilities. . eet. 4. at ee 35,198 221,201 1,071 
EQUITY 
Debt redeemed ...... 20-00-02 sects stare 40,314 145,780 12,500 
Sinking fund on debentures .......-.-.---- -- — — 
Accumulated net income invested in 
plant or held as working fundSie,. sakes 122.379 1,022,669 9,708 


Contributed capital .........--.-+5+++5--> 1,753 454,603 4,090 


Otherireserves: race ead ae 


Total utility equity... ...-.,.<5. 0+ ste%: 164,446 106,940 468,257 1,623,052 26,298 
Reserve for equity in Ontario Hydro ....... 203,039 99,395 480,940 974,936 20,395 
Total debt, liabilities and equity... eins 221,531 1,025,880 | 2,894,189 58,264 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy ............-+--5; 314,294 127,168 837,049 1,592,669 29.919 
Miscellaneous <2. ny e.c0 8. his sheet oy 5,657 1,331 38.451 74,490 2,041 
Totalirevenues .-o oti ts. cate tee 319,951 128,499 875,500 1,667,159 31,960 
EXPENSE 


Power purchased ...........-..--+-- oe 272,560 105,884 632,861 1,422,097 23,435 
Local generation aaa 


Cpevation end maintenance... 4 vA. a 5,128 79,185 1.246 | 


PAInIStratiOn! fh. tas a. onan Be heme oe 3,652 | 
Rin ancialeereie on. aisids cee ea ares eee 2,244 
Depreciation .......-.------ cee e sree 1,998 » 
Other: 22k. hoes =a 


rather, 1 Ses wasoo7 | aseso | oisse | noowase [2598 
Net Income (net expense)............... (5,136) 3,449 p46 | 27,905 (615) 


Statements A and B 


fatements for the Year Ended December 31, 1976 


831,116 
351,366 


479,750 


141,354 


19,992 


161,346 
1,963 


692 


2,655 
761,589 


1,405,340 


55,000 


55,000 


105,487 
639 


106,126 


88,185 


339,707 
54,733 


482,625 
761,589 


1,405,340 


812,729 
11,674 


824,403 


731,308 


56,564 
42,057 

6,333 
24,360 


860,622 


Ayr Baden Bancroft Barrie Barry’s Bay 
487 335 914 11,938 


Bath 
514 368 
$ $ $ 
167.377 159,600 187,595 
59.983 65,452 57.955 


$ 
167,423 
61,084 


$ 
737,167 
285,594 


$ 
7,946,019 
1,919,070 


107,394 451,573 6,026,949 129.640 106,339 
5,021 3,625 225 13,445 
20,000 os — — 10,000 


1,610 


10,772 


5,908 
317 


322.750 


26,631 322,975 18,467 
186 273,049 — 
Z ti 46,221 ni = 
176,133 205,732 199,428 3,703,776 85,361 66,55 
310,344 329,871 


668,037 10,372,970 234,195 202,568 


182 13,679 71,977 
e139 369 2,067 


1,321 14,048 74,044 


1,093,000 


1,093,000 


127,851 
168,898 


296,749 


11,667 


17,503 


5,000 


131,497 


359,331 


17,500 


114,139 103,709 213,182 3,033,472 90,994 


1,248 1,382 49,886 1,886,642 3,338 15,848 


132,890 110,091 394,565 5,279,445 93,929 124,342 
176,133 205,732 199,428 3,703,776 85,361 66,559 


310,344 329,871 668,037 10,372,970 234,195 202,568 


206,141 124,551 366,525 6,743,719 172,474 111,809 
6,000 6,902 21,625 159,626 1,464 3,959 
212,141 131,453 388,150 6,903,345 173,938 115,768 


181,342 118,890 5,340,011 
4,581 7,440 497,978 
17,116 -10,350 375,949 
— — 170,691 
5,938 4,912 201,128 


208,977 p14 592 396,417 6,585,757 174,068 | 111,050 | 


(36,219) (10,139) (8,267) 317,588 (130) 


95 


Beachburg 


282 


$ 
106,971 
48.414 


58,557 


109,039 


15,700 


15,700 


8,971 


8,971 


36,300 


(577) 
1,545 


37,268 
47,100 


109,039 
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Municipal Electrical Utilities Financia 


Municipality 27 js. eager te kee os Beachville Beamsville Beaverton Beeton Belle River 


Number of Customers ........-----+--:-+:: 356 1,599 903 687 1,202 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and facilities at cost...........---555 179,617. |. 596,103 325,022 559,090 
Less accumulated depreciation ............ 85,178 226,500 115,130 93,857 

Net fixed assets... 2-2-1 eee n esses ts 369,603 209,892 125,697 465,233 

CURRENT ASSETS 
Cash on hand and in bank ..............-- =e 35,256 9.740 32,154 
Investments—term deposits ............--- 25,000 eas beet 15,000 

HORS. ee ite van = = 2,000 

Accounts receivable (net)..........--.---- 9.420 10,389 11,884 7,611 

Otel ad i ee rc aes oc ane ea be Pay: 
Totalicurrent assets an. «see we 

OTHER ASSETS 
Inventories .2.fe5 bee Spee ae 


Sinking fund on debentures..........----: 
Miscellaneous assets .....°...---.----++-- 


45,645 21,624 56,765 
100 779 394 
© = a * 8.614 

Totalotienassctsic et ete ee ee es 779 9,008 
Equity in Ontario Hydro ...........--- 425,776 316,861 240,476 127,859 206,084 


Totalassets 26. 70.056 40 0ks eee tae 578,171 720,884 496,113 275,959 737,090 


SS 


DEBT FROM BORROWINGS 
Debentures outstanding .......-.....-+--. 47.500 
Other long-term debt ........-...-----+-- ue 
Total long-term debt.........-----20--: 4 ws ae fe 47.500 
LIABILITIES 
Gurrentliabiltties res a Feet tee 33,672 18.396 29.809 1,321 38,543 
Other liabiliticss@: 22) cree ee ere 994 5.418 2.885 2.764 297) 


Totaliabilitiesesse et ee cee : 32,694 4,085 41,815 
EQUITY 


Debtredeemed acct ee aes eo ntaner ; 12.839 13.610 42.055 
Sinking fund on debentures ........... rae = = a 


Accumulated net income invested in 


plant or held as working UNOS eet 111,693 290,503 209,126 130,156 282,376 
Contributed capital ...........-+-----+--- 499 52.206 978 249 117.260 
Othemreservesai eos oe ee ees ee = = ss a — = 


Total utility equity.........-..---505: ; i729 380,209 222,943 144,015 441,691 
Reserve for equity in Ontario Hydro ....... 425.776 316.861 240.476 127,859 206.084 


Total debt, liabilities and equity......... 578,171 720,884 496,113 275,959 737,090 


B. OPERATING STATEMENT 

REVENUE 
Sale of electrical energy ......... Men oe 347,598 401,783 315,084 163,344 383,183 
Miscellaneous Ge) coc oe teeta tae 4.410 13,921 9.915 4.893 7,772 


Toral revenae soca b ueopae ee 38 352,008 415,704 | - 324,999 168,237 390,955 


EXPENSE 
Power purchased... 2. .....-: Meda dd patie 308.418 ‘ 296,556 
Local generation ....... eae a ere = a 


Operation and maintenance............... 1,765 : ; 4 28.491» 
Administration . he: < 12,280 : : : 26.616. 
Bunn ecihe kt leh dae e — 10.736 | 
Depreciation ... ¥ 6.840 18.777 11,150 6.164 12,747 
Oiherrn, sanatee — 


i 
| 


Total expense... 329,303 427,939 321,127 169,102 375,146) 
Net Income (net expense) .. . 22,705 (12,235) 3,872 (865) 15,809 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Belleville 


12,858 


$ 
8,449,469 
2,602,873 


5,846,596 


269,352 


269,352 
217,301 
19,217 


236,518 
4,131,927 


10,484,393 


1,379,408 


1,379,408 


673,397 
1525733 


826,130 


700,589 


3,296,879 
149.460 


4.146.928 
4.131.927 


10,484,393 


5,661,933 
356,508 


6,018,441 


4.755.004 


357,046 
449.693 
205,054 
245.637 


6,012,434 


6,007 


Belmont Blenheim Bloomfield Bobcaygeon Bolton 
i) 1,422 922 1,972 


$ 
423,776 
169,728 


$ 
1,756,204 
246,918 


152,395 
60,420 


$ $ $ 
98,288 640,462 100,562 
44,240 244,346 51,208 


54,048 396,116 


1,509,286 


30,651 16,627 59,882 
— 20,000 
25,000 — aN 
4,651 13,039 81,464 
1,200 289 1,243 


61,502 162,589 
== 1,543 
5,738 5,313 


5,738 
91,698 
212,986 


27,060 


178,500 


93,942 
3,349 


70,116 OyE201 


98,679 


152,640 


276,742 


316,906 
933,394 


62,273 375.421 46,582 119,534 “181,707 1,402,940 
91,698 378,862 | - 93.516 144,138 150,392 280,587 


212,986 824,399 159,795 277,406 443,716 51,959,318 


146,489 508,808 104.897 159.478 300,791 726,675 
4.443 11,789 1,987 2,680 6,288 33.415 
150,932 520,597 106,884 162,158 307,079 760,090 


140.478 407.082 129,649 


Ue wey) 


535,485 


3,844 42,696 


4.704 18,594 45.171 
TAaTy 42,924 8.806 40,968 68,902 
4.824 ats ~ 12.869 37575 
3,384 18,948 5,168 14,207 37,874 


159,907 511,650 102,460 148,327 339,889 725,007 
(8,975) 8,947 ieee 13,831 (32,810) 35,083 


97 


Bothwell 


405 


$ 
145,901 
70,711 


75,190 


23,064 


135 


28,199 


461 


461 
108,158 


212,008 


10,157 
48 


10,205 


5,534 


86,713 
1,398 


93,645 
108,158 


212,008 


115.411 
5,767 


121,178 


93.796 


10,748 
9,657 


5,283 


119,484 


1,694 
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Municipal Electrical Utilities Financia 


Braeside 
188 


Municipality .. Bowmanville Bracebridge Bradford Brampton 


Number of Customers 4.225 1.625 1.883 13.875 


A. BALANCE SHEET 

FIXED ASSETS $ $ $ $ $ 
Plant and facilities atcost...........-... 2.631.794 1,511,656 1,003,369 79,777 16,736,970 
Less accumulated depreciation ............ 804,115 512,359 264.057 31,186 3,057,394 


INetfixediassets mca: eter ace eae 1.827.679 999,297 739.312 48.591 13,679,576 
CURRENT ASSETS 
Gash onmhand-andun bank -h ee. e esse 140,304 11.273 1.488 
Investments—term deposits ............-.. 50,000 - = 
ZDONGS ee ays eh ae OR etc ree 59.843 se — 
Accounts receivable (net) ...........-.--:. 8.242 72.742 632.441 
Other vale ee ee ese Baie ante Lali 3,700 115,731 
Totalicurrentiassets - onsets eee ee ees 259,540 749.660 
OTHER ASSETS 
LiiVentOnies ta cee ee ee roe ar 45.767 = 1.068.274 
Sinking fund on debentures..............- -— — aa 
Miscellaneousiassetsmnn on sa eeer rere. cians 1.490 — 55.187 
hotaliothemassets amen) eee ae Whey 47,257 31,093 13,143 = 1,123,461 
Equity in Ontario Hydro ...............-. 1.413.215 130,338 347,220 176,418 3,778,923 
ram | [sor [ie [one [ae | 
DEBT FROM BORROWINGS 
Debenturesioutstandine: 22... pet cane ae 151.665 83,000 138,000 3.922.116 
Othenlong-termideb teen cee wet ter at = — -- a 
Total iong=tenmidebti joan 151,665 83,000 138,000 — 3,922,116 
LIABILITIES 
Currentiiabilities @o. aoa ooo 178,527 42.433 113,349 8,539 2,100,153 
@Otherniliabilities. dh aoa bene een 42.595 — 61,837 473 331,603 
‘otaluiiabilitveS-i41. sean eta ae ee Dale 42,433 175,186 2,431,756 
EQUITY 
Debtredeemedinen cerita ae ue etcee .cee 72,922 545,800 25351 1.611.808 
Sinking fund on debentures............... — -- - = 
Accumulated net income invested in 
plant or held as working funcdswcsurs eke 1,089,741 354,431 442.642 4,052,333 
Gontributedi capital ts... ces seen 599,026 8,012 58.991 3,534,684 
Othermneserves Ban os ioc a eee eee _ = as — — 
LOLA MENItVEGUILY energie Eien rea 1,761,689 908,243 526,984 80,484 9,198,825 
Reserve for equity in Ontario Hydro ....... 1,413,215 130,338 347,220 176,418 3,778,923 
Total debt, liabilities and equity....... * 19,331,620 
B. OPERATING STATEMENT 
REVENUE 
Saleof clectricalienerzyn.6)2 snes 1,933,249 647,334 621,516 197,667 8,141,666 
Miscellaneous. \.2....2 sennectet oe 94,793 21ST 27,704 2,067 46,993 
Rotel: revenue: 2 2a nies Bee: 2,028,042 8,188,659 
" EXPENSE 
Power purchased . sas a ratoe 1,582,766 343,501 483,060 169,844 5,936,386 
Bocalreneration.) 0443.5 Sales at csierugenrs — 135,795 = <s 4 
Operation and maintenance 109,436 34,637 56,666 7,918 346,450 
Administration 136,736 74,503 45,444 5,332 593.801 
Financial . 25,009 30,575 18,076 — 712,217 
Depreciation . 12774 40,857 26,232 2,951 345,734 
Other.. — 


Total expense . 


= —_ coat = 
1,926,721 659,868 629,478 186,045 7,934,588 
A: 101,321 19,742 13,689 254,071 


Net Income (net expense) . 


Statements A and B 


statements for the Year Ended December 31, 1976 


Brantford 


24,265 


$ 
14.515.150 
4.177.700 
10,337,450 


114.968 
200,000 


265,681 
303 


580.952 
500.071 
137,548 


637,619 
10,018,032 


‘21,574,053 


142,000 


142,000 


O273i13 
424,380 


1,351,693 


1,552,683 


6,793,424 
1.716.221 


10,062,328 
10,018,032 


21,574,053 


10,029,502 
416,964 


10,446,466 


8,649,573 


427,782 
408,206 
24,057 
377,265 
30624 


9,917,507 


528,959 


‘| Brantford Twp. Brechin 


Bridgeport Brigden Brighton Brockville 


3.205 711 227 1,334 


7,621 


$ 
2,577,490 
958.508 


$ $ 
249,389 
68.784 


$ 
681,588 
144.436 


$ 
4.494.294 
1,253,614 


1,618,982 180.605 SSialoz 3,240,680 


203,091 9.822 252.125 
50,000 
43.355 1,866 
1332 


296.446 13,020 329,174 


52.097 348 118,293 


8,999 1,332 4,538 


61,096 — 1,680 30 32,347 122,831 
1,194,667 38,608 172,145 69,385 304.296 3,015,796 


3,171,191 74,938 367,450 888,171 6,708,481 


167,500 383,000 


163,393 
90,018 


3,429 23,081 
334 3,139 


325,674 
2,213 


327,887 


253.411 


920,322 


637,857 


735,265 
182.491 _ 


120,142 
9,293 


1,555,613 32,567 169,085 42,519 456,086 2,981,798 
1,194,667 38,608 172,145 69,385 304,296 3,015,796 


3,171,191 74,938 367,450 888,171 6,708,481 


2,009,237 40,362 23228 41,218 471,966 3,630,594 
56,716 773 7215 1,746 6,536 125,393 


2,065,953 41,135 220,498 42,964 478,502 3,755,987 


3,122,044 


S595 1,711,596 
a 41,191 349,880 


1,692,869 


361,392 


95,693 21,786 238,253 
85,313 43,959 190,802 
S97 11,563 85,005 
79,562 2,682 16,508 136,510 


4,942 


2,015,976 38,264 48,982 455,208 3,772,614 
49,977 (6,103) (6,018) 23,294 (16,627) 


99 


Brussels 


454 


$ 
156,360 

37,515 
118,845 


14,992 


4,610 
862 


20,464 


957 
141,981 


282,247 


18,133 
430 


18,563 


28,000 


91,653 
2,050 


121,703 
141,981 


282,247 


131,030 
1,962 


132,992 


116,558 


5,292 
9,547 


4,738 


136,135 


(3,143) 
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Municipal Electrical Utilities Financial 


Municipality tte, je, tees ee en er Burford Burgessville Burk’s Falls Burlington Cache Bay 
Number of: Customers. )-.28 «25.084. 2) fs 469 125 29,597 228 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plantandifaciiities atcost. a... a5. ae eet ee 207,227 61,358 21,784,460 98,054 
Less accumulated depreciation ............ 104,842 21,733 4,604,782 42,446 
Nethixed!assets ent csaun ans ea ee 102,385 145,887 17,179,678 55,608 
CURRENT ASSETS 
Cashionmhand and inibank 62: 4..% 26 a eso 10,046 8,615 1,768,447 8,868 
Investments—term deposits ..............; 7,000 a = a= 
HONS Ane oe Cae ak oes ake Sine zee 4,900 10,000 2,000 
Accounts receivable (net)’;. 45-00-50. < 1,018 8,340 1,060,731 2.225 
Other a 5 ee ee Se a ea ene aes IR EER 23 
Total current assets .......... Aa 2,866,915 13,116 
OTHER ASSETS 
THventOriesyso.4, ect kta eee a — 269,841 65 


Sinking fund on debentures............... 
Miscellaneous assetse aera ee ee cee es 


30,555 


Total Otherassetsim ete scisu meats ahh — 2,098 —- 300,396 65 
Equity in Ontario HY GrO3 5.50. ein oa 152,293 45,964 107.212 6,049,051 S223 


Totaliassets 0) ves. lie 272,742 93,916 274,954 26,396,040 120,012 


DEBT FROM BORROWINGS 

Debentures outstanding. v6... et 2 2,294,500 Ss 
— — 2,294,500 
pal 29,035 
632 


Other long-term debt 


Tota) ilone-termidebth-s aacee oper 
LIABILITIES 


Gurrentlia bilities ewer yt eee ae 2205 5,97] 
Otherliabilitics’#, Gece sooty annem ae 617,693 847 
‘Potaliliabilities, Ves gee assent ne 2,140,648 6,818 
EQUITY 
Debtrredeemed a Weakir io. cracei rere 2.408.730 25,359 
Sinking fund en debentures............... — — 
Accumulated net income invested in 
plant or held as working funds .......... 10,021,865 35,250 
Contribttedcapitalmeye er eee nee 3,481,246 1,362 
Otherreseives mane nt tr eee es — 
TLotaluthty equity: wscrana: po eerte. cre 106,749 138,075 61,971 
Reserve for equity in Ontario Hydro ....... 107,212 51,223 


Total debt, liabilities and equity... .. PP es 272,742 93,916 274,954 26,396,040 120,012 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy ... sees ies 126,380 41,076 169,619 14,566,723 66,435 
Miscellaneous .. Pras tech ob eras: 12,020 1,731 1,955 559,721 1,570 
Total revenue....... oe hee 138,400 42,807 171,574 15,126,444 68,005 
i 
| 
EXPENSE 


BOWer purchased. occ ath awa dutely eerie ate a 143,782 11,689,163 56,655 
Local generation . = = — 
Operation and maintenance...... 9,570 963,783 1,189 
Administration . 11,933 607,537 6,078 | 
Financial . — — 447.818 440 
Depreciation 7,039 5,210 554,277 3,386 
Other. . _ 


Total expense... . ; ee ae P1440 40,428 170,495 14,262,578 67,748 
i 
Net Income (net expense) __ . , (2,740) 2,379 1,079 863,866 257 | 


Statements A and B 


Statements for the Year Ended December 31, 1976 


Caledonia 


1,310 


$ 
484,044 
90,159 


393,885 


78,165 


5,245 


83,410 


4,382 


4,382 
238,633 


720,310 


30,998 
15,734 


46,732 


15,525 


326,903 
92,517 


434,945 
238,633 


720,310 


328,577 
24,238 


352,815 


240.444 


30,743 
50.759 


12,104 


334,050 


18,765 


Campbellford Cannington Capreol Cardinal Carleton Place 


Campbellville 


1,588 140 1,341 2.229 


$ $ $ 
1,125,788 214,697 575,642 
381,780 77,879 117,747 


136,818 457,895 


113,119 


14,999 


2,000 
6,026 


66,608 


31,606 


(534) . 10,051 


zn 4] ei ete 
45,215 — 41 1,505 — DSN32 
167,274 35,462 149,646 283,945 158,894 809,161 
1,026,358 86,147 309,530 809,419 313,670 1,561,937 


47,000 5,600 17,000 a ee 1,200 
LOTS 
1,481 


13,454 


50,964 80,253 


105,500 


101,785 


11,014 


106,849 


648,228 109,578 


: 295,010 129.795 525,926 
10,700 : UWS, 


60,715 5353 38,548 


764,428 45,626 135,629 457,510 141,322 671,323 
167,274 35,462 149.646 283,945 158,894 809,161 


1,026,358 86,147 309,530 809,419 313,670 1,561,937 


509,501 49,660 173,665 455,987 158,707 e252 
19,116 1,470 6,895 6,955 3995 11,077 
528,617 $1,130 180,560 462,942 162,702 728,329 


609,445 


336,354 157,639 352,741 130,584 


32.601 — _ — — 
27,207 5,384 40,142 4,015 46,626 
57,641 11,680 46,147 8,564 23 
13,268 1,528 4,524 — 1,238 
30.730 7,169 14,670 7,087 22,952 


497,801 51,939 184,000 458,224 150,250 732,374 
30,816 (809) (3,440) 4,718 12,452 (4,045) 


101 


Casselman 


523 


$ 
» 255,974 
74,993 


180,981 


18,653 
10,000 
3,000 
16,076 
60 


47,789 


638 
115,028 


344,436 


19,000 


19,000 


30,025 
1,369 


31,394 


65,162 


90,458 
23,394 


179,014 
115,028 


344,436 


237,215 
7,512 


244,727 


206,913 


11,948 
17,369 
2,484 
T3ui, 


246,091 


(1,364) 
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Municipality’ 8.55 (25 ceo 2 oe Ree eee Cayuga 
Number of Gustomers: (2 -e%eto> sobs 2 492 


Municipal Electrical Utilities Financial 


Chalk River |Chapleau Twp. Chatham Chatsworth 


370 1,164 


123759 189 


A. BALANCE SHEET : 

FIXED ASSETS $ $ < 
Plant and facilities at'cost7) =. 25-8 =e 234.801 7.182.892 70.323 
Less accumulated depreciation ............ 82.694 1.830.206 30.628 

Net fixed assets)... 2.025 ene ne Se 152,107 570,841 5,352,686 39,695 

CURRENT ASSETS 
Cash on hand and in bank............--.- 26.703 14.918 102.248 18.145 
Investments—term deposits ............... 30,000 = Ee = 

Baal 570} 1(S (Si snes eRe em Oran roe = = 100.000 6.000 

Accounts receivable (net) ..........---+.>. 4.915 5.571 543.247 3.258 
Othe sien ies sae oe aioe eonlei rok re 497 54,285 = 
Total/current assets = 4 5. .ch a cheese 799.780 27,403 


OTHER ASSETS 
Inventories 22 = - ee, F Reeeey 835 
Sinking fund on debentures ........-..---. 
Miscellaneous assets...........-:-+-++----: 


= 345.350 


202,814 — 


Totaliother assctSuew ie se ete ae 835 = 3.639 548,164 = 
Equity in Ontario Hydro ...........-.---- 114,542 64,302 164,395 4,729,631 57,077 


TotaPassets 2.050 pie os Bae es 329,102 170,818 759,861 11,430,261 124,175 

a a 

DEBT FROM BORROWINGS 

Debentures outstanding ...........------: 73,000 as 
Other long-term debt .............------- = a 
Total long-term debt..........--.-----> Ls _ ae = 
511,609 6.463 
50,800 333 


LIABILITIES 
Current labilitieS: 204 os fone ae 10,977 28.337 
Other'habilities. £5 426 ons. ~ ee aes 5.246 1,026 


Totalitabiliticse. sweat ee ce ee 16.223 63.981 562.409 6.796 
EQUITY 
Deberedeemed fahren ges. n2 4. eo 20,000 124.043 1.479.035 5.014 
Sinking fund on debentures. os) aerce ee = _s a 12 
Accumulated net income invesied in 
plant or held as working funds .......... 171,841 326.263 3.993.809 55.288 
Contributed capitalise. a. etn 6.496 8.179 665,377 2 


Other reserves. vtow es a ee ae _ mts ee mee 


Total utility equity............--.+-- 198,337 TVAS3 458.485 6,138,221 60,302 
Reserve for equity in Ontario Hydro ....... 114,542 64,302 164,395 4,729,631 57,077 


Total debt, liabilities and equity.......... 329,102 170,818 759,861 11,430,261 124,175 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy .......---.-+-+--- 147,359 119.076 465,021 6,026,302 60,567 
Miscellaneous <2) 2 en an Rip cotshueate 7,912 1,723 9,864 88,674 1,615 
Total revenue ......-.-...-..45-550s% 155,271 120,799 474,885 6,114,976 62,182 
EXPENSE 


POWempHlrchasedyaccm tae: en a 110,098 334,183 4,530,703 48,987 
(ocal Penerationiy 2, Walhs oe eegen ue — — — = 
Operation and maintenance. ...... 10,820 26,282 655,509 Lov 
NCI MIS IEA HOM ic ecu <a eine ee 19,845 67,910 524,258 as22 
Pinaneiale erties es ia ott oe ge 3 16,688 830 4 
Depreciation .. e- 7,398 12,789 154,520 2,703 
Olen: eee — 


Total expense ee cane 148,164 120,225 457,852 5,865,820 56,388 
Net Income (net expense) 7,107 17,033 | 249.156. | 5,794 


Statements A and B 103 


Statements for the Year Ended December 31, 1976 
Chesley Chesterville Chippawa Clifford Clinton Cobden Cobourg Cochrane 
897 563 1,686 305 1,407 455 4.415 1,688 
$ $ $ $ $ $ 
304.846 239,752 611,394 133,388 716.442 M2931 
115.043 71.787 9a,215 33,960 286.066 49.768 


$ $ 


1,980,782 1.391.420 

979,249 295,835 

189,803 167,965 516.179 99.428 430,376 1,001,533 1,095,585 
25.041 38.713 15,742 58.444 138.312 
= ce 20,000 300.000 ne 
4.000 = _ 24 3 
28.820 17,990 28.273 64.047 17,638 
a ae 354 
57.861 422.491 156,304 
493 Se oe 39,235 51,366 
= - 834 


546,978 449,937 853,707 192,388 960,163 190,383 3,309,161 1,677,827 


228,109 a _ 494.725 
43,393 8.555 17,230 260,696 187,745 
35,726 180 5.644 15,066 56,776 


329 == = 
493 329 — 2,848 1.710 892235 52,200 
298.821 271,809 84.455 462,924 101.536 1,845,902 373,738 


35.247 
5.614 
40.861 232 79,119 69,901 275,762 244,521 
24.410 5.889 114,125 119.173 105,993 135,376 
168.914 138,371 164,425 302.579 56.498 1,067,503 411,524 
13,972 4.136 13al52 3u155 4,526 14,001 17,943 


3,086 


207.296 148,396 291,702 99.198 424,838 65,973 1,187,497 564.843 
298.821 271,809 254.777 84,455 462.924 101,536 1,845,902 373,738 


546,978 449,937 853,707 192,388 960,163 190,383 3,309,161 1,677,827 


243.457 288,385 430,445 87,493 430.613 134,265 2,408,905 866,036 
3.174 4,142 6,509 2.016 20,556 3.292: 79,034 34,208 
246,631 292,527 436,954 89,509 | 451,169 137,557 2,487,939 | 900,244 


203,295 260,714 284,153 341,122 113,509 2,156,129 667.384 
14,652 2,472 37,880 46,328 5.91 59.800 . 80.824 
21,497 15,087 D>.212 49,827 10.866 123,398 71,861 

608 1,107 40,974 2,608 1,514 _ 65.078 
8.346 TASS 14,030 20,266 4.177 70,268 34,833 
1,435 PE bes: — 


248,398 286,535 433,684 85,462 460,151 135,977 2,412,390 919,980 
(1,767) 3,270 (8,982) 1,580 75,549 (19,736) 
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Municipal Electrical Utilities Financial 


Comber Coniston 
268 881 


Municipality” “efor oo a9 pe eae Colborne Coldwater Collingwood 


INumberof. Customers rece ere 746 397 4,448 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantianditacilitiesatcost. ss: 5.04... 454,083 126,972 2,304,213 291,973 
Less accumulated depreciation ............ 77,109 36,622 555,907 76,605 

Netifixediassets, Saco seers cree eee 376,974 90,350 1,748,306 215,368 

CURRENT ASSETS 
Cash on hand‘and in bank ......2..2:.:-.. W137: 18,095 291,249 53,068 
Investments—term deposits ............... = = —_ — 

SAB OIOSTS inline hae cen ee eae ae 15,500 — — 

Accounts receivable (net)..............--- 9,798 5.866 40,656 12,193 
Otero ee a ea Se hs 1.014 = 348 
Total currentiassets «mers. snes oe 65,609 

OTHER ASSETS 
INVEntOrles..\. 2a erence een ee 1,769 
Sinking fund on debentures............... _ 
MiscellaneouscassetS= 5... 255-5 eee DNS: 11,714 

Totaliotherassets were ccc ke tias een 9,515 13,483 
Equity iniOntario Hydro fs -gee esos 180,768 128,136 


Notalrassets: "cree os eee 579,206 259,880 3,811,044 196,059 422,596 


a 
DEBT FROM BORROWINGS 
Debentures outstanding poy eee ee 98.332 231,000 = 
Othemlongetenmitdel tye eee tt = a — 


Total long-term debt 231,000 
LIABILITIES 
Current liabilities 


iad >, | Ae ARR Weg ic 230,270 8,508 29.844 
Otherliabilihes” #2 ses eo ec 58.016 4,765 11,964 
Potaliiabilitiess..., pee can ole eee 288,286 41,808 
EQUITY 
Debtredeemed: fo het tees otic see es 161,183 49.633 
Sinking fundionidebentures = 3 sa.-rr oe — == 
Accumulated net income invested in 
plant or held as Workinpitunds 32 .sccnen 246,951 1,258,507 195,047 
Gontributedicapital2ses5 5.25 eo 6,556 209,033 


26.413 7.972 
Other reserves ret 


Motalbutilityequity swt ac ooo e rete 267,369 107,879 1,628,723 85,809 252.652 
Reserve for equity in Ontario Hydro ....... 180.768 129,736 1,663,035 96,977 128,136 
Total debt, liabilities and equity.......... 579,206 259,880 3,811,044 196,059 422,596 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy ...... ier tere 297,931 123,080 2,556,914 89,911 241,122 
Miscellaneous! 475. 226 4 Otte ae Beh ae 10,263 Doo 50,546 2,002 6,889 
Totalirevenue!): Myre. ete. os ae. fee 308,194 125,239 2,607,460 91,913 248,011 
EXPENSE 


Powempurchased).9) jose oes anne ; 241,099 111,249 2,195,365 196,546 
Local generation .... ee: - — = == =a 
Operation and maintenance 11,941 1,995 124,899 12,247 
Administration . 27,902 [33122 101.761 17,200 
Financial .... 12.468 = 40,814 2.475 
Depreciation 10,167 3,758 58.615 4,250 8.331 
Other. — 


Total expense......... “a bang 303,577 130,124 2,521,454 92,782 236,799 
Net Income (net expense) ’ 4,617 (4,885) 86,006 (869) 11,212 


Statements A and B 


Statements for the Year Ended December 31, 1976 


Cookstown Cottam Creemore Dashwood Deep River Delaware Delhi 
388 280 483 199 1,665 
$ $ $ | $ $. 
119,103 80,901 2235 72,009 1,229,797 
29,707 42,140 56,952 14,442 419,632 
89,396 38,761 120,283 
22,780 24,616 5,922 
== 11,000 5,000 
Lae 6,308 


EBS 


34,572 


3,688 34,572 
48.086 408,357 


— 5,848 1,297 = 
81,386 58,713 114,514 72,734 


196,717 140,075 253,324 141,583 
— 40,193 
20,842 109,641 
1,085 1395515 
O27, 249.156 
12,001 190,807 
71,556 165,757 
9.847 ; 73 223,198 
93,404 W3s\22 112,732 62,544 579,762 43,649 448,404 
81,386 58,713 114,514 72,734 437,932 48,086 408,357 
196,717 140,075 253,324 141,583 1,307,043 101,152 957,553 
111,154 65,221 140,270 61.441 918,075 47,739 524,794 
1,548 2,849 5,782 1,411 20,295 4,093 16,201 
112,702 68,070 146,052 62,852 938,370 51,832 540,995 
89.712 120,583 796,389 409,023 
1,724 4,615 58.109 44,302 
13,328 12,159 48.982 67,942 
— _ ~ 83513] — 
3.612 3,090 6,644 36,048 19.410 


108,376 65,249 144,001 71,622 972,659 51,531 540,677 


105 


Deseronto 


658 


$ 
276,169 
134,002 


142,167 


20,133 
206,642 


386,507 


38,182 
1,836 


40,018 


15,000 


118,567 
6,280 


139,847 
206,642 


386,507 


293,985 
I2i552 


306,537 


249,125 


18,143 
28,502 


10,381 


306,151 


386 


106 


Municipality . 


NumberiofGustomersy-. 56. os 2s: 
A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost... 
Less-accumulated depreciation ..... 
Net fixed assets 
CURRENT ASSETS 
Cash on hand andinbank......... 
Investments—term deposits 


SI HONGSt toe eae ne eae 


Total current assets ..... 
OTHER ASSETS 
Inventories .. 
Sinking fund on debentures........ 
Miscellaneous assets. ....... 452.5 


Total other assets... ... 
Equity in Ontario Hydro 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding . . 
Other long-term debt 


Wotal long-termidebt ee seo ee 
LIABILITIES 

Current liabilities 

Other liabilities 


otaltiabilities. anes e 
EQUITY 

Debt redeemed 
Sinking fund on debentures........ 
Accumulated net income invested in 

plant or held as working funds ... 
Contributedcapital/ere . 22. ae 
Other reserves 


Total utility equity......... 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous .. 


otabrevenue... 7 2Ns sac.. per 

EXPENSE 
Power purchased.......... 
MOCaMVenerAtON: otek ee 
Operation and maintenance... . 
Administration 
Jah AR A: yee 
Depreciation 
Other 


‘Totalexpense..ccve2.. +... 


Net Income (net expense) . . 


‘Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


Dresden 


Dorchester 


1,073 


Drayton Drumbo 
340 201 


$ 
62,154 
30,357 


$ $ $ 
164,127 183.886 496,314 
47.645 43,791 128,649 


116,482 


140.095 367.665 


14.759 8,907 
8.836 — 
1,500 7,603 


965 1,070 


16,678 — 
363,245 57,638 


TALITO 


51,223 


135,288 


31,820 
57,638 


103,774 
3,003 


112/159 
3,892 


478.078 
6.196 


373,564 


39,041 
52.846 

3,673 
10.433 


101,837 110,990 479,557 54,231 
4,940 | eset, 4,717 (2,030) 


Dryden 


2.487 


$ 
1,459,826 
588.178 


871,648 


3,758 


43.154 


46.912 


26.405 


1,568 


27,973 
486,665 


1,433,198 


23.500 
52.745 


76,245 


102.469 
138: 


103,204 


191,116 


564,794 
11,174 


767,084 
486,665 


1,433,198 


910,462 
37,064 


947,526 


697,999 


109,323 
102,165 
25,246 
46,028 


980,761 


(33,235) 


Statements A and B 


Statements for the Year Ended December 31, 1976 
Dublin Dundalk Dundas 
136 599 5,767 
§ $ 
64,046 252.754 
28.192 41.147 


Dunnville Durham Dutton East York 


2,241 24,784 


$ 
4,054,125 
1,254,729 


$ $ 
1,156,129 442.073 15,190,763 
257,020 153.148 4.828.404 


35,854 211,607 2,799,396 899.109 288,925 10,362,359 
10,893 25,630 92,601 35,759 2,020 36,993 
— —_ 200,000 110,000 47,800 600.000 

— 1,500 — — — — 
447 13,009 119,070 16,152 46.663 1,144,133 
aa “ _ —- 1,212 
11.340 40,139 411,671 161.911 1,782,338 


_ 19] 91.591 108,244 515,964 
= = = = 614,108 
— 814 60,542 35195 56,381 


96,483 

2,594 249 

368 6.849 
53,564 151,271 1,701,895 775,550 329,359 118,866 10,959,829 


= 50,000 1,050,800 196,000 13,000 es 1,841,903 


= : 1,050,800 196,000 1,841,903 


4.675 : 274,820 64,689 12155292 
247 198,242 29,282 335,181 


4.922 : 473,062 93,971 39,986 1,550,433 


6,200 : 895,960 143.939 42.324 1,676,069 
_ — — — 614,109 


35,285 
787 


165,407 613,261 669,736 288,780 7,292,818 
2.045 330,117 68.813 4,280 355,818 


42,272 172,976 1,839,338 882.488 335,384 94,547 9,938,814 
53,564 12271 1,701,895 775,550 329,359 118,866 10,959,829 


100,758 404,022 5,065,095 1,948,009 717,729 244,711 24,290,979 


49.403 207,055 2,221,340 755,923 335,775 93.914 12,853,506 
475 1,052 132,275 34,053 13,107 2,089 583,301 
49,878 208,107 2,353,615 789,976 348,882 96,003 13,436,807 
40,398 171,730 1,626,190 573,730 279,865 10,603,561 
655 5,259 167,957 67,652 24,236 963,186 
3,774 15,023 251,036 64,643 26,471 863,528 


— 5,667 186,619 25,306 2,521 192,109 
2,248 6,038 121,599 27,879 11,830 503,259 
7,142 


47,075 203,711 2,360,543 759,210 344,923 101,813 13,125,643 
2,803 4,396 (6,928) 30,766 (5,810) 311,164 


107 


Eganville 


555 


$ 
281,362 
127,988 


153,374 


23,256 
14,826 


5.665 
3,481 


47,228 
5.011 
3,724 


8,735 
85,827 


295,164 


24,543 
1.444 


25,987 


98,007 


78,758 
6,585 


183,350 
85,827 


295,164 


145,352 
3,786 


149,138 


114,483 
16,044 
6,837 
6,252 


8,492 


152,108 


(2,970) 
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Municipal Electrical Utilities Financia 


Municipality) 20242. 08' Ce Seperate nee Elmira Elmvale Elmwood Elora Embro 
Number of Customers) #420 ye ee 2,141 514 167 879 319 
A. BALANCE SHEET 

$ 

34,794 

16,782 


FIXED ASSETS $ $ $ 
Plant.and facilities at cost... ... 27. e5-: 1,195,109 352,748 124,910 
Less accumulated depreciation ......... 363,905 146,103 50,292 

INGE LIxedlaSSEtS Seperate a ee 831,204 112,921 18,012 206,645 74,618 

CURRENT ASSETS 
GCashonhandandinbank .4.9.600-- sess 2.648 11,734 30,016 8,633 
Investments—term deposits ............... 85,000 22.500 3,000 = — 

{DONS hr eos ee rae ee = 10,500 1,000 ae 3,000 
Accounts receivable(net)i-= 2... 5 + jams ae 45,134 3,493 1,876 5,714 3,030 


22,490 


48,227 11,736 35,730 14,663 

588 60 1,413 — 

21,250 = 752 az a 

otal.other.assets eer a5 eos kere ra — 

Equity in Ontario Hydro ........ hae seaeae 902.554 147,399 44.083 263,396 92.471 

sPotal: assets: 2.8 ane ee oi ok ee 181,752 
————— 


DEBT FROM BORROWINGS 
Debentures outstanding ... A eet ver rae 138.000 ies 
Otherlong-termdebty cee, eee ee _— _ 


Motallons-termicebtyerc..aadeeree woe ' a = = nak 
LIABILITIES 


MotalkcUurkenteassetSoceasiee © oo kere oe 
OTHER ASSETS 
TAVERN CONICS Hose es er ce eet es 
Sinking fund on debentures........... 
Miscellaneous assetS..0...4..-5 see ee 


155,272 


2,781 


Current liabilities) @24 40) ee 11,589 
Otherliabilities: 5. -8 e450... .022h-4m0 1,809 
Motal liabilities: creams se . ¢ eee eee tes 13,398 
EQUITY 
Debtredeemedi. ae eee ie eee oe 7,500 
Sinking fund on debentures............... = 
Accumulated net income invested in 
plant or held as WOrking fURGS = rrseree 577,192 137,263 174,307 66,550 
Contributed capital... = 5. 148,045 = 14,516 1,833 


Other reserviesian arek oo ec at ae 


, 


Totavutility equity: ae. a ee 766,058 143,807 25,892 208,685 75,883 
Reserve for equity in Ontario Hydro ...... 902,554 147,399 44.083 263,396 92.471 


Total debt, liabilities and equity.......... 1,913,061 309,135 74,643 507,184 181,752 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy .... aay CA vate 1,090,518 176,053 29.911 311,400 93,308 
Miscellaneous ......... i 28.084 6,132 681 12,245 2.997 
EXPENSE 
Power purchased 965.231 163,402 255,082 82.019 
Local generation . eis — — = = 
Operation and maintenance 46,257 4.45] 27,390 3,253 
Administration 69,674 8.504 28.697 5.128 
Financial 16,090 — 4 — 
Depreciation 33.094 6.245 10,794 4.709 
Other — 


Total expense . 182,602 33,822 322,004 95,109 
Net Income (net expense) (11,744) (3,230) ) nea | 1,196 


Statements A and B 


atements for the Year Ended December 31, 1976 


Embrun 
§21 


$ 
309,619 

80,280 
229,339 


18,350 


13,747 


32,097 
6,409 


6,409 
107,009 


374,854 


111,500 


111,500 


29,751 
300 


30,051 


50,500 


67,987 
7,807 


126,294 
107,009 


374,854 


276,534 
8,564 


285,098 


244.528 
10,399 
11,905 
17,507 

7,578 

291,917 


(6,819) 


Etobicoke 


89,082 


Erie Beach Erin Erieau Espanola Essex 
158 778 394 1,948 2,016 


$ $ $ 
28,064 102,512 1,069,063 60,057,124 
13,884 59,408 290,802 14,470,297 


347,332 43,104 606,360 778,261 45,586,827 


27,872 14,153 16,530 74,315 66,478 


6,000 — 20,000 a= 6,725,000 
3,967 2,402 26,106 14,838 1,472,351 
1,250 12,577 


8,276,406 


1,484,911 
4,721,154 
70,840 


28,052 31,081 6,276,905 
299,299 422,694 30,459,858 
997,597 1,321,189 90,599,996 


6,812,048 


6,812,048 


1,560 25,519 
-— 2,876 


4,940,135 
950,145 


115,714 5,890,280 


87,176 


6,570,443 
4,721,154 


146,386 
199,190 


290,378 
140,193 


20,376 359,818 52,334 529,571 728,337 47,437,810 
P7595 120,133 94,138 299,299 422,694 30,459,858 


39,531 508,346 153,827 997,597 1,321,189 90,599,996 


21,301 241,260 83,901 715,455 656,040 48,376,393 
415 12,178 2.174 15.220 19.21] 1,855,259 


475,68 | 29,634,746 
165,480 6,511,467 


41,147,593 


204,743 


592,074 


29977 49.442 2,860,409 
23,880 75.663 2,049,130 
— 182535 459,555 
9,805 SOI) 20.579 1,570,929 


22,831 254,425 94,815 751,293 635,997 48,087,616 
(1,115) (987) (8,740) (20,618) 39,254 2,144,036 


109 


Exeter 


1,613 


$ 
876,149 
306,922 


569,227 


22,332 
3,000 
6,000 
8,495 


39,827 
1,133 
72,068 


73,201 
495,071 


1,177,326 


26,641 


26,641 


57,486 
61,635 


119,121 


38,359 


441,432 
56,702 


536,493 
495,071 


1,177,326 


591,898 
9.625 


601,523 


450,065 


60,561 
69,09 | 

4,355 
26,033 


610,105 


(8,582) 
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Municipal Electrical Utilities Finan 


Municipality’ ..: 4. .ecetneke oa Fenelon Falls Fergus Finch Flesherton Fonthill 


Numbero Customers G2) 88)... 4:5 5 ate 


949 2,084 193 299 953 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Plant and facilities.atcost A. 3258. ee 3 453.762 1,102,280 103,330 390,576 
Less accumulated depreciation ............ 87,350 350.421 33.780 178.687 


Nef.fixed assets #2k fan denn cee c 366.412 751.859 211.889 
CURRENT ASSETS 
Gash on: hand-and inibank)... > 2.7202 an o 9.992 54.594 43.641 
Investments—term deposits ............... 8.500 =— ss 
DONS na ee ce eee ree ES zs eS 
Accounts receivable (net) ........-..------ 5.596 22.458 41.184 
Others: soncd ae e ee as hee = = 
Total current assets _.... Le ee 3 24.088 77.052 84.825 
OTHER ASSETS 
Inventories: 1.8. dee yee Me Sees M, 109 7715 J 
Sinking fund on debentures .............-. = = = 
Miscellaneous assets en. a a eee 152 2.657 3.189 
61 


drotal other’assets. gee ak. =o case Someta : 2 3.432 — 3,189 
Equity in Ontario Hydro ...............-. 84.072 972,084 59.159 84.019 202.748 


Totaliassets © . (ev. chs -- 5-2 2 ES 474,833 1,804,427 125,949 173,507 502,651 


— eS SSS 
DEBT FROM BORROWINGS 
Debentures outstanding ........... 2p eet 92,000 48,000 20,000 
Other long-term debt -...-...2..225 28>. = os — 
Total long-termidebtre 7m tee 92,000 48.000 —- _ 20,00€ 
LIABILITIES 
Gurrent abilities Mee-ee tec. es ee Ss Ane 39,932 13,692 6,073 9,493 47.21¢ 
Other abilities .s24.2-2.. es A aR: ; 7.263 6.176 471 822 6,355 


Motalliabihtics Meee kek oes saree eee 47,195 19,868 6.544 53.56% 
EQUITY 
Debt redeemed (Plea athe a se 153,000 136,961 60,17: 
Sinking fund on debentures.......... : = == - 
Accumulated net income invested in 
plant or held as working funds ... 87,072 576.697 152,71 
Contributed capital . . . 11,494 50,817 13,44: 


Other reserves)... a. 


Total utility equity ons 251,566 764,475 60,246 A073 226,33 
Reserve for equity in Ontario Hydro ..... 84,072 972,084 S959 84,019 202,74! 


474,833 1,804,427 | 125.949 | 173,507 502,65 


Total debt, liabilities and equity . 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy ....... Rhett 322,839 1,388,442 50,356 104,641 249,89 


Miscellaneous ve is Meebo: 3,424 25,501 2013 1,995 19,18 


326,263 1,413,953 52,929 106,636 269,08 


Total revenue . 


EXPENSE 
Power purchased . 1,217,621 190,64 
Local generation — = 
Operation and maintenance 59,692 27,45 
Administration 60,301 34,85 
Financial 16,997 53 
Depreciation 11,513 30,472 : 13,70 
Other — — — 3 


Net Income (net expense)... ._. 9,229 28,870 (4,250) 1,88 


Statements A and B 


Statements for the Year Ended December 31, 1976 


Forest 
1.121 
$ 
377.136 
164,766 


212.370 


Pai fel as 


9.496 


BA23I 


222 
361,164 


610,987 


42.149 
3.420 


45,569 


23,357 


177,010 
3,887 


204,254 
361,164 


610,987 


389,908 
20,495 


410,403 


323,125 


33,901 
41,951 


14,967 


413.944 


(3,541) 


Georgetown Glencoe Gloucester Goderich 
Twp. 
5.704 845 14,873 3.000 


$ 
3,259,069 
997,350 


$ 
282,547 
114.294 


$ 
12,064,541 
2,310,316 


$ 
1,740,355 
671,660 


Frankford Galt 
733 13,162 
$ 
248 304 
97232 


9.012.083 
2,825,303 


151,072 6.186.780 2.261.719 168,253 9,754,225 1,068,695 
4.337 750 669 38,973 471,431 33,028 
40,000 — 260,000 — — = 
— 50.000 — — — 41,000 
2,326 153,243 26,044 11,617 362,920 25,944 
_ — — 75,260 — 


46,663 203,993 286,713 50,590 909.611 
— 472,516 62,523 223 735.622 
_ a -- a 206,862 

188 121,827 11,292 4,645 156,376 _ 


188 594,343 73.815 4,868 1,098,860 7,906 
124,060 5.738.673 1,629,541] ~ 180,751 2,302,045 1,278,373 
321,983 12,723,789 4,251,788 404,462 14,064,741 2,454,946 

(So Se 


a TE 


7,500 147,000 687,064 4,041,239 ie 


147,000 687,064 4,041,239 


’ ’ 


909,689 
206,170 


276,729 
67,020 


56,465 
1,678 


789,576 
6,007 


126,663 
51,897 


1,115,859 343,749 58.143 795,583 178,560 


25,500 820,298 725,236 


20,113 


1,067,223 212,960 
206,862 — 


129,785 

8.138 
163.423 D,722257 1,591,434 165,568 6,925,874 998,013 
124,060 5,738,673 1,629,541 180,751 2,302,045 1,278,373 


321,983 12,723,789 4,251,788 404,462 14,064,741 2,454,946 


3,857,643 663,047 
1,044,316 203,151 


120,019 
25,436 


2,509,832 
3,141,957 


695,159 
89,894 


199,758 6,324,464 2,011,247 235,608 7.199.883 1,445,033 

13,288 98,557 133,013 9,834 299,613 50,366 
213,046 6,423,021 2,144,260 245,442 7,499,496 1,495,399 
191,190 5,470,433 1,869,056 189.611 5,773,036 1,258,512 


7,142 337,691 121,366 31,415 208.931 73,542 

[5,253 259,193 162,786 23,740 494,99 | 134,219 

1,020 16,493 157,660 — 534,794 1,282 

8,956 237,180 102,333 9.130 308.495 50,129 
10,836 = 


223,561 6,326,386 2,413,201 253,896 7,320,247 1,517,684 
(10,515) 96,635 (268,941) (8,454) 179,249 (22,285) 


111 


Grand Bend 


866 


$ 
281,995 
124,876 


157,119 


14,267 


12,163 
3.412 


29,842 
2,310 


8.378 


10,688 
139,338 


336,987 


ZACH 2 


83,325 


91.714 
1,498 


176,537 
139,338 


336,987 


191,640 
10.442 


202,082 


142,095 


31,413 
35,855 


8.345 


217,708 


(15,626) 


112 Municipal Electrical Utilities 


Municipal Electrical Utilities Financi: 


Municipalityijea. 2... een at eee Grand Valley Granton Gravenhurst Grimsby Guelph 
NumbernofCustomers: 47s) 5). ae ee 132 1,809 2,509 21,147 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant and facilities at cost................. 36,005 814,338 949,087 15,566,603 
Less accumulated depreciation ............ 9,274 209,175 353,081 3,536,014 
Wetidixed! assets: 25a! S. . aides Peg gem 26,731 605,163 596,006 12,030,589 
CURRENT ASSETS 
Cashon hand andiin' bank.) ...2. 255 2... 16,114 110 48,762 291,897 
Investments—term deposits ..............-. 4,000 — 100,000 1,289,506 
= WONGSEIE EA we fort de Wises eer 2 = — — 
Accounts receivabiennet) 4 <.... nee ase 2,259 37,598 17,666 720,991 
Otherness Be Bo as ktes hee Ca = — 457 
Srotalcurrentvassets#ew 2c ee 166,428 2,302,851 
OTHER ASSETS 
FMVENtOnIES:.. sees oan eels eaters 216 Sy 378,108 
Sinking fund on debentures............... — = 
Miscellancous.assets:, 2... 5.5.85 .es4oe ds < 1,129 157,988 


otallothenassetsiw. 6 .4-.0.08 6 eee 216 1,181 2,076 536,096 
Equitysin' Ontario Myanore aac) ein 120,297 42,803 516,025 8,436,200 


Totaltassets: 2°. 432393.0s./02 3. S65 ae 272,668 93,088 1,166,983 1,280,535 23,305,736 


DEBT FROM BORROWINGS 
Debentures outstanding)... - 1.8. ser ae 95,000 39,000 1,529,000 
Othemlons-tennmGep ty a ate eae er — -- a 


Notalilong-tenmidebt® .....25.3.- ere eee 1,529,000 
LIABILITIES 
Currenthabilities: (Aste 42 eee © 288,755 
Othenliabiligiese. 6 Soe ce eee 341,087 
fotaliliabilitties: ge Ue nce ee ees 60,341 87,066 629,842 
EQUITY 
Debiiredeemed?. 4 hie so -sc heee 89,279 175,200 1,923,507 
Sinking fund on debentures............... — _ = 
Accumulated net income invested in 
plant or held as working funds .......... 107,735 369,982 388,227 8,347,920 
GContributedicapital@n er 2 a8 a hee 10,974 34.675 75,017 2,439,267 


Other reserves ..... 


(otalbutilitywiequityreseen acca sete a 129,503 34,705 493,936 638,444 12,710,694 
Reserve for equity in Ontario Hydro ....... 120,297 42,803 517,706 516,025 8,436,200 


Total debt, liabilities and equity...... ae 272,668 93,088 1,166,983 1,280,535 23,305,736 | 


B. OPERATING STATEMENT | 
REVENUE ; 
Sale of electrical energy . Pes eae 122,293 36,315 585,825 678,800 12,650,885 
Miscellaneous OP ik 8 el Ry RA, 1,005 1,183 ZANT 26,129 504.101 | 
tatoo ss 
: 
EXPENSE 

Power purchased . a Mtoe 478,778 573,209 10,061,307 
Local generation ..... : <— = a 
Operation and maintenance. . 40,123 28,604 510,607 | 
Administration 38,185 76,931 858,568 | 
Financial .... 20,186 9577 229,648 © 
Depreciation 4,294 ; 23,402 29,295 406,800 . 

Other = 


| 
Total expense a, ETI 37,685 600,674 717,616 12,066,930 . 
Net Income (net expense) PAI (187) 6,868 (12,687) 1,088,056 | 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Hagersville 
996 
$ 
405,924 
156,364 


249,560 


55,535 
75,000 


4.217 


134,752 


480,999 


865,311 


24,674 
S33 


30,407 


8,000 


344,368 
37 


353,905 
480,999 


865,311 


333,317 
25.781 


359,098 


250,533 


52.877 
27,586 


12.469 


343,465 


15,633 


Hamilton 


113,685 


Hanover Harriston Harrow Hastings Havelock. 
2,266 825 834 524 537 


$ $ $ $ $ 
55,120,355 864,629 428,078 438,849 224,101 
11,568,168 SIS S77 119,548 159,166 84,828 


43,552,187 551,452 308,530 279,683 IBS2738 


293,950 4,310 12,465 18,586 13,495 
1,105,000 — — 25,000 a 
— 22,000 — — a 
5,806,483 35,477 7,079 16,450 T 133 
122,601 — 475 


7,328,034 


2,169,768 


61,787 19,544 60,036 21,703 57,011 

28,019 1,063 817 a 773 

5,000 ts 358 " 465 1,549 
78,677,281 919,765 309,814 326,472 94,763 132,617 


— 17,000 — — 
6,730,166 40,100 21,015 26,806 12,093 
476,725 8,892 2,899 12,494 772 


7,206,89 | 23,914 39,300 


7,709,892 


48.708 


12,000 


36,242,785 227,671 249,242 65,329 
1,798,315 23,039 12,202 39,994 4,107 


97,106 — — — 


45,848,098 592,266 288,581 301,236 | 114,385 132,132 
78,677,281 919,765 309,814 326,472 94,763 132,617 


131,732,270 1,561,023 639,309 667,008 256,204 277,614 


80,387,343 1,067,058 295.887 334,699 147,861 126,425 
1,441,853 14,015 3,038 13,050 4,846 4,557 
81,829,196 1,081,073 298,925 347,749 152,707 130,982 
72,243,681 973,801 227,368 256,071 118,787 106,938 
3,100,057 26,236 18,467 22,847 6.653 5,281 
2.659.685 51,827 ISotS7 43.488 16,567 17,067 
= 324 3,110 = 3,998 = 
1,297,290 24,252 11,838 11,393 7,178 6,126 
578.546 


79,879,259 1,076,440 273,940 333,799 153,183 135,412 
1,949,937 24,985 13,950 (476) (4,430) 


113 


Hawkesbury 


3,287 


$ 
1,484,777 
439,873 


1,044,904 


56,648 
110,000 


21,751 


188,399 


41,980 


41,980 
774,800 


2,050,083 


226,511 
39,761 


266,272 


283,867 


679,678 
45,466 


1,009,011 
774,800 


2,050,083 


2.064.845 
53,959 


2,118,804 


2,008,185 


28,807 
125,362 


41,788 


2,204,142 


(85,338) 
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Municipal Electrical Utilities Financiz 


Municipalityes’. \7....eetereda: ee Hearst Hensall Hespeler Highgate Holstein 

NumberiopGustomers ... 469.4522 oh on ee 1.330 415 2.457 185 105 

A. BALANCE SHEET 

FIXED ASSETS $ $ $ 
Plant:and facilitiés at cost........5...<:.<-- 968,335 301.928 51,953 30,644 
Less accumulated depreciation ............ 245.131 100.128 30,211 7.009 


$ 
1,403,403 
404,863 


Nétfixediassets’ = 435 6e a0 oo eee 998,540 23.635 
CURRENT ASSETS 
Cash omhanGg an@ in Bank... 02 ae 51.011 11.741 5.161 
Investments—term deposits ............... — 80,000 a 
= DONGS ere eeen as cat hee 6.926 — = 
Accountsireceivable(net),...... 74-96 e 4.745 205.493 750 
Other. ocho eee oe Oe ee eee — 2,321 a 
‘Lotabeurrent: assets ees sce Ae eee See 73.945 62,682 5.911 
OTHER ASSETS 
TnventOnies: 4.0 keen re a eee ee es 298 46 — 
Sinking fund on debentures............... ae = _ 
Miscellaneous assetS a5... . «sce seen = 847 = 
Totalrotherassctsic seen a. ne el 298 893 11,579 — 
Equity in Ontario Hydro ................. 402,350 191,374 1,349,479 24,893 
ri = 


DEBT FROM BORROWINGS 
Debentures outstandimg 2)... 22. faa 7,000 
Other long-term’ debt... 25) peg — 


Total long-term'debt -....-2- =. aa: ee = == — — 7,000 
LIABILITIES 

Current liabilities see eae ee 243,893 23.060 164,010 10.372 3.414 

Otherltabilities 4.ten see ae | 19,191 3,518 35,185 — 84 


Totalliabilities 29 27-5 se cee 263.084 26,578 199,195 3,498 
EQUITY 
Debtredeemed: 2... Se Fe 04.4 oe eee ae R207 12,000 77,570 5.762 
Sinking fund ondebentures ............-.. = = — — 
Accumulated net income invested in 
plant or held as working funds ..... 399,682 213,506 862,406 10,286 
Contnibutedicapital as. 2. -«. 62,504 13,291 170,503 3,000 


Oihen reserves: 4k oe oe ae ee as sees a ihe 


Totaliutility equitye: fre .0. 25h ee ae 534,363 238,797 1,110,479 12,465 19,048 
Reserve for equity in Ontario Hydro ....... 402,350 191,374 1,349,479 62,595 24,893 
Total debt, liabilities and equity.......... 1,199,797 456,749 2,659,153 85,432 54,439 


B. OPERATING STATEMENT 


REVENUE 
Sale‘otelectricalienereyye a eee 4 981,100 250,014 1,301,274 55,610 20,815 
Miscellaneous <1... oe tes = oe oo ee 21,130 3,848 48,517 844 139 
a 
EXPENSE 
Power nixchasedh, Mnean ty 0 cee ae: 869,144 197,687 1,212,082 18,404 © 
Local generation a eee == = 5 Gq 
Operation and maintenance... 20,153 12,549 47,761 533 
Administration 2... ccck oanatsen os 56,767 16,545 66,851 1,792 | 
a ie 17,842 — 1,600 — 
Depreciation ... 27,726 8,366 34,566 904 
OUGE a ae ae wis hs coe eo 1,264 — = 


Total expense . so . : ; , | 991,632 | 235,147 1,362,524 23,233 | 
Net Income (net expense)............. . 10,598 18,715 (12,733) (11,778) (1,681) 


Statements A and B 


atements for the Year Ended December 31, 1976 


{untsville 


iro73 


$ 
744.258 
192.040 


552.218 


81.576 


33.845 


115.421 


18.750 


1,104 


19.854 
640,231 


| 327,724 


63,000 


63,000 


50,596 
3,631 


54.227 


17,697 


545,304 
7,265 


570,266 
640,231 


327,724 


645,705 
11,185 


656,890 


541,070 


39,508 
33,040 

6,915 
20,278 


640,811 


16,079 


Ingersoll Kapuskasing Kemptville Kenora 


3.130 2,534 1,056 4.934 


Iroquois Jarvis 
486 476 
$ $ 
237,244 206,975 
59.486 


$ $ $ $ 
1,878,607 1.328.630 668,089 2,287,930 
615,967 326,353 144,843 906,270 


1,262,640 147,489 1,002,277 523.246 1,381,660 
300 23.661 51.899 48.820 
100,000 — — — 
41.738 12,003 43.514 3,566 


3.701 


142.038 194.615 


131,466 


1,385 
1,505 


35,664 
670 168 
49,060 55° — 3,286 13,562 


180,526 725 168 27,650 25,030 15,067 
[S37 DR735 139,618 113,360 508,692 361,305 488,140 
2,960,939 319,031 296,681 1,635,417 965,668 2,079,482 


200,000 53,025 193,000 348,000 
a 47,063 va im 


100.088 193,000 


31,265 16,403 
1,935 2235 


149.673 
21,258 


52.395 
4.415 


97,034 170,931 56.810 106,631 


197,555 


239,624 


53,506 


267,652 


1,013,076 
77,539 


611,863 298,982 869,059 
4,219 2,065 — 


1,288,170 146.213 164,683 855.706 354,553 1,136,711 
13755735 139,618 113,360 508,692 361.305 488,140 


2,960,939 319,031 1,635,417 965,668 2,079,482 


1,143,284 327,011 116,255 991.972 479,735 1,601,176 
47,480 2,658 2,044 45.118 14,945 58,545 
1,190,764 329,669 118,299 1,037,090 494,680 1,659,721 


901,833 757,075 372,281 1,171,062 
73,028 89,680 198,370 
92,189 97,318 
15,581 33,580 : ; 
49,701 : 6,272 39,187 16,725 79,957 


1,132,332 332,148 119,757 1,016,840 503,296 1,648,762 
$8,432 (2,479) (1,458) 20,250 (8,616) | 10.959 | 
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Killaloe Stn 


312 


2.455 


2,455 
45.476 


122,076 


12,000 


12,000 


792 
164 


956 


33,640 
2,004 


63.644 
45.476 


122,076 


NARIS3 
1,836 


78,969 


56.955 


3,514 
7,803 
3,370 
S815 


74,957 


4,012 


116 


Municipality 


NumberotiGustomers: eee tas een 
A. BALANCE SHEET 
FIXED ASSETS 
Plantiand:facilities‘atcosts.... 2. Wee ae 
Less accumulated depreciation ............ 
Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits .............-- 
= bondsSt tec. cone oe oioeis san 


Totakicurrent:assetsi2 00. 0 ch eee oe 
OTHER ASSETS 
INVENtOLieS s.: sc ame .A iemece memes. 
Sinking fund on debentures............... 
MiscellaneousiassetSuan. eh oe. os one ore 


shotaliotherassets; saa oe eee 
Equity in Ontario Hydro 


Totaljassets: 3. Pe. ee se ee 
DEBT FROM BORROWINGS 
Debentures outstanding .............-...-. 
Othenmlong-termidebt eae toe eee 
Totallong-termidebt ye. 7.5 see 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities 
EQUITY 

Debsmredeemed. Aye yee. a ee ee & 
Sinking fund on debentures.............-. 
Accumulated net income invested in 

plant or held as working funds . 
Contributed capital 
Other reserves 


Total utility equity......... oe 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous .. 


Total revenue . . 


EXPENSE 
Power purchased 
Local generation aoe 
Operation and maintenanc 
Administration 
Financial . 
Depreciation 
Other. . 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financi 


Kincardine King City Kingston Kingsville Kirkfield 
2,035 601 20,262 1,965 121 
$ $ $ $ $ 
1,167,885 210,770 12,319,254 902,767 37,544 
241,173 92,666 4,438,901 269,416 16,269 
926,712 118,104 7,880,353 633,351 227s 
39,107 8,297 893,346 19,213 3,732 
_ 20,000 40,000 — 8,000 
= = = 8,500 = 
84,536 2,031 679,718 41,638 1,106 
es 16 = = 
123,643 30,344 1,613,064 12,838 
59,094 28 417,707 — 
296 871 19,591 1,339 — 
59,390 899 437,298 4,909 — 
544,056 119,575 7,094,503 490,678 26,259 
1,653,801 268,922 17,025,218 1,198,289 60,372 
75,000 47,500 2,612,600 91,000 — 
75,000 2,612,600 — 
171,887 894,340 2,604 
1,713 16,226 58 
173,600 27,204 910,566 96,735 2,662 
60,000 62,298 2,227,585 52,500 5,766 
493,562 (36,084) 4:150,017 340,707 23,613 
307,583 48.429 29,947 126,669 2,072 
861.145 74,643 6,407,549 519,876 31,451 
544,056 M9575 7,094,503 490,678 26,259 
1,653,801 268,922 17,025,218 1,198,289 60,372 
795,048 190,858 9.038.623 716,259 27.685 
29,932 12,301 307,806 8,132 1,350 
824,980 203,159 9,346,429 724,391 29,035 
699,039 190,547 7,438,326 597.405 26,097 
38.055 S501 512,926 27.656 759 
56.695 21,047 742,821 50,532 1.972 
8.331 9.772 394,187 11,555 = 
27,246 8.142 339;257 22,987 1,319 
— — 20,169 = = 
829,366 235,079 9,447,686 710,135 30,147 
(4,386) (31,920) (101,257) 14,256 (1,112 


Statements A and B 


atements for the Year Ended December 31, 1976 


<itchener 


39,734 


$ 
30,370,639 


8,349,445 


12,021,194 


193,401 
2,796,800 


1,669,206 
3,967 


4,663,314 
612,204 
20,757 


632,961 
5,771,091 


3,088,560 


1,222,500 


1,222,500 


1,680,829 
608,462 


2,289,291 


4,848,198 


6,631,337 
2,326,143 


3,805,678 
5,771,091 


3,088,560 


1,046,166 
685,564 


1,731,730 


6,089,068 


1,041,130 
1,136,737 
365.491 
742,492 
63,502 


9,438,420 


Lambeth Larder Lake 
Twp. 


500 


L’Orignal Lanark Lancaster Latchford , 


850 339 242 


$ 
466,216 
1325125 


$ 
93,478 
3522 


$ 
132,409 
51,675 


131,954 
42,971 


128,514 334,091 58,257 


12,592 44,761 11,322 


— — 11,810 
12,448 3,258 5,623 
1,201 796 


26,241 ZOD 
1,349 ae 
1,349 -- 4,365 = 
76,848 84,850 63,246 109,84 
232,952 568,503 189,004 ees 215,414 88,307 


142,968 
162,538 


, 
, 


120,382 338,006 * 94,299 75,886 76,015 60,154 
76,848 186,393 84,850 63,246 109,840 PAF fe33))| 


232,952 568,503 189,004 155,419 215,414 88,307 


171,680 198,730 100,669 65,922 157,743 53,927 
2,463 11,225 5,449 B77 917 1,925 
174,143 209,955 106,118 158,660 55,852 


151,785 184,739 


8,840 


8.863 
12,300 14,390 
2,473 — 


TRS) 11,711 ; ; ; 2,910 


183,237 219,703 101,510 75,683 150,930 54,982 


117 


Leamington 


4,099 


$ 
1,909,559 
616,935 


1,292,624 


267,584 


38,707 


306,291 


61,292 


3,966 


65,258 
1,367,467 


3,031,640 


15,500 


15,500 


165,668 
73,524 


239,192 


110,600 


12265153 
72,728 


1,409,481 
1,367,467 


3,031,640 


1,568,237 
22,324 


1,590,561 


1,303,619 
54,600 
86.911 

3,553 
51,594 


1,500,277 


2,293,310 (9,094) (9,748) (5,784) 7,730 90,284 
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Municipal Electrical Utilities Financi: 


Municipality 2 cca5c ens ots eee eee Lindsay Listowel London Lucan Lakefield 
Number of Customers ..........-+.--+--+:- 4,984 1,919 78,599 564 931 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plantiand! facilitiesiaticost= 222.2 seer ee 3.016.421 889,207 48,892,434 290,521 494.793 
Less accumulated depreciation ............ 908,794 377,833 16,309.420 68.112 198.505 
Netifixed'assets) a emmaie eh Se eemraakn rr nr 2,107,627 511,374 32,583,014 222.409 296,288 
CURRENT ASSETS 
Cash on hand andinbank...........--... 85.961 65,057 1,653,647 27,193 31,127 
Investments—term deposits ...........---: 165,000 — 3,727,838 — = 
= DONCSIMENS et nina a eral aca — = 767,790 — a 
Accounts receivable (net) ......<......-.-- 22.163 11.114 3,336,995 5,369 25,205 
OLS divy circles une has aet tas ka oraagns Ono. d gemeopa — 763 21,196 3,289 
Motalicurrent-assetseeew) ewe ee ee 273,124 9,507,466 59.621 
OTHER ASSETS 
INVentOries 2 vee cea ear sein ee ose oe 67,426 — 1,948,634 11,236 
Sinking fund on debentures............-- — — = 
Miscellaneous assets ............------->- - 230,020 = 3,486 


hotaltothenassetSwee seo Seer 67,426 a= 2,178,654 1,265 14.722 
Equity in Ontario Hydro ........ 2 eee SE 1,991,795 822,923 25,149,804 147,497 281.425 


‘Rotal'aSsets: 22,4. gee hae creak: ee 4,439,972 1,411,231 69,418,938 403,733 652,056 


‘DEBT FROM BORROWINGS 
Debentures outstanding ..............-.-- 75,000 5,021,132 = 
Other long-term debt ................---. — — = 


Total long-term debt.............------ 75,000 — 5,021,132 


LIABILITIES 
@urrentiliabilities. per eee oe Sein or 295,280 80,346 3,978,462 29,620 54,110 
Otherliabilitieswe sweats eee ee tr 8,055 ay) 260,172 125132 2.460 


Potaliliabilities snes. vce ite er cents 303,335 85,537 4,238,634 41,752 56,570 
EQUITY 

Debtiredeemed cere acl sets 155,000 132,673 9,369,661 11,214 33,500 
Sinking fund on debentures............... — = a= = 
Accumulated net income invested in 

plant or held as working funds .......... 1,809,591 3325773 21,549,746 152,230 264,284 
Contributed'capitaliitrn ccc ee oes er 105,251 37,325 3,950,112 51,040 16,277 
@themresenvese pes veer tere es one — == 


139,849 -= = 


Tovaliutility equity; 8. c6<3 25. TAREE 2,069,842 502,771 35,009,368 214,484 314,061 
Reserve for equity in Ontario Hydro ..... 1,991,795 822,923 25,149,804 147,497 281,425 
Total debt, liabilities and equity.......... 4,439,972 1,411,231 69,418,938 403,733 652,056 


B. OPERATING STATEMENT 


REVENUE 
Sale ofjelectricalienersyies ca er S08 2,489,337 922,131 32,197,994 187,200 355,796 
Miscellaneous’. ..7 ge sate lcs 25 geen ae 82,490 29,696 ~ 1,705,982 8,286 12,864 
pe = 

EXPENSE 
Power purchased . 2020s). ac ive sere bs = 2,001,845 837,143 26,731,926 150,229 300,226 
Rocaliveneration css oo ae ee ae =e nae = 
Operation and maintenance............... 160,680 1,460,835 18,332 11,413 
Administration .......-....- 157,845 1,741,799 13,759 22,224 
Pigancialy, pris. Ss scisccn wien eters cat rans 8,580 970,775 1,306 1,379 
Depreciation .. ee Dat SRR & 6 82,100 30,236 1,353,499 7,945 16,856 
OUGE 7 4 ote saeh ee = a 


OE: | 211,050 | 951,212 32,258,834 191,571 352,098 
Net Income (net expense)............... 160,777 pois | t6as.t42 | 3,915 16,562 


Total expense..... 


Statements A and B 


Statements for the Year Ended December 31, 1976 


Lucknow 


554 


$ 
209.879 
54,432 


155.447 


22,002 
28.141 
2,000 
4.745 
9.518 


66.406 


_ CRETA 


421,572 


62,399 


62,399 


17,614 


130,871 
10,969 


159,454 
199,719 


421,572 


me 176,167 
4,285 


180,452 


| 144,792 


4,908 
| 17,990 


552 


173,211 


7,241 


Lynden Madoc Magnetawan Markdale Markham Marmora 
198 601 4,545 623 
$ $ $ $ 
81.681 326,936 52,688 310,630 2,874,848 297,429 
43,519 141,114 21,109 61,887 392,731 98,500 


185,822 248.743 2,482,117 198,929 
18,710 25,095 69,584 19,624 
"a fe 74,086 = 

2 23 = 3,000 
3,857 110,613 2,395 

8,725 2,973 


76,03 | 
132,298 


437,360 


247,530 
65,254 


312,784 19,361 


214,919 


17,092 


154,866 
395 


738.621 
15,346 1,107,178 


50,166 177,261 30,496 199,222 2,060,718 170,451 
76,031 188,977 16,194 157,292 823,259 138,028 


132,298 403,156 51,112 435,698 3,634,121 365,840 


138,182 
SIAL 


61,111 229,664 23,604 241,238 1,927,965 188,210 
4,701 7,863 926 2,809 46,580 8,030 
| 65.812 | 237,527 24,530 244,047 1,974,545 196,240 


199,659 192,894 1,558,692 145,301 


7,626 10,517 87,015 7,991 

15,959 8,838 133,016 18,002 

— 3,195 6,446 58,546 5,193 
3,640 12,065 8,027 64,452 10,278 


62,870 238,504 25,073 226,722 1,901,721 186,765 
2,942 (977) (543) 17,325 72,824 9,475 


119 


Martintown 


123 


516 


516 
28,684 


55,873 


2,154 
32 


2,186 


5,347 


18,813 
843 


25,003 
28,684 


55,873 


24,995 
492 


25,487 


22,695 


556 
2,344 


1,333 


26,928 


(1,441) 


120 Municipal Electrical Utilities 


Municipal Electrical Utilities Financi 


Municipality - 2.4, aieue ok. cg eet Massey Maxville McGarry Twp. Meaford Merlin 


Number of Gustomers: - 05. so eee ee 463 360 399 1,845 303 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ 
Plantiand:-facilities.aticost.) 32 eine ne 211,645 155,307 899,107 143,653 
Less accumulated depreciation ............ 55,160 46,146 244,405 70,104 
Wet fixediassets tities oes ee ee 156,485 109,161 654,702 73,549 
CURRENT ASSETS 
@ashion/hand andimibank 3) .7.. . Jak Sena eis 14,410 47,528 10,219 
Investments—term deposits ............... — 10,000 30,000 9,000 
= DONUSMe neces ie en eae = — = = 
Accounts receivable\(net). 20.40. ase ae 4,892 3,055 18,162 3,312 
Others oo Bee Os. SAG ee re 1,025 — 
Totalicurrentsassetsi4.. 4.) <..c.) pao oe 22,531 
OTHER ASSETS 
Inventories:.% se on en ee eee = 62 


Sinking fund onidebentures. 7); -: oe 
Miscellaneous assetsin. G2: a aeey dceen eae ays 


== = 52,090 62 
114,417 104,471 598,499 85,305 


251,043 220,937 1,400,981 181,447 


DEBT FROM BORROWINGS 
Debentures owtstandiney ten er tee 
Othenlong-tenmideOt Ge. nee tren 


Total long-temmidebti tose kre etee aeons — _— 141,000 al 
LIABILITIES 
Currentiiabilities =f fa. +..0. ee 11,254 11,337 64,183 10,927 
Otheniabilitics: Hee once. ce ee ee 144 18,727 3,106 612 
Totalindbihties Sepa... b eae 67,289 11,539 
EQUITY 
Debtiredecmedi= 4 per ea ee nee 101,725 13,122 
Sinking fund on debentures . . . Sect — — 
Accumulated net income invested in 
plant or held as working funds ... 473,957 56,487 


CGontribuitedicapitalmm acc: t.arkne aan y = 18,511 14,994 
Other reserves Re oe 


Total utility equity. as £3 141,406 125,228 86,402 594,193 84,603 
Reserve for equity in Ontario Hydro ...... 74,841 114.417 104,471 598,499 85,305 
Total debt, liabiljties and equity.......... 238,463 251,043 220,937 1,400,981 181,447 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy . on re 155,887 108,684 12133) 724,803 70,854 
Miscellaneous =< ina. BS 4,541 PrN Ti 2,843 15,404 5,887 
; 
EXPENSE 
Power purchased 595,548 62,753 
Local generation — = 
Operation and maintenance 33,300 4.619 | 
Administration 50,862 11,469 — 
Financial . 27,120 == | 
Depreciation ; ‘ ; 23,494 4.301 
Other — =a | 


Total expense 167,135 115,753 | 116025 | 730,324 83,142 | 
; 
Net Income (net expense) (6,707) (4,852) 8,149 (6,401) 


| 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Merrickville 


388 


$ 
148,354 
40,107 


108,247 


26,780 


5,849 


32,629 


32,502 
1,995 


34,497 


24,647 


UBD 22 
8,210 


106,379 
77,492 


218,368 


135,334 
2,100 


137,434 


104,737 


4,135 
17,424 


4.678 


130,974 


6,460 


Midland Mildmay Millbrook Milton Milverton Mississauga 


4,310 424 369 4,405 59,966 


$ $ $ $ 
1,980,490 130,197 187,179 3,449,766 56,986,417 
768,369 19,035 46,682 680,600 7,982,206 


PA DAl 111,162 140,497 2,769,166 49,004,211 


204,851 50 16,361 118,729 487,473 


— 2,000 — 150,000 — 

— 2,500 3,000 — 8,000 
137,043 489 8,150 63,240 4,651,192 
999 15,826 17,437 


342,893 


17,839 


347,795 39,841 5,164,102 

9,261 450 1,887,119 

— —_ — — 1,272,370 

6,218 — — 70,204 — 1,438,792 
24,057 164 — 79,465 450 4,598,281 
2,004,337 89,702 79,491 1,048,645 251,092 15,345,809 
3,583,408 206,067 247,499 4,245,071 490,605 74,112,403 


203,000 645,676 17,138,000 


253,929 
18,899 


18,896 
1,092 


18,418 
936 


266,990 
77,043 


6,007,278 
1,281,208 


272,828 344,033 19,988 7,288,486 


158,945 


139,829 


24,260 


BH192,992 
1,272,370 


Ols713 
26,525 


1,103,243 97,011 ISi292 2,206,717 219,525 34,340,108 
2,004,337 89,702 79,49 | 1,048,645 251,092 15,345,809 


3,583,408 206,067 247,499 4,245,071 490,605 74,112,403 


2,172,996 1155422 105,241 2,068,003 216,228 40,844,189 
43,458 2,412 7,207 95,856 4.478 1,067,297 


1,064,814 188,270 12,560,140 
1,002,074 6,995 17,314,606 


. 
, 


1,803,861 


35,650,696 


109,097 1,276,065 
118,309 f 1,218,330 
26,527 465 2,075,432 
58,890 3,440 1,281,658 


2,116,684 | 115.950. | 109,137 2,020,923 203,977 41,502,181 
99,770 if atthe. 3,311 142,936 16,729 409,305 
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Mitchell 


1,120 


$ 
678,447 
185,422 


493,025 


61,835 


11,567 
5,941 


79,343 
44,840 


21,161 


66,001 
446,728 


1,085,097 


53,100 


53,100 


57,834 
11,502 


69,336 


80,973 


402,079 
32,881 


515,933 
446,728 


1,085,097 


491,677 
16,699 


508,376 


398,016 


21,416 
51,050 
10,600 
17,941 


499,023 


9,353 
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Municipality? 3: le oi aca eee Moore Twp. 
NumberiofiGustomerss a2 cee. ee oe ee nee 319 


Municipal Electrical Utilities Financi 


Moorefield 


Morrisburg |Mount Brydges} Mount Forest 


953 1.522 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant-and' facilitiesiaticost#5.). 0-2 .. 2.08 tee >- 112.060 Y 377.452 148.495 488.159 
Less accumulated depreciation ............ 22.144 E 184,745 
INetifixedtasscts: Sinema sends cri eet 231,436 106,958 303,414 
CURRENT ASSETS 
Gashonhandiandunibankss 4.) nee 20.359 67.867 
Investments—term deposits ............... 15,000 a 
== DOTS sia eee ee Crores = ead 
Accountsieceivable (net)ies, «2 aaa oak 3,629 18.584 
Other ten eee eee eee ee = 
‘Totalicurrentassetsie-en | cele cern Ne 
OTHER ASSETS 
[TVeEntOnies, 055 os ee be ene aie ek eee ete tye 


Sinking fund on debentures............... 
Miscellancous assctsiga sen oe ee eee 


fhotalotherassctste seem. enews cee: 
Equityin Ontario) Hydroe) ) tee 


38,988 86.451 
— 30,305 
= 53 = 
12,427 3! 30,305 
PPA Me? 86,563 425.623 
Motalassets; 2 Gn Stk. eae rt 498,497 232,562 845,793 
DEBT FROM BORROWINGS 
Debentures outstanding een ke ee 


Other lone-termidebt hears se 


Motalilong-termide bien. t-te ee ar 
LIABILITIES 


Gurrent liabilities: fee see eee ee 64,755 
Othermliabilitiess sees oes weet 2,058 
Total liabilities: 23. eG ee Poe 47,404 66.813 
EQUITY 
Debbredeemed: |, ae Fee ho ee ee. 31.636 21,627 
Sinking fund on debentures............... = = 
Accumulated net income invested in 
plant or held as working funds .......... 112,073 311,305 
Contributedicapitali@e cen ee. ee ee ‘ 79,812 20,425 
Othenteseivessmy tastpasncelk tee eee ne eee a ss — == 
Totalbuulityequity. ong 20)... Gesu sk 19, 36,019 223,521 112,806 353,357 
Reserve for equity in Ontario Hydro ....... 50,347 58,144 DDT STID 86,563 425,623 
Total debt, liabilities and equity.......... 148,562 498,497 232,562 845,793 


B. OPERATING STATEMENT 


REVENUE 
Saleotielectnical enereyia sn os: 75,415 49,332 322.874 116,135 510,125 
Miscellaneous’) .AeeGy en. oe oa oe 1,038 1,709 3,750 1,706 9,084 
Ferme [es [sa [ei [rar | a 
EXPENSE 
Powerpurchased -A. Wh oece «2 4 eee: 281,078 446,612 
LOGAN PED CEA tION «aay apa cert tea eer 73 a 
Operation and maintenance............... 13,060 17,076 © 
AC mInistration! © 2 a0 Meteye 2) 2 etree, Rees 29.613 33,757 | 
Binaricia leer. 9th see ecco eee etar ac er 57 | 
Depreciation ........ RR se ee oor eee 11,020 5,338 13,914 | 
OMers 250.2 eee meee a a 


Totaliexnense Pres ieee... eee, : 67,185 51,032 334,771 122,035 511,416 | 
Net Income (net expense)............... Pena: VE tines. | (8,147) (4,194) 7,793 
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atements for the Year Ended December 31, 1976 
Nepean Twp. Neustadt Newboro Newburgh Newbury Newcastle | New Hamburg 
18,069 242 175, 243 179 703 1,215 
$ $ $ $ 
7952 73,696 155,083 53,255 
24,787 26,153 69,849 23.014 


265,208 
171,059 


22,098 958,789 — — — 
717,347 3,984,394 63,747 20,292 41.806 


$ $ $ $ 
992.614 15,024,513 565,353 656,949 
334.349 3,337,136 191,914 112.753 
658.265 11,687,377 373.439 544,196 
70.482 546,906 30.442 40,475 
is 1,500,000 20,000 20,000 
69.863 673,393 4,229 14,466 
a 82.542 — 377 
140.345 2.802.841 54,671 75,318 
22,098 522,522 = = = = 
523 4,080 


— 523 4,080 
38,923 174,547 403,214 
1,538,055 19,433,401 | 125,268 75,516 72,391 603,180 1,026,808 


— 6,417,000 11,036 — — 104,000 
94.833 1,693,454 5,939 3,488 5.750 5.670 54,774 
23.932 54,312 103 0 364 — SP 

118,765 1,747,766 46,740 60,546 
70,000 2,383,000 86,347 68,264 
= 265,208 as ees 
588,960 2,276,302 188,431 299,590 
42,983 2,359,731 — ; 34,518 91,194 


701,943 7,284,241 44,443 51,646 93.481 27,798 309,296 459,048 
717,347 3,984,394 63,747 20,292 41,806 38,923 174,547 403,214 


1,538,055 19,433,401 | 125,268 | 75,516 | 14140 | 72,391 603,180 1,026,808 


750,406 11,044,467 57,282 39,444 68,821 42.052 306,173 564,187 
42,908 457,458 1,072 2,658 3.978 205 18,960 8,965 
793,314 } 11,501,925 | 58,354 42,102 72,799 42,257 325,133 $73,152 
615,405 8,625,660 463,891 
37,169 633,512 29,484 
75,387 733,970 40,085 
1,515 848,925 21,738 
32,180 374,193 17,973 14,533 


761,656 | <11,216,260 43,601 68,392 321,438 569,731 
31,658 285,665 - 1471 (1,499) (790) 3,421 
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Municipality 
Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 


Net fixed assets 
CURRENT ASSETS* 

Cash on hand and in bank 

Investments—term deposits 


= OONAS see Ain een a ke 


OUNCE Ae Ace sce ene, earns Sore 


Total current assets ... 
OTHER ASSETS 
Inventories 


Miscellaneous assets 


DEBT FROM BORROWINGS 


Debentures outstanding ...... 


Other long-term debt 


Total long-term debt....... 


LIABILITIES 
Current liabilities . 
Other liabilities 


otal habilities sas ee. o 
EQUITY 
Debt redeemed 


Sinking fund on debentures . . . 


Sinking fund on debentures ... 


Accumulated net income invested in 


plant or held as working funds 
Contributed capital.......... 


Other reserves 


Total utility equity......... 
Reserve for equity in Ontario Hydro . 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy . 
Miscellaneous . 


Total revenue _.. 


EXPENSE 
Power purchased 
Local generation . 
Operation and maintenance. 
Administration 
Financial . 
Depreciation . 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financ 


Nipigon Twp. 


Newmarket Niagara Niagara Falls 


4,341 i251 22,002 927 


$ $ $ Sia 
3,828,128 627,903 13,273,087 410,829 
869,262 22129 3,328,784 182,553 


2,958,866 228,276 


407,230 38,510 


— : 1,500 
52,594 6,819 
9,348 778 
469,172 426,307 


63,584 488,240 


5,996 546 371,896 — 


69,580 42,079 860,136 3,180 
1,102,140 367,913 6,842,190 287,951 


4,599,758 854,017 18,072,936 $67,014 


816,750 71,000 600.308 2s 
33,622 30,711 
8,375 4,776 


41,997 35,487 


538,194 
36,001 


491,969 
734,665 


574,195 1,226,634 


253,813 


84,469 


2.413.832 


10,000 


232,997 
55.641 


. 
, 


2,106,673 373,107 9,403,804 243,576 
1,102,140 367,913 6,842,190 287,951 


4,599,758 854,017 18,072,936 567,014 


219,687 
13,889 


982,647 
870,213 


5,711,501 
1,278,471 


’ 


2,133,506 421.951 7,703,985 375.422 
127,504 10,713 135,082 16,330 
2,261,010 | 432,664 7,839,067 391,752 


1,819,655 


318,820 5.838.652 276,196 
125.994 49.526 515,946 45.669 
134,195 38,703 521.938 47,541 
98.975 11,086 103.514 — 
108,932 16.649 311933 13.618 
51,630 — 


2,287,751 434,784 7,343,613 383,02 
(26,741) (2,120) 495,454 8,728 


North Bay 


17,424 


$ 
10,774,678 
3,374,416 


7,400,262 


2,450 
150,000 


333,613 
258 


486,321 


236,329 


76,605 


312,934 
4,532,426. 


12,731,943 


2,039,080 


2,039,080 


1,129,649 
218,654 


1,348,303 


1,675,904 


2,998,652 
137,578 


4.812.134 


4,532,426 


12,731,943 


8.054.369 | 
340.835 | 


t 


8,395,204 | 


6.389.648 
385.487 | 
714.676 | 
309,183 
342.453 


253,757 


Statements A and B 125 


statements for the Year Ended December 31, 1976 


North York Norwich Norwood Oakville Oil Springs Omemee Orangeville Orillia 
137,135 838 538 20,631 305 350 4,163 8,750 
$ $ $ $ $ $ $ $ 

95,603,672 279,546 21,896,621 116,874 195,585 2,136,415 11,030,800 
20,175,421 119,036 4,606,239 48,486 63.856 468,276 3,290,825 
75,428,251 160,510 17,290,382 IS31e729 1,668,139 3/39.975 
114,223 18,783 3:35 2,954 173,814 21,910 
7,319,496 — 3,525,000 - 195,000 177,509 
== 13,000 -— _ _— 110,664 
2,279,386 11,696 457,843 23,345 450,594 
2,648 445 15,174 _— 2,365 
9,715,753 4,001,332 13,173 392,159 763,042 
1,816,115 — 481,792 9 32,555 377,405 
6,341,409 = = == e= — = 
1,739,166 111,697 5,291 5,761 82,799 


9,896,690 1,154 -- 593,489 5,520 _— 38,316 460,204 
36,055,978 227,489 123,735 7,988,986 104,238 76,852 805,030 1,313,770 
131,096,672 483,921 328,169 29,874,189 191,319 218,131 2,903,644 10,276,991 


22 

3,025,171 oa — 107,500 2,587,492 

2,212,937 8.655 11,629 114,653 781,203 
272,451 504 821 16,959 44,832 


7,797,865 33,281 

8,711,274 28,286 

2,234,362 26,486 
10,945,636 54,772 2,545,388 131,612 826,035 
7,550,021 18,934 3,085,060 120,094 3,094,713 
6,341,409 _ — _ — 
57,837,064 102,925 8.208.654 945,297 1,901,550 
4.568.699 46,520 5,020,930 794,111 442,767 
110,664 


76,297,193 168,379 182,886 16,314,644 Tepe 128,829 1,859,502 5,549,694 
36,055,978 227,489 123,735 7,988,986 104,238 76,852 805,030 1,313,770 
131,096,672 483,921 328,169 29,874,189 191,319 218,131 2,903,644 10,276,991 


79,354,371 189,870 160,193 16,468,359 58,043 95,069 1,402,363 4,266,979 
2.311.394 8.600 8,607 708.561 2,193 6,659 51,386 87,066 


81,665,765 198,470 17,176,920 101,728 1,453,749 4,354,045 


63.402.613 144,090 128,737 13,770,174 1,153,383 2,420,565 
— — — — — 426,370 
4.245.401 20,918 8,204 612,441 66,273 275,405 
3.988.312 20,527 12.056 575,422 109,281 356,999 
654,783 6.179 461,357 20,722 308,803 
2.661.639 7575 10,437 543,371 47,891 261,887 


| 74,952,748 199,289 159,434 15,962,765 59,426 100,109 1,397,550 4,050,029 
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Municipal Electrical Utilities Financial 


Municipal tyioek enna terete ge aera Orono Oshawa Ottawa Otterville Owen Sound 
NumberofiCustomers: 22... eee ee 439 31.749 104,863 318 7.154 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plantandfacilities at COSt we: 2a ee 215.473 20.928.715 75,730,333 121.001 3.960.499 
Less accumulated depreciation ............ 75.648 5.765.738 14,315,275 55,795 1,305,987 
Net fixed assets! a eee cnn te oe cere 139.825 15,.162.977 61.415,058 2.654.512 
CURRENT ASSETS 
Cashon handvandinibank J2 2.7.4.9. 74.” 9.064 83.117 374,234 43.312 
Investments—termideposits’. 25. .9....4.... ~ 1,028,094 9.305.000 Ti 
= DONGSeker rene nt Gis het = 200.000 =e 
ACCOUNTS FECELV a DIeUnet) p14 eee ae ee 1.314.545 3.636.858 443.643 
OR erat eee nee ene Or Le aoa 16,225 395,239 — 
‘hotalicurrentiassets fo a a ere 10,384 2.441.981 13.911.331 6.310 486.955 
OTHER ASSETS 
INVENTORIESE Vette ee ee eee ee = 799.378 1.716.448 693 103.514 
Sinking fund on debentures............... 3 = — — — 
Miscellaneous:assets= a. e- eae oe oe 274 102.433 1.758.739 — _ 


Totalother assetSe.cn) oy ren a ne 274 901,811 3,475,187 693 103.514 
Equitysan Ontario iy dioue se ara 94.855 13,573.585 33,896,012 81.969 2.809.176 
‘hotal:aSsets Vee pane eee coe 245,338 | 32,080,354 112,697,588 154,178 6,054,157 


DEBT FROM BORROWINGS 
Debentures Outstanding ee eee 21.989 1.753.000 2.800.000 a 
Othemlong-tenmiGeb items. sen er eae aes ae ae a 
otaliiong-termudc Die ane sees ore ene ‘ 1,753,000 2.800.000 <s =» 
LIABILITIES 
Currentiiabilitiespes 2 oa: oes eee j 1.916.864 6.999.064 6.403 509.269 
Othepliabilitiestees ee eae a ee ‘ 766.240 1,809,662 952 5.384 


SOI IELTS ae ee, Se : 2.683,104 8.808.726 514,653 
EQUITY 

Debiredecnmed ia a aay cary a) reek A 1,388,297 10,090,698 208,372 
Sinking fundonidebentures 52.2.9... 5-7 == = — 
Accumulated net income invested in 

plant or held as working funds .......... : 10,764,372 49,917,950 2,429,564 
Contributedicapitali ease rete . 1.917.996 6,984,202 92.392 
Otherresenviess mies 6 er oa a ee ae a3 200,000 — 


shocaliutiityred Wty 22 scree eee een 110,959 14,070,665 67,192,850 64,854 2,730,328 
Reserve for equity in Ontario Hydro ....... 94.855 13,573,585 33,896,012 81,969 2,809,176 
Total debt, liabilities and equity.......... 245,338 32,080,354 112,697,588 154,178 6,054,157 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical emergy ....... 26.402. -0- 150,144 18,940,938 61,139,534 65,248 3,212,010 
Miscellaneous .. a een PR EC 1,367 627,241 2,369,358 2.179 89,737 


Total revenue . . 


ea Sei he 151,511 19,568,179 63,508,892 67,427 3,301,747 


EXPENSE 
POWempUICHased, B22. Jeet ee ace 116,604 15,645,570 48,191,360 2,718,379 
Local generation ..... BORE Sh Ol Pe — _ 734,126 = 
Operation and maintenance............... 5,021 769,798 4,263,776 127,867 
AGTH IS EAU OU gC hs -< oc eee eee Cole tthe ne. 20,954 1,345,159 3,100,948 200,985 
FPGA Cll em ¢ sth ones ace ten ee ies oo 4.127 245,455 613.211 3.414 
Depreciation ye +... doses eee 6,846 638,463 1,729,473 116,100 
Others. — — 


‘Potaliexpense as 54 oe 2 ssw Seen 153,552 18,644,445 58,632,894 73,471 3,166,745 
Net Income (net expense)............... (2,041) 923,734 4,875,998 (6,044) 135,002 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Paisley 
460 
$ 
215.029 
49.713 


165.316 


10.407 


7.169 


17.576 
2.704 


907 


3.611 
120.786 


‘307,289 


19,000 


19,000 


15.520 
1,198 


16.718 


19.623 


113.704 
17.458 


150,785 
120.786 


307,289 


169.772 
2.261 


172,033 


133,054 
4.619 
14.496 
3,788 
5,596 
161,553 


10,480 


Palmerston Paris Parkhill Parry Sound Pembroke Penetang- 


uishene 
1.761 


823 2.612 576 2,398 5.456 


$ 
415.775 
145.940 


$ 
290,388 
102,351 


$ 
1,686,890 
675,576 


$ 
4.759.853 
2,323,754 


1.407.634 
507,652 


269.835 


899.982 188.037 1,011,314 2,436,099 620.269 


41,433 107,561 


31.412 30,666 152.158 6,896 


-— —_ - 85,000 _ 57,000 

~ — — _ — 10,000 
3.633 Si) SWI) 7.803 20,987 172.742 38,949 
ans 38 64 ia 


141,158 136.653 324,964 112,845 


4,528 


593 16.616 132,381 


HSS Sat 4) 1.260 45.533 228.675 2.169 
306,001 896,507 197,360 431,931 398,376 605,840 
622,057 1,942,768 425,872 1,625,431 3,388,114 1,341,123 


1,638,000 = 
337,038 86,415 
294,123 3,621 


631,161 90,036 


28,917 96,294 2.169 


101,420 104,228 


196,606 


470,810 


652,000 


36,983 


210.875 
16,540 


DHS SINS 891,841 206.425 1,089,272 720,577 645,247 
306,001 896,507 197,360 431,931 398,376 605,840 


622,057 1,942,768 425,872 1,625,431 3,388,114 1,341,123 


579,085 176,146 604,328 (108,432) 470,138 
116,150 372 14,134 177,009 138,126 


261,822 864,156 223,236 857,551 2,406,211 809,282 
3,476 17,728 8,209 46,481 99,945 17,698 
265,298 881,884 231,445 904,032 2,506,156 826,980 


200,696 684,998 182,730 632,206 1,769,776 679,966 
— — — 21,124 12,27] — 
12,249 37,882 18,352 81,737 128,488 52,804 
26,781 55,334 20,976 74,553 172,955 35,424 
3,056 15,252 — -- 238,017 — 
11,663 395932 O31 51,645 162,396 26,757 


254,445 833,398 231,295 861,265 2,483,903 794,951 
10,853 48,486 ec 42,767 22,253 32,029 


127 


1,266,572 
452,709 


813,863 


168,242 
20,000 
10,000 
25,666 

127 


224,035 


335222 


33222 
PAIS IS 


1,993,095 


92,010 
12,218 


104,228 


85.045 


805,155 
76,692 


966.892 
921,975 


1,993,095 


1,039,814 
13,232 


1,053,046 


846,491 


35,529 
60,953 


37,209 


980,182 


72,864 
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Municipal Electrical Utilities Financial 


Municipalityaet serene peer ee eee Peterborough Petrolia Pickering Picton Plantagenet 


Number ofiCustomers: eee ene eee 980 1,956 316 


20,869 1,652 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantand facilities aticost-.5.-..-. ton eee 16,041,139 935,405 479,279 987,302 189,749 
Less accumulated depreciation ............ 6,610,061 312,643 118,772 393,176 67,116 

INCthixed-aSSCtSi rater nee ne 9,431,078 622,762 360,507 594,126 122,633 

CURRENT ASSETS 
Cashonshand andian bank 2...) eye es 92,807 486 19,679 84,775 13,013 
Investments—term deposits ............... — 25,000 _— = 

ES DONS cere te eee eee = = — — 

Accounts receivable (net)i,....-.... aes 830,871 11,910 13,909 10,136 
Odio pe eee tee Wee) OS Voace tin Pee Rhee 8 ta ee, 18,065 — Mpipl, 93 
Totalicurrent.assetS ee eee he ee 941,743 56,589 100,909 23,242 

OTHER ASSETS 
INVENtORIES 2s ee). eee ye eee eee 155,145 — 62,256 — 
Sinking fund’on debentures =... e Ss — — — 
Miscellaneous assetSsua. 0 eee 47,865 — 473 3,624 1,426 


VotalvotherassetS sce & clk ee ee 203,010 43,852 73 65,880 1,426 
Equityin Ontario Hydro. re 7,836,561 600,83 1 122,004 761,937 70,880 


Motal’assets:. 2-9-7 setae ots sce eee 18,412,392 1,326,982 539,573 1,522,852 218,181 


DEBT FROM BORROWINGS 
Debentures outstanding ys. ee 2,364,100 6,000 27,000 29,500 
Othemlonpeternnce D taewe emer eter eee eee = — — 


Totallong-termiGebUs en ee eee 2,364,100 = 6,000 29,500 
LIABILITIES 
Current iabilitiest.2 pee ee LES V7 85,578 42,551 17.855 
Otherliabilities, 8. -.404 ke oe eee 26,735 7,781 3,404 1,246 
Totaliiabilitiess* eetes aay oe ee 1,207,852 93,359 45,955 79,835 19,101 
EQUITY 
Debtredéemed: 2 aecue. cons eee ee 2,932,703 50,000 65,007 86,182 25,500 
Sinking fund on debentures............... — — = = = 
Accumulated net income invested in 
plant or held as working funds .......... 3,032,338 553,821 125,588 548,470 70,806 
@ontributed capital ieee eer 1,038,838 28,971 175.019 19,428 2,394 


Other reserves 


TOtasunilitycqUltyaeen eye cr er eee 7,003,879 632.792 365,614 654,080 98,700 
Reserve for equity in Ontario Hydro ....... 7,836,561 600,831 122,004 761,937 70,880 
Total debt, liabilities and equity.......... 18,412,392 1,326,982 539,573 1,522,852 218,181 


B. OPERATING STATEMENT 


REVENUE 
Salevotelectrical eneneVaqem rant ems 9,913,600 525.796 316,515 693,508 144.823 
Miscellaneous 220 2s ey ener ee 474,596 13,830 12,128 25,123 6.913 
Total fevenue:,. 2 weak. eee ee 10,388,196 539,626 328,643 718,631 151,736 


EXPENSE 
Powelpurchased:4 0.6 at ane coset See eee STS. 301) 390,338 285.507 533,108 123.103 
Local Peneration A, cs tet: cee ees 129,856 = = aa a 
Operation and maintenance............. 791,803 74,066 12.103 42.816 5,828 
PLCTOIDASUCAION(. C0.'. ap tackee ore a cg es eee 783.958 72,099 24,104 71,493 8,026 
Financial .. L eed eee eS SA. EES 394.135 1,330 6,660 4,636 4,793 
Deprecintions ars... Some s,s ee 496.168 21,629 12,251 31.441 5.176 
OWGi Se sae eee 3 


Total expense.......... ee ee cy 10,469,277 559,462 340,625 683,494 146,926 
Net Income (net expense)... ._.. alee (81,081) (19,836) (11,982) 35,137 4,810 


Statements A and B 129 


Statements for the Year Ended December 31, 1976 


Point Edward 


Plattsville Port Burwell | Port Colborne} Port Credit Port Dover Port Elgin Port Hope 


226 


942 


401 6,142 2,239 1,607 2,003 3,543 


$ $ $ $ $ $ 
147,866 2,760,646 1,872,858 1,008,110 1,660,219 2,529,205 
73,170 908,646 539,479 236,619 248,012 724,574 
1,852,000 1,333,379 771,491 1,412,207 1,804,631 
228,057 33,075 68,601 112,575 
— 85,000 _— — 
10,000 — — — 
53,032 20,732 30,070 ob) li be) 
— - 9,614 
291,089 502,816 138,807 98,671 131,304 
136 63,107 50,427 1,872 4,914 60,937 
= 52,032 45,492 1,287 1,150 10,238 


136 7,095 131 115,139 95919 3,159 6,064 71,175 
124,602 938,965 50,831 1,706,600 1,811,928 379,134 393,394 1,530,104 


185,088 1,377,838 130,676 3,964,828 3,744,042 1,292,591 1,910,336 3,537,214 


_ 263,680 189,000 104,000 184,655 as 
= ss a a 41,446 = 


263,680 189,000 226,101 — 


198,472 
97,667 


262,339 
S322 


105,328 155,238 196,479 
11,871 40,000 30,371 


8,367 296,139 316,061 PIVSI99 195,238 226,850 
5,237 456,953 207,835 124,528 100,895 244,000 
46,882 324,647 1,209,751 1,182,795 306,753 497.477 1,116,196 
— 3,024 ; 31,705 36,423 260,977 497,231 420,064 


52.119 344,671 72,014 1,698,409 1,427,053 692,258 1,095,603 1,780,260 
124,602 938,965 50,831 1,706,600 1,811,928 379,134 393,394 1,530,104 


185,088 1,377,838 130,676 3,964,828 3,744,042 1,292,591 1,910,336 3,537,214 


94.604 747,073 79,007 2,049,834 2,638,131 456,365 1,028,250 2,075,760 
2.877 16,222 2,451 63,431 64,122 14,842 22,206 54,128 
97,481 763,295 81,458 2,113,265 2,702,253 471,207 1,050,456 | 2,129,888 


94.074 687,897 1,582,187 2,323,974 286,285 860,476 1,741,153 
3,324 10,748 249,759 42.484 82,750 28,957 121,074 
SCV 55,095 245,074 122,536 63.744 72,053 193,942 

276 _ 49,520 34,582 26,041 44.014 2.815 
3.438 13,447 76,276 54,230 22,803 35,065 67,312 


104,433 767,187 2,202,816 2,577,806 481,623 1,040,565 2,126,296 
| (6,952) (3,892) (3,103) (89,551) 124,447 (10,416) 9,891 3,592 


, 
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Municipal Electrical Utilities Financi: 


Municipality). 4. eee eee ee Port McNicoll Port Perry Port Rowan Port Stanley Prescott 
Numbemof Customers eepean 1,324 1.162 2.015 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ 
Plantanditacilitiesrat cost... 4-19 e ee a 218.020 822.456 648.573 
Less accumulated depreciation ............ 68.528 DIO 31 327.779 
Netiixedtassets @0a2 tc a eee ae 149,492 610.225 179.123 320.794 
CURRENT ASSETS 
Cashonhandiandimibank= 34-3. .02 6 4.446 58.517 2.846 15,820 
Investments—term deposits ............... = 70,000 = 26.130 
= DONUS eee she Rotem tee 16,000 ey eke: — 
Accounts receivabie (met) >... 29. espe 24,114 8.394 24.783 33.667 
Cote TS er cs eee See or ate, ee ere 708 ae ize 


iLotalicurrentassetSim.s =) = eee eee - 45,268 136,911 27,629 75,617 
OTHER ASSETS 
TV EM tOLleS ieee ter R eee Mes ch ns ee ee et ee 547 737 26,375 
Sinking fund on debentures -. 3)... 2. == == == _ — 
Miscellaneous assetSuus 44h ee ee ee 2 1,125 = 423 Se 
Matalotherassetseeae. +1) a ee 547 1125 as 1,160 26,375 
EquitymOntario Hydrom= =). eee Se 182,305 324,338 75,339 292,279 694,520 


Totalassets = oy eee 377,612 1,072,599 213,281 500,191 1,117,306 
DEBT FROM BORROWINGS 
Debenturesoutstanding 2. reee a 162,171 38.000 pee 
Othenlong-temde Dts ac any ere eree = = ae = 
Wotallong-termidebtega.). 22. eereee pen 162,171 as 
LIABILITIES 
Currentiiabiliticsaey ee)... 4a eee : 59,881 5.392 
Othenliabilities: >see ee. So kt cee : 18.274 438 


62,987 
7,942 
Totaliliabilities ae. oe a ee eee 78,155 5,830 20,315 70,929 
EQUITY 
Debtredeemed) see hese. .o. 3 ae eee 53,756 17,890 25,950 23,981 
Sinking fund onidebentures< = )5.. 2-3. ae = ae = 
Accumulated net income invested in 
plant or held as working funds .......... 156,487 338,132 110,585 120,667 303,153 
Gontributed|capitalee eee. 2.. 2. ae eae 7,421 116,047 3.637 2,980 24,723 
Other: reserves #2. 2 eee eos Ae ans te ae == — 
Total utility equity.......... Brit oa Oe NPB RIAA 507,935. P32.h12 149,597 351,857 
Reserve for equity in Ontario Hydro ....... 182,305 324,338 US339 292,219 694,520 


Total debt, liabilities and equity.......... 377,612 1,072,599 213,281 500,191 1,117,306 


B. OPERATING STATEMENT 


rT) 


REVENUE 
Saleofelectrical’enerey) a... a. fae gee 219,632 536,452 75,029 235,617 611,304 
Miscellaneous ..... US ct tae ee Brae 4,501 24,299 6,037 8,301 PENS 
Femme ea 

EXPENSE 
Power,purchased! #74 f48.c..02ih. oor + 433,373 183,273 547,465 
ocaligeneration. paso oer cee eee ete oe == =o = 
Operation and maintenance............... 18,226 32,013 23,008 
Administration ......... ice eee 32,590 31,802 53.106 
nancies tr fee oe Y 5 esis ence i ee 22,967 5.427 — 
Depreciation ...... NAR AE gee} ae 24,031 H23 25,096 
OU IS 8 Siteane. phe = Baie sc Ree oo — = 


Potakexpense gue re 3.6 ss i Ae BE Ss 222,988 531,187 73,731 264,038 648,675 
Net Income (net expense)............... | ates | 29.564 | 7,335 (20,120) (11,456) 


Statements A and B 


Statements for the Year Ended December 31, 1976 


Preston 


5,648 


$ 
3.460.882 
1,220,917 


2.239.965 


7,097 
430,000 


48,290 
10.331 


495.718 
180,738 


1,038 


181.776 
2,301,883 


~ §,219,342 


315,000 


315,000 


301,399 
61.615 


363.014 
499,283 


1.405.863 
334,299 


2,239,445 
2,301,883 


5,219,342 


2.616.992 
203,781 


2,820,773 


2,348,433 
134,396 
190,734 

34,472 
107,293 


2,815,328 16,335 52,553 $6,717 171,991 134,366 1,154,249 


12.023 
37,778 


40,464 38,368 118,998 98,774 . 1,377,851 
74,335 68,59 | 82,002 124,627 657,267 


37,778 122,350 118,908 220,980 243,929 2,662,436 


22,551 
12,023 


Queenston Rainy River Red Rock Renfrew 


48 | 391 32229 


$ 
223,389 
119,808 


$ 
2,747,007 
899.079 


103.581 1,847,928 


14.114 
15,000 

1,038 
460 


30,319 
9,000 
56,146 
1,656 


— 4,785 — 60,120 
68,59 | 82.002 124,627 657,267 


ee) 118,908 220,980 243,929 2,662,436 


4,000 — 303,000 
— — 2,865 


4,000 — — 305,865 


147,681 
173,772 


12539 


321,453 


843,237 


531,696 
= A 2,918 


’ ’ 
, ’ 


Daz) 155,291 124,301 1,106,564 
948 9,880 6,219 33,380 


’ 
, 
’ 


15,265 $3,387 56,873 165,171 130,520 1,139,944 


133,513 107,301 757,078 


— 82,804 
15,893 10,107 77,500 
14,180 11,876 94,282 

-- o 69,513 
8,405 5,082 73,072 


131 


Richmond 


904 


$ 
566,917 
102,209 


464,708 


17,474 


13,417 


30,891 


O35 
17,681 
1,084 


20,300 
143,833 


659,732 


85,100 


85.100 


34,728 
2,074 


36.802 


29,787 
17,681 


191,039 
155,490 


393,997 
143.833 


659,732 


341,400 
7,779 


349,179 


286,268 


14,174 

9,636 
L750 
14,799 


336,627 


12,552 
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Municipal Electrical Utilities Financial 


Municipalitya., <5. cm 8ee Ras as te aa Richmond Hill} Ridgetown Rockland Rockwood 
Numbesot Customers) Gig. en eee 5,739 1,264 1,241 383 
A. BALANCE SHEET 
FIXED ASSETS $ $ 
Plantand facilities aticost-- 4-2) ae ee 3,198,756 160,922 
Less accumulated depreciation ..... oR eer 796,950 48,407 
INebfixediassetsamp ae > oun tee ee 2,401,806 362,357 85,078 383,508 112,515 
CURRENT ASSETS 
Cash on hand and'in bank ................. 89,501 29,073 8,949 105,950 10,886 
Investments—term deposits ............... 200,000 — — — 3,000 
DOGS Sa yet er ae Vee ee = — 3,000 — == 
Accounts receivable (net)... .55.006 be - 142,009 6,273 5,238 44,029 232 
Others a Bee cca ee a ee 1,000 — — — — 
‘Rotal’currenGassetsiye fc ek eee 432,510 35,346 17,187 149,979 15,118 
OTHER ASSETS 
InWentOLieS sos ae ote 2,595 3,900 = - 
Sinking fund on debentures............... = — — — 
MiscellaneousrassetSiea miei ee 89,125 702 3,310 185 


hotahothemassetSuaeeiee ay ater oe 91,720 4,602 — 3,385 185 
Eguityin Ontario Hydroy.... . 2.0 Stes -- 1,592,403 369,289 84,029 187,520 101,665 


TotalassetSi 23-2 ae eo: a, ae 4,518,439 771,594 186,294 724,392 229,483 


DEBT FROM BORROWINGS 
Debenturesoutstandingey nce ee 455,138 23,000 42,500 2,600 
@themlone-termidebtter. arcaace sere = == — — 


Totallong-termdéebtit? oi. 6 2 eos ee bau 455,138 ao 2,600 
LIABILITIES 
Gurrentliabilitiessee=. So.) as eee 330,010 15,510 11,474 
OthenWabilitiess: see aan ee ee 100,464 747 
‘Rotaliliabilities:eepe ce. esse 430,474 12,221 
EQUITY 
Debtiredeemedys ya. . aa eee 653,027 19,729 
Sinking fund on debentures............... — = 
Accumulated net income invested in 
plant or held as working funds .......... 1,330.93 1 284,622 82.190 
Contributed! capital. 2... ere 56,466 1,059 63,874 11,078 


Other reserves 


Rotalmutilityiequitypre. tcee) are ne 2,040,424 373.110 86,386 382,352 112,997 
Reserve for equity in Ontario Hydro ....... 1,592,403 369,289 84.029 187,520 101,665 


Total debt, liabilities and equity.......... 4,518,439 771,594 186,294 724,392 229,483 


B. OPERATING STATEMENT 
REVENUE 
Saletotielectricalienerpyie-.. «. 2 een = 2,950,536 422.807 88.519 454,391 118,598 
Miscellancousth.. teens co eae 73,043 14,154 943 12,995 7,850 
Totalirevenues gts sf. «2 es SE Rie eo 3,023,579 436,961 89,462 467,386 126,448 


EXPENSE 


Bowempurchasedi fingered. eee a 2,337,499 305,297 373,222 98.189 
Mocalipenerations #6 aera = = = = 
Operation and maintenance............... 105,077 66,151 13,867 8,007 
Administration .............. 180,829 36,590 25,462 12,569 
Baa fart ot Et Deeg 78,255 5,210 8,022 1,486 
Deprectatione s sada: ses)? ieee 96.878 13,209 16,387 5,647 
Other...) — = 


Total expense............ 5 EE se 2,798,538 426,457 94,758 436,960 125,898 
Net Income (net expense) . . ae 225,041 | 10.504 | (5,296) 30,426 550 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Rodney 


463 


121,455 


197,992 


10.416 
1,068 


11.484 


8.500 


54,522 
2.031 


65,053 
121.455 


197,992 


107,554 


St. Catharines | St. Clair Beach 


Rosseau Russell 
174 313 
$ 


St. George St. Jacobs 
342 320 
$ 
169,636 
45,179 


$ $ 
487,673 114,710 152,512 
977399 42,912 45,255 


$ 
24,179,320 
5,779,016 


124,457 18,400,304 390,274 71,798 107,257 
1,184,215 41,930 5.614 37,326 
1,900,000 — 21,000 
1,949,321 8,013 705 


5,033,536 49,943 27,319 
598,710 = 276 
446,013 915 a = 
35,139 VBD97, 16,832,630 134,161 P2955 160,585 
=o 


SS | cioupipatauithiduieisdamndiampumeiansitindaehiieae! a aes 
foe 34,000 2,035,531 36,167 1,300 ress 
= 34,000 2,035,531 1,300 — 
3.489 16,609 1,916,301 1,472 18,100 
— 648 850.419 688 — 


2,766,720 


1,106,962 


16,231,265 
2,338,085 


103,699 
245.010 


86,682 81,602 19,676,312 380,237 95,933 130,655 
359139 73,597 16,832,630 134,161 VANS 160,585 
125,910 206,456 41,311,193 375,293 221,348 309,340 


37.679 111,087 22,373,453 206,905 120.896 198,388 
567 5.400 525.010 3,804 3.447 7,381 


119,143 
3,912 


100,628 18,450,898 167,012 107,829 
3.761 870.807 14,974 4.161 
5.541 821,568 [StS 57 8,193 
6,094 272.945 7.452 1,388 
5,628 609.411 11,668 3.895 4.763 
60.384 


35,941 121,652 21,086,013 214,663 125,466 204,427 


(17,110) 2,305 (5,165) 1,812,450 (3,954) (1,123) 


133 


913,231 
387,930 


525,301 


48,582 
77,500 


39.454 


165,536 


40,745 


8,625 


49,370 
1,191,067 


1,931,274 


54,349 
4,343 


58,692 


190,208 


462,532 
28,775 


681,515 
1,191,067 


1,931,274 


603.811 
24.518 


628,329 


508.990 


33,755 
70,229 

146 
30,099 


643,219 


(14,890) 
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Municipal Electrical Utilities Finan 


Sandwich West 
Twp. 


St. Thomas Sarnia 


Municipality, 2008 ise ee ah Bone Scarborough | Schreiber Tw 


Numberiof Customers) sea eee ee eee 9.882 4.055 17.485 90,133 714 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant‘and) facilities‘at ‘cost... cp wea eee ee 4,815,439 1.419.001 9,940,953 68,712.75] 297.948 
Less accumulated depreciation ............ 1,864,626 474.126 3,959,138 18,169,623 133,167 
INetifixed assets) <2 Ste. 45 oreo ae oo. 2.950.813 944.875 5.981.815 50,543,128 164.781 
CURRENT ASSETS 
Casionshangmanain banky sss. ee eee 17,376 2.704 72,061 164,357 44.966 
Investments—term deposits ............... 175,000 140,000 100,000 4,200,000 — 
== DONGSIRC te eee ee. eee heels 20,000 — 99,500 — _ 
Accounts receivable(net)io.: sane an 326,589 50,257 417,867 6,079,829 7.647 
O44 he) ob tte l, spares Mees pc ibd to ta DMR! ceed <8 ean ec oes 1,910 1,782 15.850 2.822 S52 
SLOvAL CUREEN CasSetsi aaa oe een ee a 540.875 194.743 705.278 10,447,008 52.965 
OTHER ASSETS 
IiWeritOnies: Wee ark een cee eee Nore a 174,166 31,358 351,337 1,865,797 5.055 
Sinking fund on debentures............... — — 4,405,123 == 


264 4,271 60,740 171,849 


MoOtaltO then aSSetsian rte nomen ye 174,430 35,629 412,077 6,442,769 5,055 
Equityin Ontarioly crore 3,925,492 547,562 11,113,912 24,655,735 190,424 
Totalassets’)) eee cas. aati 7,591,610 1,722,809 18,213,082 92,088,640 413,225 


DEBT FROM BORROWINGS 


Debentures outstanding ye. ee eee ee 72.000 110,000 159.000 
Othemlong-termdebtte. 7. aan Ao = 25 a 


Miscellaneous assets ............ 


12,898,325 
1,412,269 


Totalilons-termidebtay sa. ert tar 72,000 159,000 
LIABILITIES 


14,310,594 


Current lia Diitiesy 08 Foie. dose ea 317,094 166,812 753,871 7,528,296 29,909 
Oihemiabiliticssan see cnt: ee eee ee 284,023 27,287 63,919 747,190 90 
otawiiabilitiesHeee ee eee 601,117 194,099 817,790 8,275,486 29,999 
EQUITY 
Delwredeemed, (ui a): a) ag: GA Bans Lind 266,151 316,513 1,424,579 8,648,799 50,000 
Sinking fund on debentures........... - -- — 4,405,122 = 
Accumulated net income invested in 
plant or held as working funds ..... ‘cee 2.572.778 444.601 4,529,639 ZSONS 512 134,305 
Conthibuted capital, 22.0.0): 0.qe0 a: keane 154,072 110,034 168,162 5,877,392 8.497 


OURCE TESER VES we a. ren Ee a ey en —_ = = 3 


Total utility equity... .. Be DRM Rar ae 2,993,001 871,148 6,122,380 44,846,825 192,802 
Reserve for equity in Ontario Hydro ...... 3,925,492 547,562 11,113,912 24,655,735 190,424 
Total debt, liabilities and equity.......... 7,591,610 1,722,809 18,213,082 92,088,640 413,225 


B. OPERATING STATEMENT 
REVENUE 


Sale of electrical energy ...... rae Vo. 4,002,231 1,287,660 8.915.878 50,910,452 278,110 
Miscellaneous .... : POM. 8 107,765 32,882 140,607 1,701,499 9.858 
EXPENSE 
Power purchased . 3,135,805 1,039,069 7,733,068 41,317,875 234,439 
Local generation . oe == = oo a a 
Operation and maintenance. 501,700 84,168 788.520 3,024,560 20,149 
Administration 242,806 66,228 536,580 2,302,325 23,457 
Financial oS cdeetary 16,648 27,846 51.326 1,613,889 =a 
Depreciation ... 140,919 39,051 290,882 1,893,821 10,125 
Other... wee. Pht Wee — -— 5,098 = 


Total expense.............. : 4,037,878 1,256,362 9,400,376 50,157,568 288,170 
Net Income (net expense) 72,118 (343,891) 2,454,383 (202 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Seaforth 
900 
$ 
493.551 
114.821 


378.730 


20.084 


ZN 
386.452 


791,983 


B1D99 
7.915 


45.514 
74.440 


281.680 
3,897 


360,017 
386.452 


791,983 


322,003 
10.401 


332,404 


227,415 


Shelburne Simcoe Sioux Lookout} Smiths Falls | Southampton 


1,106 


4.836 1,141 3.922 1,695 


$ $ $ $ $ $ 
682.517 3,099,641 512.278 1,881,635 896,895 194.834 
186.111 803,537 203,379 700,518 180.115 56.199 


496.406 2,296,104 308.899 11815117 716,780 138,635 


81,683 


114,799 
145,000 


61.018 


23.441 
10,000 


160 


106,884 
4.879 


20,155 


20,161 
157 


4.923 


38,364 
ot = 144 
14.992 25,227 18.876 34,451 22.037 144 

240,646 1,659,349 328,629 1,507,116 309.111 102,623 
769,200 4,174,126 673,258 3,002,801 1,129,101 279,766 


127,000 477,000 45.000 80,000 15,000 
29,190 — —_ 67,738 — 


156,190 : : 147,738 


16,141 
SDS 


280,117 


34,451 


126,221 : : i 51,405 
ea : : 4 115,562 


127,498 3 , 166,390 166,967 


47,288 : 147,662 59,458 


159,158 1.407,908 223,055 95 411.916 
38,420 206,264 4,344 3,682 533.9) 


244,866 1,942,607 230,399 1,329,295 505,285 151,161 
240,646 1,659,349 328,629 1,507,116 309.111 102,623 


769,200 4,174,126 673,258 3,002,801 1,129,101 279,766 


423,629 2,482,803 491,425 1,609°970 563,508 127,922 
11,007 114,209 LoS 47,877 15.013 5,244 


453,375 


349,288 1,886,726 374,940 1,322,887 


19.636 161,974 46,858 92,055 


26,342 


31,102 297,330 72,862 129,593 36,519 
32,275 116,585 7,979 = 27,264 
20,368 85,839 15.570 65,225 19,704 5,401 


452,669 2,548,454 518,209 1,609,760 563,204 132,261 
(18,033) 48,558 (14,809) 48,087 15,317 


ab) 


South Grimsby} South River 


471 


$ 
283,858 
97,585 


186,273 


5.813 


3,047 
1,457 


10,317 
58 
9.120 


9.178 
56,064 


261,832 


33,000 


33,000 


22,207 
6,274 


28.481 


57,000 


85.856 
1,431 


144.287 
56.064 


261,832 


160,404 
3,991 


164,395 


130,073 


8,953 
12,063 
7,982 
8,167 


167,238 


(2,843) 


136 


Municipality 


Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost.......... 


INetefixed assets) ae auc an cit eae hae 

CURRENT ASSETS-° 
Cash on hand and in bank ....... 
Inwestments—termideposits 2.05 ae eo 
DONG eck c eee, baie ene ee 


Others oy, 


WetalourkentassetStak. te Gas ee 
OTHER ASSETS 
Inventories .... ah eRe | pote SB a 
Sinkingyiundtonidebentures 10 99, 3-50 
Miscellanéoustassetss4.4..9e eae oc 


Total other assets . . 
Equity in Ontario Hydro 


‘otaliassets 2), AT ek iL 


DEBT FROM BORROWINGS 
Debentures outstanding ........ 
Other long-term debt .... 


Total long-term debt . 
LIABILITIES 
Cyrrent liabilities 
Other diabilities a wee. aires. 
Total liabilities . 
EQUITY: 
Debiredcemed ey epee res. Ad 
Sinking fund on debentures......... 
Accumulated net income invested in 
plant or held as working funds . 
Contributed capital . . 
Other reserves . 


Total utility equity. ..... ry, 
Reserve for equity in Ontario Hydro . 


Total debt, liabilities and equity... 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous . 


Total revenue 


EXPENSE 
Power purchased . 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finan 


Stoney Creek 


2,190 


Springfield Stayner Stirling 
197 1,091 660 
$ 
301,504 
106,813 


194,691 


$ 
1,036,860 
410,606 


$ $ 
466,065 
78,992 


65,682 
32,849 


387,073 626,254 


21,847 


20,983 
— 50,000 


21,822 


36,597 17,698 19,117 


58,444 38.681 90,939 

824 311 932 

— 515 178 
681 


6,718 824 826 1,110 
59,772 218,340 178,660 531,458 


110,353 412,858 1,249,761 


— 37,000 
33,126 4,386 
5,087 7,740 


38,213 12,126 


23,000 


81,460 


298,598 
6,635 


168,561 
4.424 


550,251 
37,466 


41,530 329,790 195,985 669,177 
59.772 218,340 178,660 531,458 


110,353 664,681 412,858 1,249,761 


45,220 312,224 200,413 727,140 
1,019 8,223 12.889 47,184 
46,239 320,447 213,302 774,324 


241.650 172,031 621.818 
16,801 6.573 40,052 
18.121 14,965 67,354 

9,748 — 6,790 
12.701 11,863 35,372 


299,021 205,432 771,386 
(1.729) 21,426 2,938 


Stouffville 


1,869 


$ 
1,120,386 
160,874 


959512 


70,382 
78,000 


7,611 
19,480 


175,473 


12,363 


220 


12,583 
428,990 


1,576,558 


12,000 


12,000 


89,001 
64,725 


153,726 


70,492 


476.445 
434,905 


981,842 
428,990 


1,576,558 


699,902 
34,340 


734,242 


600,025 


42,921 
57,680 

4.315 
27.551 


732,492 


1,750 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Stratford 


8,936 


$ 
8,043,039 
1,858,910 
6,184,129 


6,316 
175,000 


541,446 
11,738 


734,500 
399,187 
72,491 


471,678 
4.448.640 


11,838,947 


1,100,000 


1,100,000 


564,620 
9.987 


574,607 


1,325,800 


3,673,022 
716,878 


5.715.700 
4.448.640 


11,838,947 


4.875.975 
258,564 


5,134,539 


3.920.790 
300,384 
273,291 
177,234 
202.660 

4,874,359 


260,180 


Strathroy Streetsville | Sturgeon Falls Sunderland Sundridge 
2,738 2,449 2139 308 407 
$ $ $ 
1,522,901 1,320,180 979,012 21,020,154 150,224 
508,269 267,643 287,434 6,223,624 42,715 


1,014,632 1,052,537 


691,578 


14,796,530 107,509 


53,592 


108,144 
85,000 


55,983 


1,300 

730,000 
1,914,876 
47,043 


38,494 50,097 


24,948 


231,638 2,693,219 


isles 


985,344 


1,910 Wg957 


8,480 3,069 5,303 1,163,301 — == 
884,708 524,209 390,621 7,003,480 88,275 73,689 


1,986,360 1,811,453 1,193,582 25,656,530 163,155 204,156 


129,000 82,270 6,972,500 


101,999 
48,337 


78,563 
38,013 


107,836 
57,435 


1,849,099 
S3Sqo2 


150,336 116,576 165,271 2,682,291 


128,339 


154,125 


150,033 


2,444,182 


568,726 
125,251 


539,182 
477,361 


401,927 
3,460 


5,252,667 
1,301,410 


822,316 1,170,668 555,420 8,998,259 74,705 113,867 
884.708 524,209 390,621 7,003,480 88,275 73,689 


1,986,360 1,811,453 1,193,582 25,656,530 163,155 204,156 


1,073,944 935,148 811.761 13,163,209 74,100 123,145 
25,578 25,097 46,727 884,118 4.892 1,883 


854.585 650,638 9,798,065 110,705 


104.941 75,180 847,720 


4.156 
84.869 67,151 1,135,002 TTT 
21,371 14.357 933,479 — 
40.693 : 32,748 655,687 4.176 


49,824 — 


1,106,459 881,040 840,074 13,419,777 84,971 127,014 
(6,937) 79,205 18,414 627,550 (5,979) (1,986) 


137 


309,938 
96,530 


213,408 


25,390 
15,000 


14,918 
4,441 


59,749 


744 


7,861 


8,605 
278,581 


560,343 


42,740 
18,565 


61,305 


26,000 


151,772 
42,685 


220,457 
278,581 


560,343 


394,286 
TSN 


401,603 


359,633 


8,659 
46,512 
105 
8,899 


423,808 


(22,205) 


138 


Municipality 
Number of Customers 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities at cost _. 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds 
Accounts receivable (net) 
Other 


Total current assets 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


Total other assets 
Equity in Ontario Hydro 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding 
Other long-term debt 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities 
EQUITY 
Debt redeemed 
Sinking fund on debentures 
Accumulated net income invested in 
plant or held as working funds 
Contributed capital 
Other reserves 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financ 


Tara Tavistock Tecumseh Teeswater Terrace Bay 
Twp. 
1.800 448 654 

$ $ 

836.617 147,249 380.888 

302.407 $0,835 145.712 

534.210 235.176 

18.224 4.777 

95.000 = 

3.958 

154 

8.889 

230.158 

579.859 474,223 


15.930 
661 


78.000 
117,367 171,674 325.675 : 148.945 
4.758 1,682 231,535 8.550 5.960 


136.389 216.640 602.710 117,808 232,905 
107.541 304,893 383,691 161,262 230.158 
260.521 579,859 1,116,669 293,242 474,223 


138.175 509,007 149.595 294.113 
3.519 27,262 3,594 4.412 


249,752 463.112 255.310 

8,785 48.583 13,741 

14.436 50,285 21,132 

4,752 5.467 = 

4.051 11,853 2037 11,836 


mo [ae 


Statements A and B 


Statements for the Year Ended December 31, 1976 


Thamesford 


543 


$ 
237,547 
112.884 
124.663 


47.779 
10.000 


3.244 


61.023 
- 529 


4.836 


5.365 
177,951 


369,002 


29.139 
806 


29.945 


8.289 


137.697 
15.120 


161,106 
177,951 


369,002 


191,807 
9,633 


201,440 


183,358 


5.820 
8.852 


9.369 


207,399 


Thamesville 


462 


Thedford Thessalon Thornbury Thorndale Thornton 
327 662 725 162 170 
$ $ $ $ $ 
123.856 268.054 425.523 58.961 55.563 
48.488 95.080 83.341 31.833 21,372 


172.974 342.182 


$ 
195,703 
103.668 


36.281 
443 
306 4 a 

169,561 102,656 106.079 139.246 56.650 32.850 


298,626 197,712 315,758 579.290 95,925 


2325 54,282 


12.205 13.454 
240 


800 — —- 100,000 — 
12.887 8.100 27.916 54.687 4.447 
1,971 422 2,889 895 358 


30.805 55.582 


85.714 


61,588 


117,286 187,078 


11,670 


113,407 86,534 178,874 284.462 34.470 42.905 
169,561 102,656 106,079 139,246 56.650 32,850 


298,626 197,712 315,758 579,290 95,925 


156,908 91.488 215,721 258.449 46.302 
7,199 2.471 1.413 2,599 1,498 
164,107 93,959 217,134 261,048 47,800 52,713 


169,024 


119.265 


194.024 


9333 18,222 14.354 
16,421 29,566 17,532 
907 137 2,526 
6,548 4,236 8,054 9.712 


139 


Thorold 


2.791 


$ 
1.189.566 
452.505 


2,481,727 


175.287 


126,778 


2,481,727 


939.483 
25,402 


140 Municipal Electrical Utilities 


Municipal Electrical Utilities Financi 


Municipality: vcr 2 See eee a ce Cee era Thunder Bay Tilbury Tillsonburg Toronto Tottenham 
NumbenoiGustomersue mem. t. eee 37,597 LS 3,022 195,601 924 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plantand facilities aticost,.. 2.4) dee. 25,501,006 750,702 1,929,746 173,923,834 322,807 
Less accumulated depreciation ............ 8,530,500 247,538 525,299 65,297,229 63,577 
Netdixedassets! 18s 82.0.0. bi Sean. 16,970,506 503,164 1,404,447 108,626,605 259,230 
CURRENT ASSETS 
Casmonjs hand andiinibankew. 9 sages 1,616,878 6,133 83,623 363,748 23,868 
Investments—term deposits ............... 1,800,000 — 80,000 8,297,179 22,000 
= DONS Shs CA New), ARAB De. As 44,000 = — 38,870 — 
Accounts receivable (net) ................, 1,876,717 51,310 67,914 13,798,669 8,929 
OUD CTE ANS Eee oe PO A he Oe 9,542 = — 4,140,435 — 
Totalicurrent assetss, 23... 06s 6b Ted be.. 5,347,137 57,443 231,537 26,638,901 54,797 
OTHER ASSETS 
UMGHIORICS ANE abi torel Sieh, whe ee 1,037,663 3,007 125,057 3,463,486 Sat 
Sinking fund on debentures.............. a = -— 7,485,140 — 
Miscellaneous assets............. 1,747,240 513 46,797 8,704,031 2,811 


GUM othe rassetsien ok ae. «Mahan eas ok 2,784,903 3,520 171,854 19,652,657 3,388 

Equity in Ontario Hydro |... AIRS oe) Aa 25,199,118 501,787 1,027,932 153,757,909 121,815 

Potalassets f°. See Geos 4... 2. eee 50,301,664 1,065,914 2,835,770 308,676,072 439,230 
ESS Me Se 


DEBT FROM BORROWINGS 


Debentures outstanding ........... 3,119,000 20,000 298.800 7,487,050 93,000 
Othenlong-temmdebig 9.4.4.4, 208.661 <5 = ake + 
Total long-term debt . 3.327.661 298.800 7,487,050 93,000 
LIABILITIES 
Current liabilities) Wisin b4 8.0 kab - 1,825,579 176,003 13,023,609 33.412 
COURS DUES re Sia oes ly ts Ra eet b 355,915 26,676 6,540,162 7,406 
Wotal Babulities, owtes 9h. bs Uke: 2.181.494 202.679 19,563,771 40.818 
EQUITY 
Debt redeemed ee SE 1 2.542.613 204,211 37,477,045 38.094 
Sinking fund on debentures ..... ee ee eh ae 7.485.140 be 
Accumulated net income invested in 
plant or held as working funds .......... 12,166,258 292.430 909,968 77,966,995 86.410 
Contributed capital ES 3,256,678 73,025 192.180 4,938,162 59,093 
Otherreservies saclay) oy eee Mine = 


1,627,842 — 


Totalutility cquityyye.... 08. ee 1955935391 457,783 1,306,359 127,867,342 183,597 
Reserve for equity in Ontario Hydro |. wd 25,199,118 501,787 027,932 153,757,909 121.815 
Total debt, liabilities and equity... 50,301,664 1,065,914 2,835,770 308,676,072 439,230 


B. OPERATING STATEMENT 
REVENUE 


Sale of electrical energy 18,049,470 601,835 1,330,340 131,327,640 259,858 
Miscellaneous 708,850 16,313 58.940 6,034,995 4.292 
EXPENSE 
Power purchased 13,778,493 481.197 1.069.911 103,978,955 198.397 
Local generation — — — — = 
Operation and maintenance 1.035.492 32,663 106.008 15.696.474 15.899 
Administration 1,190,837 47,373 98,198 10,312,039 21.412 
Financial 532.638 7,442 38,075 425.119 12,102 
Depreciation 744.834 19,079 49.750 5.473.206 7.053 
Other — — - — -- 


Total expense 17,282,294 587,754 1,361,942 135,885,793 254,863 
Net Income (net expense) 1,476,026 30,394 27,338 1,476,842 9,287 


Statements A and B 


atements for the Year Ended December 31, 1976 


Trenton Tweed Uxbridge Vankleek Hill | Vaughan Twp. Victoria Walkerton 
Harbour 
5,558 734 1,198 656 8,988 610 1,814 


$ $ $ . $ $ 
3,565,174 304,135 644,962 299,240 7,847,962 162,655 842,750 
1,145,712 106,038 217,343 115,401 1,966,883 60.914 285,446 
2,419,462 198,097 427,619 183,839 5,881,079 101,741 557,304 
271,722 27.955 38,728 2.644 449,413 23.715 50,807 
100,000 5,000 30,000 10,000 scat s oe 
a se 2,967 = ES ee ats 
86.775 1,220 10,774 14,390 828,004 14,684 63,730 
= 1,581 30.418 va 
458,497 1,307,835 114,537 
184,985 = a 418,737 48,203 


1,921 212,593 1,860 


— 169 -— 
186,906 — 169 — 631,330 1,020 50,063 
2,528,017 235218 375,328 103,827 2,116,468 93,734 631,761 
5,592,882 467,485 885,585 316,281 9,936,712 234,894 1,353,665 


, 


202,000 — : 3,310,000 — 

381.101 D53123 1,910,668 42.956 

306,397 354,544 1,419 

687,498 26,992 22O5e2 12 83,529 

352,154 19,000 65,011 964,196 63,749 
1.487.411 185.324 352,332 (344,967) 489.454 

335,802 956 199 1,625,803 3272 


175,367 205,280 426,542 167,367 2,245,032 96,785 585,375 
528,017 2355213 375,328 103,827 2,116,468 93.734 631,761 


1,592,882 467,485 885,585 316,281 9,936,712 234,894 1,353,665 


164.133 836,145 


165,255 263,365 455.856 175,434 6,509,584 
84.638 10.301 24,020 4.211 139,725 2,866 38.414 
1,249,893 273,666 479,876 179,645 6,649,309 166,999 874,559 


757,968 226,273 390,079 162,037 5,410,960 761,893 
104.434 11.188 29.470 8.724 241,797 39,296 
168.588 17.221 37,708 13,983 369.700 48,081 

57,287 -- 7,899 o.h18 VIP) 
102.968 10.769 


18,923 6.621 225,185 5.053 26,672 


191,245 484,079 191,365 6,805,755 174,196 
58,648 8,215 (4,203) (11,720) (156,446) (7,197) (9,108) 


14] 


Wallaceburg 


4,018 


$ 
2,578,984 
978,397 


1,600,587 


105,062 
1,659 


106,721 
127,124 
30,628 


157,752 
2,397,074 


4,262,134 


99,000 


99,000 


351,881 
13,267 


365,148 


96,627 


1,154,080 
150,205 


1,400,912 
2,397,074 


4,262,134 


2,721,981 
30.445 


2,752,426 


2,236,318 


119.241 
216.983 
15,077 
70,694 


2,658,313 


94,113 


142 


Municipality 


Number of Customers -4: 2.5... 
A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost...... 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
= DOndSa se 


OPER ge ee ee ee ne a aie 
Total current assets 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


TotalkotherassetSwmer eee 
Equity in Ontario Hydro . 


Total assets 


* DEBT FROM BORROWINGS 
Debentures outstanding ... 
Other long-term debt .. 


Total long-term debt . 
LIABILITIES 

Current liabilities 

Other liabilities 


Motaliiabilities seas. 
EQUITY 
Debt redeemed . 
Sinking fund on debentures........ 
Accumulated net income invested in 
plant or held as working funds 
Contributed capital 
Other reserves . 


Total utility equity . 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity... . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy . . 
Miscellaneous . 


Total revenue 


EXPENSE 
Power purchased . . 
Local generation . 
Operation and maintenance 
Administration 
Financial .. 
Depreciation 
Other 


Total expense... 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finang 


Wardsville Warkworth Waterdown 


Wasaga Beach 


5.107 774 


$ 
1.705.397 
514.673 


$ , 
384.615 
126.298 


1,190,724 258.317 


47.146 


24,325 
20,000 


69.442 19,203 


1,536 


636 


771 
= — 835919 


118,124 


10.326 675 


642 

— 44,305 RS 

42.512 61,133 117,142 219,568 
80,388 157,139 1,470,295 542,730 


1,230 — 3,000 

— 816,782 — 

—- 1,230 816.782 3,000 
168,081 S21 

93,530 1,608 


261,611 


124.655 


119,803 


165,047 
86,760 


286,439 
219,568 


49.489 
1,581] 


51,070 


807.094 283,136 


83,507 
4,064 SISALD 7,690 


87,571 838,813 290,826 


55,341 87,624 888,278 288,605 
(4.271) (53) (49,465) | aa 


Waterford 


1.035 


$ 
457.490 
110.500 


346.990 


100,000 


104.528 


2.350 


165 


21S 
284.074 


738,107 


T2719 
22.443 


95,162 


37.623 


258.966 
57.782 


354,371 
284,074 


738,107 


337,952 
14.062 


352,014 


240,444 


36,041 
36,658 

2.78 
12,184 


328,100 


23,914 
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Waterloo 


12,038 


$ 
10.487.779 
2,265,555 
8.222.224 


303.353 
500.000 


759,925 
9.528 


1.572.806 
543.172 
41.805 


584.977 
4.512.806 


14,892,813 
1,245,000 


1,245,000 


921.871 
302,932 


1,224,803 


1,915,320 


4.556.456 
1,438,428 


7,910,204 
4,512,806 


14,892,813 


7,162,146 
282,607 


8,044,753 


6,179,973 


294,840 
545,789 
197.721 
252.311 


7,470,634 


574,119 


Watford Waubaushene | Webbwood Welland Wellesley Wellington 
640 480 171 14,049 345 529 
$ $ $ $ $ $ 
202,722 132,888 101.280 9,077,064 146,274 177,535 
94,234 22,357 27,131 2,840,023 36.894 73,628 


108,488 110.531 6,237,041 109.380 103,907 


21,434 6,352 252,093 3.496 9,008 
— _ 910,000 — 
a = — 4,000 
17,496 21,396 260,508 3,086 
: 4.819 775 


1,427,420 


233512 


16,869 
39,508 — 881 


3,053 o= — 273,020 — 881 
263,998 70,296 25,289 4.842.627 103.256 138,954 
414,469 208,575 106,587 12,780,108 217,056 260,611 


18.110 31.165 10,945 
1,850 977 7,409 


19,960 32,142 


1,294,984 


SHIE212 
37,156 


608,368 


9,056 


3,242 


1,609,859 


WISTS 
10,298 


102,869 
26 


3,422,705 
1,001,565 


130,511 106,137 62,944 6,034,129 103,513 91,617 
263,998 70,296 25,289 4,842,627 103,256 138,954 


414,469 208,575 106,587 12,780,108 217,056 | 200,611 | 


214,243 104,622 SPA i 6,173,479 86,068 146,881 
4.239 2,350 2,366 329,110 2,268 5,626 


165,216 


4,795,977 122,066 


358,229 5.876 


13.074 
23,396 445,516 8,917 
== 239,644 3,124 
6,107 : 2,985 237,032 6,122 


Wed5 7. — 


207,793 93,948 55,020 6,093,955 88,956 146,105 
10,689 13,024 (477) 408,634 (620) 6,402 


143 


West Lorne 


534 


$ 
218,661 
106,475 


112,186 


21,784 
15,000 


9.805 


46,589 


3,340 


3,340 
239,085 


401,200 


21.281 
558 


21.839 


8,000 


115.675 
16,601 


140,276 
239,085 


401,200 


187,653 
7,473 


195,126 


164,531 
18,055 
13,903 


7.107 


203,596 


(8,470) 
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Municipality ....... a eae a PP Fa oh 
Number of Customers 228 0e o ee ee 


A. BALANCE SHEET 

FIXED ASSETS 
Plantand: facilities atcost)).< 4-2... ae 
Less accumulated depreciation ............ 


Netiixedassetsi) Wve tark occ 5 dake 
CURRENT ASSETS ° 
Cash on hand and inbank ..... ...2...1020... 
Invesitments—termi deposits: ... 2.) 2.540. 2: 
bonds. 2.45. eee 
Accounts receivable (net) ED. eee a 
Ounei She a ee orate. Saat ee 


Total current! asseiswias.-.- 2 224 ates 
OTHER ASSETS 
INVENTORIES =F a eh bycloee, Shee nie. tan 
Sinking fund on debentures.......... 
Miscellaneous assets 


Totaltother assets4me oc.) ots.) ee eee ee 
Equity in Ontario Hydro 


Total assets .......... 


DEBT FROM BORROWINGS 
Debentures outstanding . 
Other long-term debt 


Total long-term debt . 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities 
EQUITY 
Debt redeemed : clas 
Sinking fund on debentures ... 
Accumulated net income invested in 
plant or held as working funds .. 
Contributed capital 
Other reserves 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation . 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Finan 


Westport Wheatley Whitby Wiarton 
378 613 8,796 
$ 
316,369 
107,902 


$ 
6,837,816 
1,490,002 


5,347,814 292,330 


193,212 


29,435 


4,000 
12,866 


350,591 


543,803 


270,110 


95,064 


— 1,868 365,174 17,040 
83,983 183,724 2,465,610 277,423 
190,422 408,802 8,722,401 633,094 


966,715 55,000 
837,480 = 


1,804,195 55,000 
697,379 31,366 
316,900 7,188 


1,014,279 


943,009 


1,298,021 208,556 
1,197,287 11,161 


96,894 206,186 3,438,317 262.07 
83,983 183,724 2,465,610 277,423 


190,422 408,802 8,722,401 


115,267 181,250 4.455.833 345,560 
836 1.468 97.186 eS 
116,103 182,718 4,553,019 355,275 


159,784 3,615.21] 268,880 

6.464 230,707 31,147 

13.475 355,907 27,535 

— — 296,750 6,959 
8391 8.479 171,893 10,730 


108,572 188,202 4,670,468 345,251 
(5.484) | (117.449) 10,024 


Williamsbur 


154 


41.717 
695 


42,412 


37,350 


2.713 
3.861 

294 
1.571 


45,789 


(3,377) 


Statements A and B 


tatements for the Year Ended December 31, 1976 


Winchester 


761 


$ 
301,507 
104,618 
196,889 


71,776 


9,524 
1,805 


83,105 


78,244 
139 


78,383 


29.162 


175.218 
+000 


208.380 
283,232 


569,995 


419.203 
9.206 


428,409 


378.581 


11,098 
16,304 


9.479 


415,462 


12,947 


Windermere Woodstock Woodville 


Windsor Wingham Woodbridge 
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65,474 1,274 922 9,453 263 


$ $ $ $ 
38,651,937 376,268 5,556,902 
13,453,876 184,290 1,880,077 


25,198,061 358,617 191,978 3,676,825 


271,607 72,764 27,475 1,371 


3,200,000 — 30,000 669,000 
1,196,600 51,127 24,975 — 
1,592,832 21,929 9,565 98,625 


790 


48,969 


6,310,008 151,816 769.786 


1,053,297 33,083 — 


289,958 = 


’ 


1,053,297 33,083 — 289,958 = 
28,677,103 544,985 418,997 4,357,222 57,346 
61,238,469 1,088,501 702,990 9,093,791 134,407 


3,919,182 
184,314 


57,465 46,685 389,688 
5,004 4.484 98,604 


4,103,496 62,469 51,169 488.292 


5,220,940 


81,155 


23,835 


429.776 


21,732,608 
748,222 


393.774 
6,118 


167,736 
41,253 


3.489.274 
329,227 


52,792 27,701,770 481,047 232.824 4.248.277 69,298 
35.313 28.677,103 544,985 418,997 4,357,222 57,346 
89,996 61,238,469 1,088,501 702,990 9,093,791 134,407 


35.197 
984 


26,999,533 596.454 330.144 3,896,509 


2,021,453 25,376 


18,599 255,824 

1,349,962 46,092 34.911 199.077 

2221S —~ _ 998 
1,065,309 17.314 15.898 157,262 S133 


34,819 31,665,972 685,236 399,552 4,509,670 
1,362 (135,320) 8,809 34,425 151,357 (1,691) 
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Wyoming 


609 


$ 
197,123 
77,813 


119,310 
6,748 


1,400 
7,769 


15.917 


2,988 


2,988 
110,919 


249,134 


103,380 
8,915 


1292995 
110,919 


249,134 


153.112 
3.378 


156,490 


138.483 


19.452 
5.816 


5.899 


169,650 


(13,160) 
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Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 
Statements for the Year Ended December 31, 1976 


Municipality ... 


Number of Customers ......... 
A. BALANCE SHEET 
FIXED ASSETS 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds 


Total current assets 
OTHER ASSETS 
Inventories ... 


Sinking fund on debentures . . . 


Miscellaneous assets 


DEBT FROM BORROWINGS 
Debentures outstanding 
Other long-term debt 


Total long-term debt... .... 


LIABILITIES 
Current liabilities 
Other liabilities ...... 


Total liabilities . . 
EQUITY 

Debt redeemed 

Sinking fund on debentures 


OUerie a we eee Br eae 


Accumulated net income invested in 
plant or held as working funds ... 


Contributed capital 
Other reserves |. 


Total utility equity. . 


Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity... 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased . . 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation | 
Other 


Total expense 


Net Income (net expense) 


York Zurich Total 
34.736 354 1.941.100 
$ $ 

18.725.601 159.118 1.313,766.639 
6.175.033 43.252 366.58 1,475 
12,550,568 115,866 947.185.164 
2.010 29.44] 22,896,700 
900.000 69,707,343 
350,000 = 3.788.276 
659,871 4,397 70,905,792 
56.550 5.614.111 
1,968.43] 172,912,222 
446.68 | 35,802,071 
= 25,329,055 
488 969, 21,001,356 
935.650 2.022 82.132.482 
13,555,884 109.451 773,785,627 


29,010,533 261,177 | 1,976,015,495 


136,533,544 

3.570.683 

140,104,227 

993711 11,042 113,926,549 
1,749,637 137 29,811,489 
2,949,008 143,738,038 
790.979 173,492,096 
— 25,329,055 
11,649,600 126,671 598,553,749 
65,062 8,285 118,837,242 
2,175,461 

12,505,641 140,547 918,387,603 
13,555,884 109,451 773,785,627 


29,010,533 261,177 | 1,976,015,495 


14,417,370 119,965 | 1.026,708,242 
527,541 4.467 35,662,978 
14,944,911 124,432 | 1,062,371,220 
11,571,564 840.854.888 
— 1,627,252 
879,069 64,532,421 
1,356,308 60,882,890 
10,558 19,367,416 
586,973 35,951,862 
113,156 1,032,158 
14,517,628 114,773 | 1,024,248,887 


427,283 aso | 38,122,333 


STATEMENT “C” 


Statement C records revenue, use of energy, number of customers, average use 
per customer, and average revenue per kilowatt-hour for each of the main 
classes of service for all the municipal electrical utilities supplied under cost 
contracts with Ontario Hydro. The number of customers shown is that at the 
end of the year under review, but the calculation of monthly energy use per 
customer is based on the average of the numbers served at the end of the year 
under review and the preceding year. The revenue and use of energy for house 
heating and the use of flat-rate water heaters are included in the total shown, 
the flat-rate water-heater kilowatt-hours being estimated on the basis of 16.8 
hours’ use per day. 


The average revenue per kilowatt-hour is the average paid by the customer, 
that is the average revenue per kilowatt-hour received by the utility. Such a 
Statistical average does not represent the utility’s actual revenue from deliver- 
ing one kilowatt-hour. However, a comparison of this average over a number 
of years gives some indication of the trend of revenue in any one municipality, 
and the general trend may be seen in the table on page 88. 


The general service class includes data on both industrial and commercial cus- 
tomers. 


Information on monthly rates and comparative bills are published separately 
from this publication. Readers who require this information may obtain it by 
request to the Rates and Utilization Department of the Regions and Market- 
ing Branch, at the Ontario Hydro Head Office, Toronto. 
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MUNICIPALITY 


Scarborough............ 
Mississauga ...........sses000 
W indsorcc..c.c.cecsaee.ctansecees 


Kitchener 42.3.2) neces 
Oshawas oon ien ere 
Oakvillec. hans terete 


Burlington. 3c4--.<cendecr- 
EastsY orkois seecsctecsre: 


Sammiay ss cacti 
Kingston si.ncttctaestndeadiays 
Waterloo.) eee 


North Bay tcctcccrnsnen 
Brampton cues 
INiagata) Falis<c...00:. 
Gloucester Twp............. 


TOTAL 
SALES 


kWh 
7,169,913,253 
5, 163,475,993 
4,110,406,341 
3,336,966, 168 
2,714,513,431 


2,673,064,208 
2,345,449,899 
1,758,891,801 
1,746,199,230 
1,214,843,855 


1,097,880,628 
1,033,486,289 

928,833,049 
896,952,533 
786,428,862 


736,407,482 
703,203,858 
687,166,027 
630,260,163 
569,948,957 


565,962,946 
542,815,294 
541,077,970 
489,439,900 
412,423,803 


408,728,118 
384,979,863 
374,093,983 
362,772,651 
345,571,039 


335,903,697 
334,745,995 
304,696,678 
297,222,148 
288,745,741 


252,023,395 
248,858,022 
229,934,936 
217,496,658 
205,788,926 


REVENUE 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICI 


TOTAL 


$ 
131,327,640 
80,387,343 
79,354,371 
61,139,534 
48,376,393 


kWh 
1,257,110,145 

726,094,542 
1,302,458,306 
884,964,274 
753,720,542 


195,601 
113,685 
1375135 
104,863 
89,082 


] 
2 
] 
] 


50,910,452 
40,844,189 
30,731,704 
32,197,994 
22,373,453 


90,133 
59,966 
65,474 
78,599 
40,784 


930,604,020 
573,043,969 
448,730,251 
584,804,604 
268,272,772 


] 
] 


1 


21,046, 166 
18,940,938 
16,468,359 
18,049,470 
14,417,370 


39,734 
31,749 
20,631 
SHO Su 
34,736 


308,940,819 
309,262,086 
208,174,742 
326,404,550 
251,806,702 


14,566,723 
12,853,506 
12,650,885 
13,163,209 
11,044,467 


29,597 
24,784 
21,147 
29,296 
18,069 


296,655,635 
186,469,705 
212,357,494 
289,298,413 
226,939,360 


10,029,502 
9,913,600 
8,915,878 
9,038,623 
7,762,146 


24,265 
20,869 
17,485 
20,262 
12,038 


175,450,972 
194,872,180 
146,946,710 
155,086,693 
112,637,905 


8,054,369 
8,141,666 
7,703,985 
7,199,883 
6,324,464 


17,424 
13,875 
22,002 
14,873 
13,162 


174,823,692 
118,878,570 
137,263,926 
171,271,058 
105,706,367 


6,509,584 
6,743,719 
5,661,933 
6,173,479 
6,026,302 


8,988 
11,938 
12,858 
14,049 
12,759 


84,211,259 
106,391,789 
110,249,317 

77,461,891 
80,064,909 


4,875,975 8,936 83,056,941 


4,515,416 9,453 75,427,190 
4,455,833 8,796 97,841,105 
4,266,979 8,750 80,218,259 


4,002,231 9,882 67,114,266 


Sales Revenue 


$ 


25,107,070 


5,579,705 
7,573,160 
6,910,979 
5,229,817 


8,778,131 
1,439,236 
9,518,901 
3,228,795 
6,663,039 


6,422,618 
6,445,264 
4,844,785 
7,373,066 
4,931,779 


6,486,258 
3,695,083 
4,633,076 
6,105,246 
4,841,890 


3,638,916 
4,152,439 
2,900,600 
3,207,246 
2,382,885 


3,785,375 
2,882,809 
3,288,156 
3,724,731 
2,166,549 


1,867,212 
2,480,436 
2,152,200 
1,978,978 
2,073,029 


1,805,919 
1,617,400 
2,080,508 
1,636,215 
1,612,407 


For the Year En 


RESIDENTIAL SERVICE 


Customers 


164,116 
102,708 
122,800 

92,287 
82,228 


80,225 
533753 
58,258 
71,685 
36,942 


35,896 
28,416 
17,853 
33,901 
30,650 


27,274 
22,236 
19,342 
26,250 
16,112 


21197 
18,443 
15,629 
16,842 
10,677 


IS; 173 
12,400 
19,617 
13,624 
11,680 


7,191 
10,343 
10,743 
12,422 
11,098 


7,936 
8,381 
7,894 
7,646 
8,846 
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ALES, REVENUE AND CUSTOMERS 
ecember 31, 1976 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Custo- 


Sales Revenue mers Sales Revenue 


kWh $ kWh kWh $ kWh $ 
279,943,194 | 80,346,878 | 31,463 | 11,373 1,565,373,540 | 24,730,875 67,486,374 | 1,142,817 
252,748,715 | 23,148,111 | 10,962 9,543 3,156,314,416 | 41,122,294 28,318,320 537,233 
667,221,635 | 49,551,233 | 14,333 | 15,666 97,368,000 1,409,779 43,358,400 820,199 
087,491,537 | 38,476,880 | 12,567 | 13,983 333,768,877 5,171,762 30,741,480 579,913 
753,867,169 | 30,027,533 6,851 | 21,624 176,856,000 2,687,878 30,069,720 431,165 
443,667,398 | 27,873,674 9,902 | 12,551 266,528,510 3,706,567 32,264,280 552,080 
312,827,117 | 23,000,071 6,206 | 18,421 438,208,493 6,053,084 21,370,320 351,798 
818,899,110 14,204,154 | 7,210 9,533 467,121,200 6,607,965 24,141,240 400,684 
040,898,786 17,128,981 6,913 | 12,636 98,620,800 1,495,779 21,875,040 344,439 
351,710,563 6,785,381 3,836 8,107 - 580,440,000 8,666,523 14,420,520 258,510 
549,644,609 10,859,501 3,833 | 12,066 224,949,200 3,496,605 14,346,000 267,442 
316,795,878 5,983,698 8327 8,162 397,656,125 6,334,648 9,772,200 177,328 
186,986,592 5,682,247 2 siiD 8,809 427,269,115 5,816,117 6,402,600 125,210 
142,638,663 10,169,629 3,695 | 12,316 14,000,000 251,953 13,909,320 248,822 
126,112,375 7,959,076 4,083 8,716 100,646,305 1,382,571 7,863,480 143,944 
131,778,567 7,944,401 2,323 | 15,788 — a 7,973,280 136,064 
443,500,913 8,030,639 2,547 | 14,516 65,310,720 985,881 7,922,520 141,903 
54,867,333 6,204,953 1,803 | 16,549 112,545,360 1,687,153 7,395,840 125,703 
332,436,590 6,897,096 3,046 9,230 a — 8,525,160 160,867 
340,279,717 6,153,175 1,957 | 14,843 — — 2,729,880 49,402 
154,162,654 5,874,061 2,467 | 12,254 28,473,600 388,629 7,875,720 127,896 
73,387,474 4,685,616 2,425 9,455 68,110,560 969,553 6,445,080 105,992 
184,699,420 4,629,763 1,855 | 12,859 102,662,400 1,279,738 6,769,440 105,777 
29,023,767 5,742,555 3,420 8,145 = sa 5,329,440 88,822 
34,400,298 4,394,069 1,360 | 14,659 59,316,000 874,248 6,069,600 110,944 
30,928,306 4,215,395 2251 8,639 2,976,120 53,599 
60,980,653 5,162,001 1,475 | 14,999 5,120,640 96,856 
29,298,137 4,286,531 2,385 8,064 7,531,920 129,298 
52,227,037 2,903,058 1,248 | 10,506 3,771,360 68,531 
35,265,312 4,079,287 1,482 | 13,405 4,599,360 78,628 
49,650,518 4,607,228 1,797 | 11,953 2,041,920 35,144 
26,484,726 4,230,056 1,595 | 11,161 1,869,480 33,227 
89,666,201 3,429,985 725) Ts 7,543 4,781,160 79,748 
68,027,536 3,107,904 1,625 8,902 1,001,474 4,927,680 85,123 
03,858,632 3,865,501 1,661 | 10,249 _ 4,822,200 87,772 
65,272,854 3,006,212 1,000 | 13,725 3,693,600 63,844 
69,722,472 2,838,156 1,072 | 13,243 3,708,360 59,860 
10,573,331 1,991,278 901 | 10,388 18,173,940 326,624 3,346,560 57,423 
33,989,439 2,574,570 1,104 | 10,599 a 3,288,960 56,194 
36,061,780 2,346,855 1,036 | 11,035 — 2,612,880 42,969 
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MUNICIPALITY 


TON Peon ter re 


Alexandria .... 
Alfred':...:00:s: 


Alliston.......... 
Almonte ........ 


Alvinston....... 
Amherstburg. 


Ancaster Twp. ...........+. 


Arkona .......... 
Arnpriot ........ 
Arthurian: 
Athens).:........ 


Atikokan Twp... 


AUPOPa <.<..202008 


Beachburg.... 
Beachville..... 
Beamsville.... 
Beaverton...... 
Beeton .......... 


Belle River... 


Belleville....... 
Belmont........ 
Blenheim....... 
Bloomfield... 


Biyth.....0.2- 
Bobcaygeon . 
Bolton........... 
Bothwell ....... 


Bowmanville 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRIC 
For the Year E 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue j|Customers 


kWh $ kWh $ 
47,951,916 933,303 19,990,185 422,267 
5,483,080 106,841 2,794,950 54,364 
121,255,861 2,207,418 36,035,687 757,302 
34,382,953 624,977 15,590,160 293,475 
8,850,470 168,780 5,551,550 102,792 


32,935,649 643,642 12,474,530 269,117 
23,008,610 477,205 12,826,972 289,271 
2,851,990 62,069 1,567,550 34,567 
46,862,100 849,918 17,938,337 359,171 
19,990,866 463,936 14,137,725 341,534 


1,247,660 25,030 989,950 19,646 


2,313,100 36,310 1,709,560 26,832 
77,672,726 1,320,537 22,523,417 428,578 
16,687,933 314,294 5,723,950 119,303 

6,072,375 127,168 4,098,900 84,324 


38,242,401 837,049 17,022,335 417,536 


90,691,022 1,592,669 37,010,705 690,325 

1,254,480 29,919 937,550 22,185 
44,630,195 812,729 20,171,410 366,843 
10,219,920 206,141 4,744,154 95,456 


6,316,652 124,551 2,527,543 48,731 


19,272,319 366,525 8,534,230 170,632 
334,745,995 6,743,719 106,391,789 2,480,436 
7,498,870 172,474 - 3,749,447 93,009 


5,012,714 111,809" 2,669,936 59,053 


3,912,920 80,220 3,193,220 63,688 


22,595,209 347,598 3,086,170 67,393 
20,077,182 401,783 11,138,916 231,661 
15,860,992 315,084 8,970,620 182,735 


7,441,273 163,344 687 4,383,120 94,953 


269,660 
2,152,200 
49,099 
206,271 
56,841 


17,419,650 
304,696,678 
8,684,620 
24,698, 160 
4,880,943 


383,183 
5,661,933 
146,489 
508,808 
104,897 


1,202 
12,858 
271 
1,422 
328 


11,885,270 
110,249,317 
PRIMES II, 
9,722,230 
2,733,378 


76,208 
184,415 
374,875 

67,892 
960,640 


7,976,212 
13,718,096 
33,670,232 

5,472,475 
98,065,523 


159,478 
300,791 
726,675 
115,411 

1,933,249 


3,709,650 
8,652,916 
15,834,400 
3,437,090 
45,271,212 


Statement C 


\LES, REVENUE AND CUSTOMERS 
scember 31, 1976 


GENERAL SERVICE 
(under 5,000 kW) 


Custo- 
Sales Revenue mers Sales 
kWh $ kWh 
27,367,011 501,225 10,437 
2,573,290 50,497 4,246 
84,165,734 1,432,713 14,447 
18,465,553 326,338 6,932 
3,203,880 64,454 3,926 
20,139,639 369,040 7,917 
9,781,678 181,968 4,753 
1,165,640 295 1,472 
28,289,443 480,530 8,032 
5,405,301 114,309 3,834 
233,590 5,042 973 
517,500 8,442 1,513 
54,559,269 882,792 14,011 
10,718,103 190,879 6,496 
1,811,475 40,041 2,270 
20,613,826 409,041 6,269 
52,437,597 882,586 9,943 
266,890 6,886 1,085 
24,038,305 439,114 7,749 
5,306,566 107,938 5,360 
3,607,669 72,897 4,697 
10,420,569 191,061 4,631 
26,484,726 4,230,056 11,161 
3,539,183 75,969 2,964 
2,260,698 51,406 4,140 
642,660 15,336 1,467 
19,341,279 PHILO 44,158 
8,524,266 163,760 3,861 
6,647,732 128,661 4,073 
2,882,113 65,509 3,481 
5,197,780 107,681 4,165 
39,666,201 3,429,985 7,543 
5,810,805 95,979 13,835 
14,554,370 295,471 5,888 
2,044,965 46,280 2,470 
4,088,362 80,212 4,206 
4,738,300 110,789 2,343 
7,331,112 343,283 5,653 
‘1,843,145 44,387 1,920 
1,355,391 947,940 11,189 


(over 5,000 kW) 


15] 


GENERAL SERVICE 


STREET LIGHTING 


Rev. 
Custo- | per 

Revenue mers kWh Sales Revenue 

kWh $ 
$94,720 9,811 
114,840 1,980 
1,054,440 17,403 
327,240 5,164 
95,040 1,534 
321,480 5,485 
399,960 5,966 
118,800 1,707 
634,320 10,217 
447,840 8,093 
24,120 342 
86,040 1,036 
590,040 9,167 
245,880 4,112 
162,000 2,803 
606,240 10,472 
1,242,720 19,758 
50,040 848 
420,480 6,772 
169,200 2,747 
181,440 2,923 
317,520 4,832 
1,869,480 S84 
210,240 3,496 
82,080 1,350 
77,040 1,196 
167,760 2,928 
414,000 6,362 
242,640 3,688 
176,040 2,882 
336,600 5,842 
4,781,160 79,748 
95,040 1,411 
421,560 7,066 
102,600 1,776 
178,200 3,058 
326,880 5,587 
504,720 8,517 
192,240 3,132 
1,438,920 24,669 


152 


MUNI 


Bracebridg 
Bradford... 
Braeside... 
Brampton. 
Brantford... 


Brantford 


Brechin...... 


CIPALITY 


C .nnsesescsrecsscscess 


J AGY Vceeroeereeere 


sere eeneeeeeereeresrens 


Brockvilles-s 225. 
Brusselssso cee 
Buriord scence 


Burgessvill 


CS warcsuasecnsnsacexeve 


Burk’s) Fallseceecceesee-te 


Burlington 


CacheSBayeccccreccactn 
Caledonia .i..:ccsatecseessssees 
Campbellford.................. 
Campbellville.................. 


Canningto 
Capreol.... 
Cardinal .. 


Winvesescescseccccncses 


Carleton Place............... 


Casselman 


Cayuga .... 
Chalk Riv 
Chapleau 

Chatham.. 


(eer Cae 
SW Di aicestnsnancrats 


Chatsworthit-.2-.0-.-c0.. 


Chesley .... 
Chestervill 


C eesunts saneunaadu aes 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRIC 
For the Year E1 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kWh $ kWh $ 

31,421,363 647,334 1,625 15,276,050 328,078 1,313 

30,053,799 621,516 1,883 13,310,857 290,424 1,638 

10,706,208 197,667 188 1,648,599 35,422 165 
384,979,863 8,141,666 13,875 118,878,570 2,882,809 12,400 
565,962,946 10,029,502 24,265 175,450,972 3,638,916 21,797 


98,804,574 2,009,237 3,273 38,007,361 805,805 2,862 


1,958,850 40,362 120 982,600 19,184 88 
11,144,357 213,223 711 7,970,541 147,631 628 
2,231,380 41,218 227 1,272,770 20,883 175 


21,633,693 471,966 1,334 12,501,991 284,305 1,148 


198,505,044 3,630,594 7,621 68,155,304 1,450,916 6,738 
6,750,260 131,030 454 3,928,700 74,000 356 
6,142,739 126,380 469 3,886,516 T,955 379 
1,932,170 41,076 125 1,322,500 26,585 99 
7,971,120 169,619 449 4,565,050 93,950 330 


736,407,482 14,566,723 295597 296,655,635 6,486,258 27,274 


3,501,360 66,435 228 3,024,890 56,144 212 
14,128,410 328,577 1,310 7,682,260 196,465 1,148 
31,129,885 509,501 1,588 14,285,430 236,327 1,319 

2,727,859 49,660 140 2,271,461 41,226 132 


8,717,555 173,665 583 6,390,820 124,027 500 


21,881,190 455,987 15,057,710 327,135 1,230 
7,579,370 158,707 5,143,310 113,093 624 
35,114,689 717,252 19,511,540 431,299 1,998 


11,247,797 237,215 5,799,067 126,587 425 


395 
337 


3,553,000 
4,409,113 
10,719,082 
80,064,909 
1,696,950 


75,676 
90,446 
2115932 
2,073,029 
36,593 


6,763,030 
5,860,550 

19,245,018 
288,745,741 
2,807,050 


147,359 
119,076 
465,021 

6,026,302 

60,567 


166,967 
119,278 
305,008 

52,650 
236,386 


11,958,767 
15,552,587 
17,328,571 

4,156,181 
20,738,396 


243,457 
288,385 
430,445 

87,493 
430,613 


8,472,876 
5,797,490 
11,458,811 
2,700,623 
11,085,060 


6,705,034 
136,577,204 
40,954,690 
14,818,370 
6,418,471 


134,265 
2,408,905 
866,036 
297,931 
123,080 


4,575,090 
31,800,761 
15,861,029 
8,379,100 
4,256,800 


86,848 
692,622 
382,222 
172,849 
76,567 


Statement C 


LES, REVENUE AND CUSTOMERS 
cember 31, 1976 


Sales 


kWh 
15,585,153 


16,153,982 | 


9,019,089 
90,980,653 
4,162,654 


3,011,413 
943,490 
2,943,416 
886,250 
8,773,862 


0,381,180 
2,708,520 
2,133,463 

573,670 
3,291,950 


1,778,567 
405,550 
6,031,430 
6,323,895 
402,038 


2,164,015 
6,450,880 
2,237,700 
5,036,149 
5,318,050 


2,942,550 
1,340,557 
3,252,336 
3,858,632 

984,100 


}, 180,97 
575,097 
401,040 
372,398 
204,776 


961,464 
879,683 
692,261 
129,310 
089,671 


GENERAL SERVICE GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) 


Rev. 
Custo- Custo- | per 
Revenue mers Revenue mers kWh 


$ 
309,880 
320,837 
161,610 

5,162,001 

5,874,061 


kWh 
4,196 
5,461 
34,958 
14,999 
12,254 


28,473,600 388,629 


835,566 
20,608 
61,932 
19,326 

181,652 


9,028 
2,496 
2,938 
1,434 
3,858 


17,431,200 361,798 


1,685,005 
55,261 
46,392 

13,865 

73,705 


9,566 
2,363 
1,986 
1,839 
2,638 


7,944,401 
9,094 
125,381 
265,657 
7,530 


15,788 
Pry V2 
3,171 
5,085 
4,188 


47,085 
122,559 

42,574 
277,162 
108,429 


2215 
4,887 
2,554 
5,761 
4,665 


67,291 2,609 


26,825 3,546 
188,112 3,863 
3,865,501 10,249 
21,814 2,103 


71,593 
166,168 
117,300 

33,511 
186,875 


1,893 
9,499 
3,674 
1,600 
3,479 


44,625 
1,701,572 
476,593 
119,742 
45,376 


2,137 
13,996 
7,707 
5,239 
2,786 


kWh 
560,160 
588,960 
38,520 
5,120,640 
7,875,720 


354,600 
32,760 
230,400 
72,360 
357,840 


2,032,560 
113,040 
122,760 

36,000 
114,120 


7,973,280 
70,920 
414,720 
520,560 
54,360 


162,720 
372,600 
198,360 
567,000 
130,680 


267,480 
110,880 
273,600 
4,822,200 
126,000 


304,920 
180,000 
468,720 

83,160 
448,560 


168,480 
896,760 
401,400 
309,960 

72,000 


153 


STREET LIGHTING 


Revenue 


$ 
9,376 
10,255 
635 
96,856 
127,896 


6,068 

570 
3,660 
1,009 
6,009 


33,384 
1,769 
2,033 

626 
1,964 


136,064 
1,197 
6,731 
Ta) 

904 


2,553 
6,293 
3,040 
8,791 
Z 199 


4,392 
1,805 
4,977 
87,772 
2,160 


4,897 
2,939 
8,137 
1,332 
7902 


Pei fs Ys 
14,711 
7,221 
5,340 
1,137 


154 


MUNICIPALITY 


Collingwood... 
Combe Gee c..27-cear ee 
Conistontiscs.cn- nares 
GooksStOWilis..cces:-cceeseechees 


Cottam 


Creemoreics..ncet-cacees- oe 
Dashwood/..2:.-<sencte 
DeepeRivene eo 
Delawatesc..cc--ce 


Deserontox......5.ss: 
Dorchestet:......:s-seeeee 


Drayto 
Dresde 


Mi ccissasccaessuccuseevscyece 
Th ccccencccssccecssoccrsasees 


Drumbo2. 26. eek 


Dryden terre 


DuttOne.c. acne 
East (York 22:.i8.eeoe 


Eganvi 
Elmira 


Etobic 
Exeter 


CR ORe ara See Neon bees 


0} “(pet ee eee 


Fenelon Falls....:....::...... 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICT 
For the Year Enc 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 
139,735,406 2,556,914 40,436,390 855,817 
3,673,050 89,911 1,938,040 49,574 
11,882,640 241,122 8,685,610 179,091 
5,252,460 111,154 4,208,400 86,609 


2,847,225 65,221 1,871,249 41,028 


6,836,719 140,270 4,822,679 98,647 
3,374,620 61,441 1,928,600 34,621 
47,522,535 918,075 23,516,733 495,706 
2,467,361 47,739 1,896,791 35,641 


24,885,474 524,794 10,215,269 217,298 


135,796 
56,355 
57,806 

167,070 

36,917 


293,985 
103,774 
112,159 
478,078 
50,058 


6,475,690 
2,643,286 
2,695,131 
6,714,450 
1,871,424 


14,754,130 
4,901,437 
5,062,448 

22,543,557 

2,447,634 


875 
166 


42,017,400 910,462 20,071,880 490,185 2S 
2,249,990 49,403 979,580 20,014 96 
10,308,952 207,055 5,647,500 111,351 493 
101,410,177 2,221,340 50,882,076 1,238,530 5,088 


34,460,363 755,923 10,912,482 288,736 1,897 


8,546,437 180,329 950 


15,996,088 SEEK IS 


4,239,290 93,914 2,304,560 51,777 341 
703,203,858 12,853,506 186,469,705 3,695,083 22,236 
7,645,460 145,352 4,276,233 79,150 458 
59,269,983 1,090,518 18,453,550 365,467 1,845 


9,593,660 176,053 4,632,750 79,705 404 


1,505,600 29,911 1,135,500 21,407 
14,660,170 311,400 8,156,520 177,006 
4,937,195 93,308 3,745,450 66,409 
13,372,840 276,534 8,507,050 178,089 


808,338 21,301 734,711 19,502 
12,097,755 241,260 7,905,350 146,477 
4,070,278 83,901 2,870,909 55,990 
36,189,982 715,455 24,691,962 487,882 


30,619,194 656,040 15,768,518 363,769 


2,714,513,431 48,376,393 753,720,542 15,229,817 
27,282,367 591,898 15,676,532 340,266 
14,630,040 322,839 8,944,000 197,939 
75,317,821 1,388,442 19,453,797 421,467 


2,566,230 50,356 1,420,230 26,607 


Statement C 


ULES, REVENUE AND CUSTOMERS 
ember 31, 1976 


GENERAL SERVICE 
(under 5,000 kW) 


Custo- 
Sales Revenue mers 


kWh $ kWh 
316,576 | 1,684,574 13,863 
,637,090 38,542 4,547 
856,110 56,653 3,778 
950,100 22,961 1,453 
903,976 22,994 1,492 
886,240 39,493 2,295 
384,100 25,851 3,160 
105,802 407,061 13,608 
512,250 1],167 2,247 
111,125 297,653 3,775 
107,800 155,336 7,996 
114,151 44,991 2,244 
251,397 52,412 2,800 
396,747 303,378 6,597 
534,810 12,488 1,221 
152,480 400,480 4,751 
217,850 28,461 2,602 
505,932 93,192 3,398 
274,141 944,741 6,291 
976,56 | 457,251 5,526 
186,131 151,219 3,901 
325,290 40,451 1,866 
500,913 | 8,030,639 14,516 
129,187 63,980 2,746 
159,953 717,374 11,479 
114,750 94,140 3,821 
22,940 7,771 1,055 
12,850 131,281 4,192 
32,345 25,991 1,573 
13,150 96,024 3,987 
49,507 1,395 1,375 
68,845 91,354 2,827 
30,969 26,760 1,625 
45,140 219,980 4,222 
67,916 283,982 4,999 
67,169 | 30,027,533 21,624 
49,995 241,827 3,475 
93,360 119,838 2,881 
14,664 957,381 18,475 
30,080 22,045 1,929 


GENERAL SERVICE 
(over 5,000 kW) 


155 


STREET LIGHTING 


Sales 


kWh 
982,440 
97,920 
340,920 
93,960 
72,000 


127,800 
61,920 
900,000 
58,320 
559,080 


170,640 
144,000 
115,920 
432,360 
41,400 


1,193,040 
52,560 
155,520 
2,253,960 
571,320 


263,520 
109,440 
7,922,520 
140,040 
456,480 


146,160 
47,160 - 
190,800 
59,400 
152,640 


24,120 
223,560 

68,400 
452,880 
482,760 


30,069,720 
555,840 
292,680 
549,360 
115,920 


Revenue 


$ 
16,523 
1,795 
5,378 
1,584 
1,199 


2,130 
969 
15,308 
93] 
9,843 


2,853 
2,428 
1,94] 
7,630 

653 


19,797 
928 
2,512 
38,069 
9,936 


4,227 
1,686 
141,903 
2,222 
7,677 


2,208 
727 
3,113 
908 
2,421 


404 
3,429 
1,151 
7,593 
8,289 


431,165 
9,805 
5,062 
9,594 
1,704 


156 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICI 
For the Year En 


RESIDENTIAL SERVICE 


Mthly. 
Use R 
per I 
Sales Revenue {Customers} Cust. k 


MUNICIPALITY TOTAL TOTAL 
SALES REVENUE 


. kWh $ kWh $ 

Flesherton ......sssssssssssseee 5,304,310 104,641 299 2,604,350 49,336 232 
Fonthills cape. 11,067,534 249,895 953 7,800,148 177,409 850 
Forests. 8 ees, 19,412,892 389,908 1,121 10,890,250 216,591 936 
Frankford ..nsccssssssssesseee 10,875,004 199,758 733 7,298,102 134,571 628 
Galtee Aes. 345,571,039 6,324,464 | 13,162 105,706,367 2,166,549 | 11,680 
GeorgetowD vcessssssssssnsee 117,440,295 2,011,247 5,704 53,488,468 968,546 5,163 
Glen6deiiccntctes. 10,951,595 235,608 | 845 4,728,619 101,648 688 
Gloucester Twp... 362,772,651 7,199,883 | 14,873 171,271,058 3,724,731 | 13,624 
Goderich. ccssonsctniectllen 81,356,735 1,445,033 3,000 27,221,308 546,291 2,561 
Grand Bend oiccsscsccsssssees 8,274,370 191,640 866 4,578,500 108,506 725 


403 


Grand Valley <.strcccccs1--- 6,381,140 122,293 482 4,305,200 80,493 


GANNON a iscccaccctesvocseonascoree 1,688,930 36,315 132 1,126,900 23,002 114 

GravenhufSt.........2:cs0000 29,188,804 585,825 1,809 14,989,664 308,915 1,509 

GGTIMS DY eoceces ecpenertecceeaces 35,009,711 678,800 2,509 16,761,620 345,542 2,163 

CLT) i crtenerererrenentcenteare 687,166,027 12,650,885 21,147 212,357,494 4,633,076 19,342 

Plapersville cierercccceevesreers 14,819,786 3335317 996 7,073,490 163,929 830 
Ra milto nites -csccrecscresesceeess 5,163,475,993 80,387,343 113,685 726,094,542 15,579,705 | 102,708 

Fan OVED eecsetestesesesessesceeee 56,626,151 1,067,058 2,266 18,738,075 374,148 1,934 
FV Arriston aecesssceeeacerecereree 14,222,694 295,887 825 7,035,024 153,750 677 
FR ATlOW fecctecresscecteasceoccteers 14,720,209 334,699 834 7,709,635 176,076 655 

AAStin pSieccsscescayentsceemnccras 7,059,225 147,861 4,273,100 90,273 430 
Blavelockinss-cccs-seecrssscsent 6,717,710 126,425 4,336,840 79,319 453 
Hawkesbury............0000 128,732,737 2,064,845 34,923,580 625,447 2,939 
HCarstistececcceprcsceeceters 52,680,932 981,100 16,406,770 347,437 1,090 
Blersall rieecccaneqnesteeescrsee 11,189,145 250,014 3,751,450 70,829 327 
espeleticrccsncactenene 74,341,499 1,301,274 17,605,961 372,639 2,211 
MAISTO AUC recncecccneneectatenetad 2,430,730 55,610 1,096,300 23,223 165 
| Lophy CU wereerern norprrec aac 894,780 20,815 696,050 15,459 82 
Huntsville scc2ccte ssetsercssns 33,560,116 645,705 13,076,300 268,856 1,282 
Mn SersOl lees ccaresneeeerseteree 59,459,073 1,143,284 22,202,826 496,509 2,756 
NT OGUONS ccryccseer cee cccteecaresaes 18,421,360 327,011 4,800,350 100,841 402 
MW BEVIS corte covsasencne at nnee ees 5,918,457 116,255 2,711,600 57,089 388 
Kapuskasing ..........s00 43,680,873 991,972 22,550,991 519,531 2,164 
KReemiptvitle:.cns.,-ctecscesseters 22,695,348 479,735 11,130,346 249,144 901 
Rem Ora ieascessisccsceccssesssesse 77,124,478 1,601,176 35,456,415 755,280 4,232 


Kale Sin eee actescecsceece 3,458,053 77,133 2,154,433 47,755 262 
NCAR ect coracncox eas 41,146,270 795,048 25,545,575 489,255 1,716 
Lipa pean ice neem 11,113,440 190,858 6,753,200 115,833 530 | 
Kin BSt Oi scene cageceneetesansee = 489,439,900 9,038,623 155,086,693 3,207,246 16,842 | 
Koin psville ye peresaccarners-n---s 35,897,733 716,259 16,781,399 371,808 1,691 | 


Statement C 157 


ALES, REVENUE AND CUSTOMERS 
ecember 31, 1976 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 
P Rev. 
Custo- Custo- | per 
Sales Revenue mers Revenue mers kWh Sales Revenue 


kWh $ kWh kWh $ 
2,604,200 53,742 3,239 95,760 1,563 
3,079,466 69,338 2,528 187,920 3,148 
8,143,922 167,104 3,719 378,720 6,213 
3,388,622 62,479 2,689 188,280 2,708 
235,265,312 4,079,287 13,405 4,599,360 78,628 
62,646,107 1,023,223 10,206 1,305,720 19,478 
5,988,256 129,979 3,338 234,720 3,981 
152,227,037 2,903,058 10,506 3,771,360 68,531 
53,041,027 881,229 10,057 1,094,400 17,513 
3,367,190 77,857 1,732 328,680 53217 
1,965,420 40,072 2,060 110,520 1,728 
528,190 12,788 2,668 33,840 525 
13,720,340 269,075 3,929 478,800 7,835 
17,455,731 321,089 4,216 792,360 12,169 
354,867,333 6,204,953 16,549 112,545,360 1,687,153 7,395,840 125,703 
7,442,456 163,955 3,725 a — 303,840 5,433 
252,748,715 | 23,148,111 9,543 3,156,314,416 } 41,122,294 28,318,320 537,233 
37,375,436 684,267 9,396 512,640 8,643 
6,903,990 137,410 4,052 283,680 4,727 
6,802,134 155,057 S221 208,440 3,566 
2,591,005 54,457 2,273 195,120 3313) 
2,202,670 44,350 2,198 178,200 2,756 
92,837,877 1,424,779 23,768 971,280 14,619 
35,897,602 627,319 13,598 376,560 6,344 
7,311,335 177,081 7,003 126,360 2,104 
56,045,778 917,791 18,833 689,760 10,844 
1,295,550 31,730 55557 38,880 657 
181,450 5,061 657 17,280 295 
20,182,496 S135 5,810 301,320 5,114 
35,926,767 625,637 8,027 1,329,480 21,138 
13,501,850 224,248 13,395 119,160 1,922 
3,051,337 56,827 2,890 155,520 2,339 
| 20,445,522 460,684 4,726 684,360 11,757 
11,154,962 223,384 5,738 410,040 7,207 
39,928,543 814,160 4,760 1,739,520 31,736 
1,193,100 27,570 2,009 110,520 1,808 
15,020,375 296,588 4,077 580,320 9,205 
4,248,640 73,385 4,917 111,600 1,640 
329,023,767 5,742,555 8,145 5,329,440 88,822 
18,632,494 336,382 5,281 483,840 8,069 


i 
{ 
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Magnetawan ........eee 
Markdale..,....steestas: 
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Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICT 
For the Year Enc 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue [Customers 


kWh $ kWh $ 
1,478,500 27,685 1,024,920 18,656 95 
1,097,880,628 21,046, 166 308,940,819 6,422,618 35,896 
8,354,109 171,680 5,055,079 105,059 408 
10,490,564 198,730 7,381,955 142,484 763 
4,548,970 100,669 339 2,786,270 61,132 283 


3,628,880 65,922 242 2,237,200 39,828 
6,518,696 157,743 500 4,911,320 117,130 
2,899,836 53,927 191 1,724,081 33,530 
82,237,805 1,568,237 4,099 26,082,040 592,453 
130,657,144 2,489,337 4,984 44,445,075 954,753 


51,949,264 922,131 L919 18,491,751 346,264 
1,746, 199,230 32,197,994 78,599 584,804,604 13,228,795 
8,775,640 187,200 564 6,214,220 129,082 
17,696,815 355,796 931 9,359,844 188,855 


8,533,320 176,167 554 4,778,060 96,603 


2,890,358 61,111 198 2,043,069 42,989 
11,742,224 229,664 679 6,112,300 115,958 
1,172,485 23,604 133 728,295 14,508 
11,355,340 241,238 601 6,198,030 130,838 
95,802,988 1,927,965 4,545 56,748,142 1,180,031 


188,210 623 5,277,141 117,848 


8,613,135 


1,215,580 24,995 896,700 18,138 104 
8,468,593 155,887 5,729,120 106,127 400 
5,949,436 108,684- 3,193,043 56,418 286 
5,154,060 121,331 4,012,640 93,196 363 


36,146,799 724,803 14,932,357 336,264 1,573 


3,608,708 70,854 2,180,560 39,734 240 
6,157,818 135,334 3,052,080 73,224 317 
111,595,013 2,172,996 35,397,750 780,757 S199 


5,930,400 115,122 4,250,300 76,731 322 


4,719,542 105,241 3,454,735 77,051 315 
107,610,445 2,068,003 38,253,115 828,606 3,889 
10,194,850 216,228 4,785,750 98,865 448 
2,345,449,899 40,844,189 573,043,969 11,439,236 53,753 


23,049,414 491,677 10,509,404 217,742 962 


2,935,950 75,415 2,010,850 52,728 297 
2,366,270 49,332 1,386,750 29,114 132 
16,160,690 322,874 9,570,028 193,306 814 
5,695,211 116,135 3,732,207 74,464 429 


25,626,830 510,125 14,138,390 276,082 1,243 
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\LES, REVENUE AND CUSTOMERS 
acember 31, 1976 


GENERAL SERVICE 
(over 5,000 kW) 


GENERAL SERVICE 


(under 5,000 kW) STREET LIGHTING 


Custo- 
mers kWh Sales Revenue 


Custo- 
Sales Revenue mers 


Revenue 


kWh $ kWh kWh kWh $ 
408,220 8,333 1,237 oo —: 45,360 696 
549,644,609 10,859,501 12,066 224,949,200 3,496,605 14,346,000 267,442 
3,114,350 63,553 3,708 —_ 184,680 3,068 
2,868,849 52,695 2,748 239,760 3,551 
1,669, 100 38,095 2,929 93,600 1,442 
1,255,600 24,157 1,868 136,080 1,937 
1,452,936 37,596 2,052 154,440 3,017 
1,097,995 19,202 3,735 77,760 1,195 
55,105,645 958,551 7,186 1,050,120 15233 
84,908,869 1,511,866 9,889 1,303,200 22,718 
32,853,433 565,777 10,694 604,080 10,090 
040,898,786 17,128,981 12,636 21,875,040 344,439 
2,395,460 55,258 2,644 165,960 2,860 
7,910,011 159,553 4,530 426,960 7,388 
3,580,660 76,561 2,828 174,600 3,003 
753,689 16,553 2,564 93,600 1,569 
5,373,604 109,559 2,756 256,320 4,147 
386,230 8,295 1,038 57,960 801 
4,960,750 106,880 3,518 196,560 3,520 
37,921,566 728,237 7,158 1,133,280 19,697 
3,076,074 66,057 2,302 259,920 4,305 
271,000 6,092 1,158 47,880 765 
2,545,433 46,929 3,421 194,040 2,831 
P2273 49,864 3,006 159,120 2,402 
963,940 24,821 2,086 177,480 3,314 
20,568,602 377,507 6,302 645,840 11,032 
1,352,548 29,896 1,818 75,600 1,224 
2,915,298 58,988 3,422 190,440 Sy122 
75,460,343 1,380,048 12,354 736,920 12,191 
1,532,500 36,046 1,271 147,600 2,345 
1,168,687 26,505 1,820 96,120 1,685 
67,829,490 1212992 11,691 1,527,840 26,405 
5,154,940 112,904 4,111 254,160 4,459 
312,827,117 | 23,000,071 18,421 21,370,320 351,798 
12,201,250 268,477 6,476 338,760 5,458 
840,500 21,5: 2,918 84,600 1,370 
913,280 19,095 3,459 66,240 1,123 
6,264,142 124,281 3,824 326,520 5,287 
1,848,164 39,804 2,334 114,840 1,867 
11,150,040 228,515 3,391 338,400 5,528 
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Napanee. 


Nepean Two. ........c00000 


Newbury 


New Hamburg............... 
Newmarket :i22:-0-.04. 


Niagara... 


Niagara® Falls 22227:.-0-. 
Nipigon Twp..........0 
North Bay, ...:..cce-2-t- 
North Yorkin cassette. 


Norwich.. 


Omemee. 


Owen Sound .............0.. 


Paisley .... 


Palmerston ..2....cceessseeas- 


PAIKY WSOUNG Gs ctsecceseetasecs 
Pembroke): ee rex 


Petrolia... 


Pickering 
Picton ..... 


Plantagenet \.cssctess. 


Plattsville 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT 
For the Year Ende 


RESIDENTIAL SERVICE 


Rev. 

TOTAL TOTAL per 
SALES REVENUE Revenue jCustomers kWh 

kWh $ kWh $ ¢ 

38,039,794 750,406 2,105 12,762,483 284,713 1,729 22 
569,948,957 11,044,467 18,069 226,939,360 4,841,890 16,112 231 
2,635,740 57,282 242 1,976,450 40,621 202 2.0 
1,737,473 39,444 175 1,313,993 29,863 150 22 
3,056,055 68,821 243 1,953,880 44,437 210 22 
2,093,750 42,052 179 971,550 19,971 146 2.0 
14,651,113 306,173 703 8,071,626 169,168 609 2 
26,953,498 564,187 1,215 14,095,354 295,380 1,043 2.1 
110,037,869 2,133,506 4,341 54,858,750 1,087,958 3,828 1.9 
20,289,890 421,951 1,251 8,690,740 197,460 1,067 2.2 
374,093,983 7,703,985 22,002 137,263,926 3,288,156 19,617 2.4 
17,207,111 375,422 927 8,259,298 193,005 764 22 
408,728,118 8,054,369 17,424 174,823,692 3,785,375 15,173 2.1 
4,110,406,341 79,354,371 137,135 1,302,458,306 27,573,160 122,800 2.1 
8,271,580 189,870 838 5,916,970 135,349 719 2.2 
7,858,990 160,193 538 4,978,420 100,038 466 2.0 
928,833,049 16,468,359 20,631 208,174,742 4,844,785 17,853 2.3 
2,496,310 58,043 305 1,596,070 36,643 229 2.3 
4,869,189 95,069 350 2,720,767 54,415 304 2.0 
71,332,662. 1,402,363 4,163 29,733,700 656,656 3,700 22 
217,496,658 4,266,979 8,750 80,218,259 1,636,215 7,646 2.0 
6,718,194 150,144 439 4,316,140 92,196 369 2.1 
1,033,486,289 18,940,938 31,749 309,262,086 6,445,264 28,416 2.0 
3,336,966, 168 61,139,534 104,863 884,964,274 16,910,979 92,287 1.9 
3,209,208 65,248 318 2,108,210 41,524 260 1.9 
177,172,652 3,212,010 7,154 63,191,570 1,271,668 6,126 2.0 
7,961,863 169,772: 460 5,893,396 122,678 382 2.0 
12,060,520 261,822 823 7,320,280 158,824 697 2.1 
40,877,702 864,156 2,612 16,579,550 397,032 2,278 2.3 
10,916,080 223,236 576 5,575,210 112,177 469 2.0 
43,399,200 857,551 2,398 24,598,421 489,763 1,990 1.9 
111,352,747 2,406,211 5,456 47,298,565 1,116,016 4,626 2a 
41,436,039 809,282 1,761 20,093,080 418,250 1,533 2.0 
50,585,230 1,039,814 2,566 19,464,788 459,606 2,166 28 
$42,815,294 9,913,600 20,869 194,872,180 4,152,439 18,443 ys) 
22,555,791 525,796 1,652 11,435,940 281,231 1,425 24 
16,516,567 316,515 980 7,648,257 160,293 873 2.1! 
33,300,624 693,508 1,956 15,921,660 350,041 1,582 2.21 
6,936,772 144,823 316 4,145,032 89,344 259 2.1 
5,132,619 94,604 226 1,893,904 34,670 181 18. 
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ALES, REVENUE AND CUSTOMERS 
lecember 31, 1976 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


, Rev. 
Custo- | per 
Revenue mers kWh Sales Revenue 


kWh $ 
441,360 7,057 
2,729,880 49,402 
66,960 1,065 
51,120 766 
67,320 1,160 


Custo- 
Sales Revenue mers 


kWh $ 
24,835,951 458,636 5,556 
340,279,717 6,153,175 14,843 

592,330 15,596 1,250. 
372,360 8,815 1,267 

1,034,855 23,224 2,613 


1,053,440 20,981 2,743 
6,367,447 133,088 5,675 
12,448,464 261,511 6,157 
53,582,519 1,016,380 8,713 
11,173,270 217,271 5,060 


68,760 1,100 
212,040 S97 
409,680 7,296 

1,596,600 29,168 
425,880 7,220 


229,298,137 4,286,531 8,064 
8,814,613 180,034 4,534 
230,928,306 4,215,395 8,639 
2,667,221,635 | 49,551,233 15,666 
2,193,330 ST 1,523 


7,531,920 129,298 
133,200 2,383 
2,976,120 53,599 
43,358,400 | 820,199 
161,280 2,750 


97,368,000 


1,409,779 


427,269,115 


5,816,117 


2,726,130 57,671 72 
286,986,592 5,682,247 2,775 
810,600 19,961 76 
2,046,902 39,029 46 
40,851,962 734,086 463 


3,269 
8,809 

855 
3,708 
7,401 


154,440 2,484 
6,402,600 125,210 
89,640 1,439 
101,520 1,625 
747,000 11,621 


133,989,439 2,574,570 1,104 
2,299,814 56,025 70 
316,795,878 5,983,698 3,327 
2,087,491,537 | 38,476,880 | 12,567 
1,015,318 22,364 58 


10,599 
2,798 
8,162 

13,983 

1,471 


3,288,960 56,194 
102,240 1,923 
9,772,200 177,328 
30,741,480 579,913 
85,680 1,360 


397,656,125 
333,768,877 


6,334,648 
5,171,762 


111,711,282 1,903,333 1,028 
1,971,267 45,393 78 
4,405,080 97,363 126 

23,157,312 448,765 334 
5,161,950 108,146 107 


9,087 
2,120 
3,034 
5,857 
4,020 


2,269,800 37,009 
97,200 1,701 
335,160 5,635 
1,140,840 18,359 
178,920 oS 


18,113,899 357,201 408 
62,208,822 1,257,918 830 
20,869,919 383,220 228 
30,486,482 570,291 400 
273,387,474 4,685,616 2,425 


35/55 
6,284 
8,165 
6,448 
9,455 


686,880 10,587 
1,845,360 825217 
473,040 7,812 
633,960 S917 
6,445,080 105,992 


10,809,531 2395257 227 
8,642,950 152,591 107 
16,690,284 332,200 374 
2,646,300 53,137 57 
3,179,315 58,901 45 


3,916 
1239 
3,764 
3,938 
6,091 


310,320 5,308 
225,360 3,631 
688,680 11,267 
145,440 2,342 

59,400 1,033 
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Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT 
For the Year Ende 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Revenue |Customers 


kWh $ kWh $ 
41,495,239 747,073 5,555,530 131,689 
3,002,670 79,007 1,966,950 52,358 
107,424,100 2,049,834 34,354,262 835,102 
166,755,007 2,638,131 14,678,688 315,724 


17,652,611 456,365 8,866,112 262,092: 


50,854,506 1,028,250 30,800,195 634,773 


112,166,434 2,075,760 35,985,774 843,788 
10,092,720 219,632 7,070,130 13932317 
26,356,446 536,452 14,531,330 293,029 


3,392,995 75,029 1,912,310 42,403 


11,098,945 235,617 7,070,632 152,915 


32,677,086 611,304 14,764,105 274,030 
141,325,387 2,616,992 47,336,228 956,054 
654,570 14,727 587,500 13,106 


2,793,455 51,331 2,015,525 35,182 


2,739,850 
7,404,691 

6,929,270 
55,954,324 
16,402,095 


55,925 
155,291 
124,301 

1,106,564 

341,400 


2,112,540 
4,383,674 
3,400,760 

27,972,667 

11,142,275 


43,589 
93,710 
64,689 

578,136 

235,999 


151,809,811 2,950,536 


51,330,280 1,157,660 


18,181,888 422,807 7,804,474 198,156 
5,034,290 88,519 283 3,507,710 61,265 
21,539,956 454,391 13,912,016 300,510 
5,608,610 118,598 383 3,964,970 83,246 


463 
174 
313 
40,784 
626 


4,637,244 
1,698,990 
5,759,419 
1,214,843,855 
9,367,186 


86,998 
37,679 

111,087 
22,373,453 
206,905 


2,484,880 
1,228,760 

4,031,560 
268,272,772 
6,702,813 


46,799 
27,025 
76,139 
6,663,039 

157,860 


342 


6,748,865 120,896 2,735,500 51,402 


12,210,453 198,388 320 3,505,240 63,611 
32,477,590 603,811 1-959 16,110,720 317,896 
205,788,926 4,002,231 9,882 67,114,266 1,612,407 


58,331,851 1,287,660 4,055 45,088,740 1,018,860 


541,077,970 
2,673,064,208 
13,605,349 
14,252,079 
20,470,470 


8,915,878 
50,910,452 
278,110 
322,003 
423,629 


17,485 
90,133 
714 
900 
1,106 


146,946,710 
930,604,020 
8,088,695 
6,864,651 
14,000,650 


2,900,600 
18,778,131 
166,776 
164,237 
283,699 


Statement C 163 
ALES, REVENUE AND CUSTOMERS 
lecember 31, 1976 
GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 
Rev 
| Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 
kWh $ kWh $ 
35,489,349 607,827 19,142 450,360 7,557 
986,400 25,870 1,061 49,320 7719 
71,726,678 1,192,781 8,619 1,343,160 21,951 
65,692,639 1,209,972 8,641 1,093,634 1,039,680 18,801 
8,450,259 188,257 3,194 — 336,240 6,016 
19,444,111 382,621 7,076 —_ 610,200 10,856 
45,551,660 822,184 8,890 390,191 1,125,000 19,597 
- 2,867,790 77,997 7,134 154,800 2,398 
11,516,236 237,885 4,275 308,880 5,538 
1,373,405 31,012 1,085 107,280 1,614 
3,681,633 77,630 D2NS 346,680 5,072 
17,516,981 330,942 SLAY 396,000 6,332 
91,846,799 1,625,994 14,122 2,142,360 34,944 
48,350 1,320 504 18,720 301 
726,090 15,338 1,407 51,840 811 
559,630 11,200 2,826 67,680 1,136 
2,867,297 59,169 2,389 153,720 2,412 
3,383,790 57,308 9,245 144,720 2,304 
27,245,457 517,052 4,725 736,200 11,376 
5,036,260 101,799 5,246 223,560 3,602 
99,093,891 1,769,024 10,795 1,385,640 23,852 
9,769,014 214,032 4,307 608,400 10,619 
1,442,700 25,972 PPG RO) 83,880 1,282 
7,365,500 149,388 4,218 262,440 4,493 
1,439,880 31,931 2,243 203,760 3,421 
1,965,884 37,625 1,986 186,480 2,574 
415,150 9,752 1,609 55,080 902 
1,607,259 32,931 3,620 120,600 2,017 
351,710,563 6,785,381 8,107 14,420,520 258,510 
2,480,773 45,902 6,080 183,600 3,143 
3,891,685 67,557 6,552 121,680 1,937 
8,566,973 132,496 12,416 138,240 2,281 
15,791,590 276,990 4,617 575,280 8,925 
136,061,780 2,346,855 11,035 2,612,880 42,969 
12,897,151 262,872 4,633 345,960 5,928 
284,699,420 4,629,763 12,859 102,662,400 1,279,738 6,769,440 105,777 
1,443,667,398 27,873,674 12/551 266,528,510 3,706,567 32,264,280 552,080 
5,191,214 105,830 4,702 325,440 5,504 
7,016,268 151,358 4,252 371,160 6,408 
6,101,180 133,634 3,345 368,640 6,296 
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SIFACHTOY®: ces sceserscessteacccrers 
Streetsville ..............00000 


Sturgeon 


Batis: prc 


Sundridge ...............s.ser000 
SUtlON acct miescneteorsceecte 


‘Tavistock 
Tecumseh 
Teeswater 


reer trrerer er erite tiie 


Terrace Bay Twp.......... 
PNAMESLONG <tecrecrtencacscsass 


PUMA OS VIG ercccecreeeseecae 


Thedford 
Thessalon 


Thornton 
Thorold .. 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT) 
For the Year Endet 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Revenue {Customers 


kWh $ kWh $ 
119,847,583 2,482,803 41,564,512 1,070,956 
22,429,350 491,425 11,259,190 262,839 
82,148,916 1,609,970 31,860,043 746,580 
26,608,449 563,508 17,909,660 383,781 


5,625,860 127,922 2,857,610 66,396 


8,018,436 160,404 5,160,570 98,096 402 
2,348,660 45,220 1,693,000 31,402 165 
14,267,430 312,224 9,101,100 201,108 936 
10,141,481 200,413 5,982,986 116,600 541 
37,654,645 727,140 20,043,013 407,229 1,941 


339,750 
1,805,919 
495,307 
399,741 
491,146 


1,606 
7,936 
2,399 
2,121 
1,890 


37,005,313 
252,023,395 
50,224,713 
47,156,084 
38,793,362 


699,902 
4,875,975 
1,073,944 

935,148 
811,761 


17,236,265 
83,056,941 
21,874,540- 
18,771,920 
23,442,587 


630,260,163 13,163,209 289,298,413 6,105,246 26,250 
4,161,740 74,100 2,660,750 44,894 257 
6,875,620 123,145 3,892,950 64,960 297 

21,197,585 394,286 10,760,290 201,029 898 
7,532,420 138,175 332 3,799,510 70,485 268 


655 
1,800 


7,493,400 
14,185,695 


153,892 
302,419 


14,752,830 
27,101,534 


295,235 
509,007 


8,514,122 149,595 448 3,900,815 67,648 
15,970,215 294,113 654 8,678,340 166,573 
10,757,153 191,807 543 5,934,753 112,862 482 


6,034,126 156,908 462 3,012,620 66,183 371 
4,661,538 91,488 327 2,681,880 50,616 253 
10,154,844 215,721 662 5,896,450 124,777 550 
11,696,065 258,449 725 5,661,100 134,347 603 
2,281,502 46,302 162 1,323,820 26,306 131 


150 

2,483 
33,901 
1,296 
2,484 


170 

2,791 
37,597 
1,511 
3,022 


36,944 

441,205 
7,373,066 
225,154 
459,839 


2,616,680 

44,849,013 
896,952,533 
28,578,257 
64,092,821 


52,233 
939,483 
18,049,470 
601,835 
1,330,340 


1,837,500 
16,554,435 
326,404,550 
9,993,181 
19,947,010 


131,327,640 
259,858 
3,165,255 
263,365 
455,856 


25,107,070 
167,578 
1,010,410 
124,044 
211,941 


164,116 
826 
4,878 
569 
977 


195,601 
924 
5,558 
734 
1,198 


TP 169,913:253 
11,224,930 
183,461,980 
13,582/080 
23,813,550 


1,257,110,145 
7,001,450 
48,134,944 
6,468,005 
11,154,500 


Statement C 


SALES, REVENUE AND CUSTOMERS 
Yecember 31, 1976 


GENERAL SERVICE 
(over 5,000 kW) 


GENERAL SERVICE 
(under 5,000 kW) 


Custo- 


Sales Revenue mers 
kWh $ 
76,520,151 1,382,183 9,168 
10,847,960 222,964 5,271 
49,150,553 845,876 7,314 
8,144,749 170,313 4,337 
2,622,450 59,110 1,987 
2,717,466 59,958 3,330 
$81,500 12,694 1,491 
4,876,890 106,323 2,665 
~ 3,952,575 80,548 2,780 
16,901,712 308,177 5,714 
19,319,768 353,006 6,252 
165,272,854 3,006,212 13,725 
27,660,413 566,703 6,820 
27,515,844 $20,150 7,066 
14,809,335 311,245 4,976 
332,436,590 6,897,096 9,230 
1,412,070 27,891 2,307 
2,854,150 56,163 2,233 
10,190,695 189,294 4,215 
3,577,030 65,170 4,352 
7,059,990 138,149 5,072 
12,494,999 200,434 7,132 
4,455,627 79,431 4,760 
7,016,835 122,957 9,066 
4,672,640 76,724 6,280 
2,750,426 85,982 25533 
1,815,498 38,226 2,072 
3,945,914 85,547 2,989 
5,790,525 119,932 4,005 
837,802 18,123 DDD 
734,900 14,559 3,062 
27,431,298 483,937 7,749 = 
542,638,663 10,169,629 12,316 257,953 
18,023,476 367,040 6,937 — 
43,011,811 850,880 538 6,776 — 
279,943,194 80,346,878 | 31,463 11,373 1,565,373,540 }| 24,730,875 
4,040,600 89,021 98 3,489 — a 
| 81,499,516 1,424,952 679 | 10,099 52,052,000 700,781 
| 6,918,955 136,465 165 3,505 
12,432,970 240,281 221 4,841 
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STREET LIGHTING 


Sales 


kWh 
1,762,920 

322,200 
1,138,320 
554,040 
145,800 


140,400 

74,160 | 
289,440 
205,920 
709,920 | 


449,280 
3,693,600 
689,760 
868,320 
541,440 


8,525,160 
88,920 
128,520 
246,600 
155,880 


199,440 
420,840 
157,680 
275,040 
149,760 


271,080 

164,160 
312,480 | 
244,440 
119,880 


44,280 
863,280 
13,909,320 
561,600 
1,134,000 


67,486,374 
182,880 
1,775,520 
195,120 
226,080 


Revenue 


$ 
29,664 
5,622 
17,514 
9,414 
2,416 


2,350 
1,124 
4,793 
3,265 
11,734 


7,146 
63,844 
11,934 
153257 

9,370 


160,867 
1,315 
2,022 
3,963 
2,520 


3,194 
6,154 
2,516 
4,583 
2,221 


4,743 
2,646 
37397 
4,170 
1,873 


730 
14,34] 
248,822 
9,641 
19,621 


1,142,817 
Sie 
2912 
2,856 
3,634 


166 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kWh $ kWh $ kWh ¢ 
Vankleek Hill................. 9,146,956 175,434 656 5,507,600 104,277 549 848 1.89 
Vaughan Twp. ...........-.-. 335,903,697 6,509,584 8,988 84,211,259 1,867,212 7,191 995 2.22 
Victoria Harbour........... 7,418,074 164,133 610 5,513,540 121,681 561 821 2.21 
Walkerton :.-2..ce.0-c<--- 44,682,526 836,145 1,814 18,366,750 366,746 1,534 1,006 2.00 
Wallaceburg...............+ 149,111,640 2,721,981 4,018 24,499,630 593,129 3,475 586 2.42 
Wrardsville ccc cctscescte---- 2,644,510 49,489 19] 1,320,180 25,218 144 738 1.91 
Warkworth............0 3,787,523 83,507 285 2,494,350 54,406 224 932 2.18 
Wasaga Beach ............... 30,034,485 807,094 5,107 20,715,529 581,344 4,648 652 2.81 
Waterdown ................0- 14,195,305 283,136 774 6,484,618 134,509 639 874 2.07 
Waterford..........00.02.:..... 13,295,072 337,952 1,035 6,832,307 190,375 919 631 2.79 
Waterloo net iecstsae- 412,423.803 7,762,146 12,038 112,637,905 2,382,885 10,677 904 Je): 
Watford )ieccs:crsteensreers 9,510,911 214,243 640 4,549,670 102,715 513 752 2.26 
Waubaushene................. 4,419,780 104,622 480 3,588,450 84,756 447 670 2.36 
Webbwood.............0+ 2,470,700 Sy TT 171 1,498,600 33,340 144 883 2.22 
Welland fcc -cccteterct-te--- 297,222,148 6,173,479 14,049 77,461,891 1,978,978 12,422 530 253 
Wellesley rrccsrcetsrenceenrerae 4,337,850 86,068 345 3,197,500 60,906 293 932 1.90 
Wellington 2-202. ccnn--.-- 7,021,905 146,881 529 4,582,040 96,902 452 833 2.11 
Westie Core ss -ctrcrcsesssten se 8,783,349 187,653 534 3,877,612 80,514 469 706 2.08 
WW EStpOrtssccscnscentecerneeert <== 5,565,840 115,267 378 2,992,740 65,642 302 864 2.19 
Wiheatleyiccn-sset.cae 9,001,895 181,250 613 5,053,450 99,834 524 808 1.98 
IW ty sercccrsecreemeateranes 229,934,936 4,455,833 8,796 97,841,105 2,080,508 7,894 1,046 2.13 
Wiarton!.tcce ees eres 16,301,720 345,560 965 9,417,900 201,104 804 992 2.14 
Williamsburg ..............-.-. 2,036,220 41,717 154 1,172,280 23,353 114 857 1.99 
Winchestenes.-csscexe-r-c-ee- 23,333,740 419,203 - 761 8,416,980 162,847 628 1,129 1.93 
Windermere? cee: 1,570,675 35,197 149 998,900 23,588 140 597 2.36 
Windsor 5.52.0 1,758,891,801 30,731,704 65,474 448,730,251 9,518,901 58,258 644 2.12 
Wingham..............:csesese0+ 37,720,185 671,736 1,274 13,668,090 246,708 1,090 1,051 1.80 
Woodbridge .............00+: 22,798,278 418,175 922 9,017,430 173,733 767 997 1.93 
Woodstock =2:282.4%22...: 248,858,022 4,515,416 9,453 75,427,190 1,617,400 8,381 755 2.14 
Woodville 452825... 3,136,620 65,547 263 2,317,950 47,367 222 868 2.04 
WY OmMIN g crcccenccseceeanetsaeres 7,994,560 153,112 609 4,812,140 91,852 532 754 1.91 
NOPKieoss cope es 786,428,862 14,417,370 34,736 251,806,702 4,931,779 30,650 687 1.96 
ZUrichieecce.ectee een es 5,422,570 119,965 354 3,452,150 73,402 281 1,029 2.13 
Total ke oo 55,619,643,460 | 1,026,708,242 | 1,941,100 | 16,152,623,151 | 340,934,916 | 1,712,511 794 2.11 


Statement C 


ALES, REVENUE AND CUSTOMERS 
ecember 31, 1976 


Sales 


kWh 
3,396,716 
249,650,518 
1,772,054 
25,984,216 
83,116,850 


1,246,570 
1,163,573 
8,643,236 
7,387,047 
6,232,365 


234,400,298 
4,824,081 
733,050 
905,500 
168,027,536 


1,032,710 
2,359,945 
4,704,497 
2,470,500 
3,772,765 


110,573,331 
6,576,020 
812,100 
14,697,880 
| 542,975 
818,899, 10 
23,695,695 
13,396,728 
169,722,472 

763,950 


1,833,260 
724,507,257 


GENERAL SERVICE 


GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) 


Rev. 
Custo- | per 
Sales Revenue mers kWh 


Custo- 
Revenue mers 
$ kWh ¢ kWh Se ¢ 
67,394 107 | 2,683 | 1.98 — 
4,607,228 | 1,797 | 11,953 | 1.85 _ 
40,209 49 | 3,014 | 2.27 - — — — 
464,239 280 | 7,775 | 1.79 ~ — — _ 
1,555,814 542 | 12,582 | 1.87 39,936,000 543,850 1} 1.36 
23,024 47h, 23258 41:85 
26,989 61 { 1,590 | 2.32, — — — = 
213,411 459 | 2,298 | 2.47, _ — —_ _ 
143,146 135 | 4,847] 1.94 — — — -— 
143,393 116 |} 4,596 | 2.30 | - — — — — 
4,394,069 | 1,360 | 14,659 | 1.87 59,316,000 874,248 1} 1.47 
109,150 127 | 3,178 | 2.26 — _ — - 
18,136 33 Tesi 2a) — — — — 
17,769 27 | 2,902 | 1.96 _ 
3,107,904 | 1,625 | 8,902 | 1.85 46,805,041 | 1,001,474 2} 2.14 
23,398 52 | 1,687 } 2.27 _ 
48,654 77 | . 2,554 | 2.06 _ _ — -- 
103,690 65 | 6,078 | 2.20 — — — — 
48,115 76 | 2,727 | 1.95 — — — — 
78,535 89 | 3,553 | 2.08 — — — _ 
1,991,278 901 | 10,388 | 1.80 18,173,940 326,624 1} 1.80 
139,112 161 | 3,524 | 2.12 - — — _ 
17,460 40 | 1,692 | 2.15 - _ — 
252,697 133 | 9,209 | 1.72 — — — — 
11,133 9} 5,028 | 2.05 - — _ _ 
14,204,154 | 7,210 | 9,533 | 1.73 467,121,200 | 6,607,965 6] 141 
419,351 184 | 9,516 | 1.77 — 
237,886 ASS aietzabl lg 1iti78 — — = = 
2,838,156 | 1,072 | 13,243 | 1.67 — — — _ 
17,322 Alea, s34y 229 — — — — 
59,211 77 | 3,344 | 1.94 — —_ — — 
7,959,076 | 4,083 | 8,716 | 1.87 100,646,305 | 1,382,571 Si fiaikk37 
44,143 73 | 2,093 | 2.41 _ — — — 
544,773,996 | 228,477 | 10,981 | 1.83 | 9,134,224,598 | 130,508,806 1.43 
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STREET LIGHTING 


Sales 


kWh 
242,640 
2,041,920 
132,480 
331,560 
1,559,160 


77,760 
129,600 
675,720 
323,640 
230,400 


6,069,600 
137,160 
98,280 
66,600 
4,927,680 


107,640 

79,920 
201,240 
102,600 
175,680 


3,346,560 
307,800 
51,840 
218,880 
28,800 


24,141,240 
356,400 
384,120 

3,708,360 
54,720 


132,840 
7,863,480 
137,160 
608,288,454 


Revenue 


$ 
3,763 
35,144 
2,243 
5,160 
29,188 


1,247 
22 
12,339 
5,481 
4,184 


110,944 
2,378 
1,730 
1,068 

85,123 


1,764 
1,325 
3,449 
1,510 
2,881 


57,423 
5,344 
904 
3,659 
476 


400,684 
5,677 
6,556 

59,860 
858 


2,049 
143,944 
2,420 
10,490,524 
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FOREWORD 
Report of the Board of Directors to the Minister of Energy 


Larger export power sales, reductions in the projected cost of operation, main- 
tenance and administration, and the continued outstanding performance of 
the Pickering nuclear station were among the chief factors that pushed 1977 
Tevenues $122 million above the original forecasts. 


The probability that these welcome but unexpected developments would prod- 
uce excess revenue for the year was pointed out by Ontario Hydro during the 
July rate hearings of the Ontario Energy Board. Since it obviously exceeded 
the anti-inflation guidelines established for Hydro by the provincial govern- 
ment, the Board of Directors decided that the extra revenue would be returned 
to customers, with interest, in the form of rebates on their bills over the 12 
months of 1978. 


Following the Ontario Energy Board’s review of the 1978 rate proposal, the 
Board of Directors authorized an increase in wholesale or bulk power rates 
effective January 1, 1978, averaging 9.5 per cent, to cover the forecast costs of 
supplying wholesale power to municipal utility and large industrial customers. 
This increase is very close to that recommended by the OEB. The rebate in 
1978 bills will effectively reduce the increase to about 2 per cent. At the munic- 
ipal level, Ontario householders will be paying about 5 per cent more for elec- 
tricity in 1978. The 800,000 retail customers served by the Ontario Hydro rural 
system will be paying about 5.7 per cent more. 


l 
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The favourable operating results experienced by Hydro in 1977 were due to 
the special factors noted above, rather than to the performance of the econo- 
my. Real economic growth in Canada last year was substantially below full 
potential. This less than satisfactory economic performance was one of the fac- 
tors that contributed to a growth in energy consumption for the year of only 
2.2 per cent — the smallest annual increase in 33 years. 


During the fourth quarter, both peak and energy demands dropped below 
those reached a year earlier. This could not be attributed entirely to the econo- 
my; weather conditions were not a factor either, as they were similar in both 
years. These facts suggest that the two extraordinarily large rate increases in 
1976 and 1977, reinforced by the vigorous conservation efforts of Ontario Hy- 
dro, the municipal utilities, the Ministry of Energy and other agencies, are 
leading to new prudence in consumption. 


The 1978 Load Forecast, which was approved by the Board in February of 
this year, reflected these developments in a downward revision in both the 
level of demand and also its rate of growth. The forecast now predicts average 
annual growth of 5.5 per cent until 1987, followed by a slow decline to about 
4.5 per cent by the end of the century. 


Last year’s forecast was for an annual growth rate of 6.5 per cent. Historically, 
electricity demand in Ontario has grown at close to 7 per cent a year — dou- 
bling every 10 years. A 5.5 per cent growth rate means demand will double in 
12.75 years. 


If the forecast growth becomes a reality — and there are a large number of un- 
certainties for the longer term — then the peak demand expected in 1985 will be 
about 3,700,000 kilowatts lower than previously forecast. This means that 
about 2,000,000 kilowatts less generating capacity will be needed than previ- 
ously estimated. The difference of 1,700,000 kilowatts represents the amount 
of generating capacity needed to re-establish the normal level of system relia- 
bility, which had been a casualty of previous cutbacks in the construction 
program. 


In the light of this new data, an intensive review of the current expansion pro- 


gram has been undertaken. Detailed consideration is being given to a wide 
range of options, all of which will be assessed in order to achieve results that 
will be of maximum benefit to the people of Ontario. 
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The solution will not be simply a matter of scaling down planned expansion to 
match forecast demand. There is always a tendency to underforecast during 
periods of slow economic growth and the extent and firmness of apparent 
trends in patterns of consumption are by no means clear. Without an ade- 
quate, reliable supply of electricity the economy cannot improve, and the 
dozen or so years needed to get a new power station from planning — through 
approvals and construction — to operation make it impossible to catch up 
quickly if forecasts prove to be low. 


There are also strong economic arguments for maintaining momentum in the 

nuclear program, if only because of the positive effects on the cost of electric- 

ity to customers. In 1977, for the first time, nuclear energy produced more than 

one-quarter of the total electricity generated by Ontario Hydro. For the sec- 

ond consecutive year, unit 3 at Pickering recorded the highest productivity in 

the world, at 95.6 per cent. Of the 82 largest nuclear reactors in the world, the 
four Pickering units ranked first, third, fourth and sixth in 1977. 


While the outstanding success of Ontario’s nuclear program has been amply 
demonstrated, the Hydro Board of Directors is acutely conscious that if public 
confidence in nuclear power is to be retained, techniques for managing irradi- 
ated fuel must be publicly demonstrated to be environmentally safe. During 
1977 Dr. Kenneth Hare of the University of Toronto completed a study for the 
federal government on the disposal of this by-product of nuclear generation 
and urged early decisions by government so that scientists and engineers can 
begin testing and demonstrating storage techniques. Early in 1978, Dr. Robert 
Uffen, Professor of Geophysics and Dean of Applied Science at Queen’s Uni- 
versity, completed a status report on alternative proposals for the storage, 
reprocessing, and ultimate disposal of used fuel from CANDU reactors. While 
noting the severity of technical problems and the need for greater research, Dr. 
Uffen, who is also Vice Chairman of Hydro’s Board of Directors, concluded 
that the problems of storage and permanent disposal appear to be solvable. He 
observed that too little has been done in Canada, as elsewhere, in responding 
to the legitimate questions and objections of a concerned public and empha- 
sized the need for public participation in assessing alternative plans. 


The Ministry of Energy is actively pursuing the development of a joint pro- 
posal by the Government of Ontario and the Government of Canada which 
would commit both governments and their agencies, Ontario Hydro and 
Atomic Energy of Canada, to develop and demonstrate the safe disposal of ir- 
radiated fuel. 
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In December, a contract was signed with Denison Mines Limited for a long— 
term supply of uranium, followed in January 1978, by the signing of a contract 
with Preston Mines Limited. The contracts, which were subject to government 
approval, culminated four years of negotiations with the Elliot Lake producers 
to secure uranium to fuel Ontario’s nuclear reactors. The two contracts, the 
largest commercial uranium transactions ever negotiated, call for delivery of 
90,000 metric tons (99,000 tons) of uranium oxide between 1980 and 2020, 
which quantities can be adjusted by resale or curtailment if requirements 
should diminish. That uranium represents the energy equivalent of 1.45 billion 
metric tons (1.6 billion tons) of coal. 


The Denison and Preston contracts may well be the most significant ones ever 
negotiated by Ontario Hydro since they commit a substantial part of the 
province’s known uranium resources to the electric power requirement of the 
people of Ontario over the next 40 years. The contracts were approved by the 
provincial cabinet in February, 1978, after a thorough study by government 
and scrutiny by the Legislature’s Select Committee on Hydro Affairs during 18 
days of public hearings. 
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The same Select Committee, during 1978, will also examine the heavy water 
plant construction at the Bruce Nuclear Power Development, monitor the im- 
plementation of recommendations made by the 1976 Select Committee on Hy- 
dro rates, and review Ontario Hydro’s commitment to nuclear energy. 


In its deliberations, the Committee is expected to have the benefit of an in- 
terim report on nuclear energy from the Royal Commission on Electric Power 
Planning, which is due in June. That Commission, headed by Dr. Arthur Por- 
ter, which continued its debate-stage hearings, was one of four public inquiries 
into Hydro affairs over the course of 1977. The Aluminum Wiring Inquiry, 
which concluded its public hearing early in 1978, required extensive participa- 
tion by Ontario Hydro staff. Its report is expected by mid-year. The Ontario 
Energy Board completed its review of Hydro’s 1978 rate proposal during the 
year and also began a separate series of public hearings on the overall subject 
of costing and pricing of electricity in Ontario. The latter hearing is still under 


way. 
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Progress on the restructuring of municipal utilities to rationalize and intergrate 
local distribution systems within regional government structures continued 
during the year. At the beginning of 1978, the number of municipal utilities in 
Ontario stood at 341, compared to 352 at the beginning of 1977. The Board 
recognizes the birth pains that are an unavoidable part of the restructuring 
process. The new utilities are sturdy and healthy entities. They are doing an 
outstanding job in pulling together the staff they need and getting down to 
business. 


The Hydro Board wants to express here a special note of appreciation to the 
municipal utilities and their associations (the Ontario Municipal Electric Asso- 
ciation and the Association of Municipal Electrical Utilities) for their assist- 
ance and co-operation during the year. They have responded quickly and 
effectively to the challenge of conservation, which remains an essential issue 
even with lower forecasts of growth in consumption. 


The Board also wishes to acknowledge the help and support of the ministries 
and agencies of government with which the Corporation deals, in particular 
the Minister of Energy and his staff. 


To end this report on a happy and positive note, the Board once again records 
its admiration and thanks for the dedicated efforts of Hydro employees. With- 
out those efforts the many achievements of the year, recorded and unrecorded, 
would not have come to pass. 


On behalf of the Board, 


Robert B. Taylor, Chairman. 
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The Corporation 


Ontario Hydro is a special statutory corporation that was established by the 
Provincial Legislature in 1906 and now administers an electric power enter- 
prise having broad powers to produce, buy, and deliver electric power 
throughout the Province of Ontario. It now operates under The Power Corpo- 
ration Act, Revised Statutes of Ontario 1970, c. 354 as amended. 


The Corporation is administered by a Board of Directors that consists of a 
chairman, a vice-chairman, a president, and not more than ten other directors. 
The Corporate Office, composed of the president and three vice-presidents, 
concentrates on overall corporate objectives and policies with day—to—day op- 
erations being the responsibility of seven general managers each of whom re- 
ports to a vice-president. 


The prime concern of the Corporation is the provision of electric power to mu- 
nicipalities for resale to the people of the Province. Ontario Hydro also 
provides power to certain direct industrial customers, such as pulp and paper 
mills and mining operations and to retail customers, either in rural areas or in 
communities not served by municipal electric utilities. In addition to supplying 
power, Ontario Hydro exercises certain regulatory functions with respect to 
the electrical service provided by municipalities and maintains seven regional 
offices and 61 area offices suitably located throughout the Province. 


The Power Corporation Act by which Hydro is governed stipulates that ser- 
vice be provided at cost. The Act defines cost as including charges for power 
purchases, operation, maintenance, administration, fixed charges, and reserve 
adjustments. Fixed charges include interest, depreciation, and the provisions 
for the retirement of debt over a 40-year period. 


The Province of Ontario guarantees the payment of principal and interest on 
all bonds and notes issued to the public by Ontario Hydro. In the case of pub- 
lic borrowing in the United States, the Province borrows on behalf of Hydro 
by issuing its own debentures and advancing the proceeds to Ontario Hydro 
upon terms and conditions agreed upon between the Corporation and the 
Treasurer of Ontario. 


8 Operations 


OPERATIONS 
Providing Power and Energy 


A lagging economy, improved conservation practices and substantial rate in- 
creases during 1976 and 1977 were the principal factors contributing. to the 
smallest increase in demand for electrical energy in 33 years — only 2.2 per cent 
over 1976. 


While primary energy demand rose only from 90,853 million kilowatt-hours to 
92,855 million, 1977 recorded some memorable milestones in the production 
of electricity in Ontario. 


Paramount among these was the ascending role of nuclear power in Ontario 
Hydro’s production system. A breakdown of 1977 energy generation by source 
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figures shows that for the first time since their introduction into the system in 
1962, nuclear plants produced more than one quarter of Hydro’s generation. 


The dramatic rise in nuclear—fuelled production — from 0.1 per cent of Hydro’s 
total generation in 1962 to 27.2 per cent in 1977 — can be attributed to the out- 
standing success of the CANDU system, and particularly the Pickering gener- 
ating station. 


The total unit energy cost for Pickering during 1977 was 9.1 mills per kilowatt- 
hour or approximately one-half of the cost of producing electricity under simi- 
lar conditions from Hydro’s most efficient coal-fired plant, Lambton generat- 
ing station, near Sarnia. (One mill equals one-tenth of a cent.) 


The year 1977 also saw Ontario Hydro record an all-time peak demand of 15,- 
901 megawatts on January 18. 


Energy made available million kWh 
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The dependable peak capacity in December reached 21,347 megawatts — 8.5 
per cent above the comparable peak of the previous year. 


Availability of energy in Ontario and the need for assistance by American util- 
ities resulted in total export sales to the United States climbing to a record 8,- 
399 million kilowatt hours in 1977, more than double that of 1976. Total ex- 
port sales in 1977 produced a gross revenue of $205.8 million, compared to 
$86.8 million in 1976. 


FUEL CONSUMED TO PRODUCE ELECTRICITY 


Consumed in Year Change 
Kind of Fuel 1977 1976 In 1977 
% 

Uranium (Mecearrams)it. ie Sisleeoet. 467 280 + 66.8 

CoalbtWicsagrams) avesane' m. Weres ent 8,833,839 7,609,913 + 16.1 

Natural Gas (million cu. metres) ..... 1,284 1,403 — 8.5 

Residual & Crude Oil (cu. metres)... . 398,883 T2222715 —44.8 
Ignition & Combustion Turbine Oil 

(CUSING LEGS Mempet ter erent tt 89,549 77,463 + 15.6 


Energy Conservation 


Planning launched in 1977 by Ontario Hydro’s energy conservation division 
will see two field trials involving load management systems get underway this 
year. 


Load management, the control of customer’s load to reduce demands on the 
utility and to reduce their costs, has a significant potential to lessen the need 
for thermal generation capacity and assist in maintaining reliable service dur- | 
ing system emergencies. | 


One trial will involve a large municipal utility and will obtain experience with — 
recently developed sophisticated hardware for controlling distribution system 
components and customer loads and for meter reading. The other trial will in- | 
volve a small-to-medium municipal utility and will obtain experience with the — 
AM radio control system developed by Hydro’s research division. | 


Industrial surveys in manufacturing plants were continued throughout 1977, — 
with many plants achieving dramatic savings in consumption. Case studies de- 
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veloped with many large retail corporations indicated that impressive financial 
savings can be recorded by recycling waste heat and reducing lighting levels, 
with no impact on consumer sales. One pilot study at an A&P market in To- 
ronto recorded a reduction in electrical consumption of 43,400 kilowatt-hours, 
simply by changing lighting times, reducing light levels and recovering waste 
heat from compressors. 


And Ontario Hydro’s aggressive in-house TRIM program proved in 1977 that 

the Corporation practices what it preaches in the matter of conservation. With 

a target for reduction in total energy consumption of 10 per cent in 1977, the 
| program across the Corporation achieved a reduction of 12.5 per cent. This in- 
cluded energy used for environmental control and lighting of buildings which 
_ was reduced in 1977 by 16 per cent (102 million kWh), while a conservative 
_ estimate of 1977 fuel savings in transport and work equipment is 4 per cent 
~ (300,000 gallons). 


The 1978 energy reduction objective of the TRIM program is a further 6 per 
cent or 52 million kilowatt-hours. 


| Disposal of energy © <7 million kWh 
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Fuel Supply 


On February 28, 1978 Ontario Hydro received provincial government en- 
dorsement of entry into two uranium supply contracts which will meet most of 
the needs of operating and committed nuclear generating stations through the 
year 2000 and beyond. 


The contracts, with Denison Mines Limited and Preston Mines Limited, call 
for the delivery of 90,000 metric tons (99,000 tons) of uranium oxide (U;O3) 
beginning in 1980 and through the year 2020. In Denison’s case, the price to be 
paid is a Base Price, composed of the cost of production plus $5 per pound, 
plus half the difference between the Base Price and a Negotiated Price, which 
is intended to reflect world market conditions in the year of delivery. In 


Preston’s case, the price is the Base Price plus one-third of the way to the 


Negotiated Price. Value of the uranium oxide in present-day dollars is esti- 
mated to be some $7 billion. 


| 


| 
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Negotiations for uranium supplies began in 1974 after Hydro had sought pro- 
posals from every producer and potential producer known to have uranium re- 
serves in Canada. Under the two agreements, Hydro would make prepayments 
totalling an estimated $339 million (in 1975 dollars) to allow the two compa- 
nies to expand their facilities, creating direct, continuing employment of ap- 
proximately 2,600 jobs in the Elliot Lake area. 


Measures to secure a steady supply of western Canadian coal continued when 
agreements for rail and vessel service, terminalling facilities and purchase of 
Tolling stock were executed during the year. Initial shipments of western Cana- 
dian coal using the integrated transportation system are expected to be made 
in July of 1978. 


Coal deliveries to generating stations from US mines totalled 9.1 million me- 
tric tons (10 million tons), 25% greater than in 1976. Supplementary spot US 


| 
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coal purchases were made during the year to compensate for early production 
shortfalls and in anticipation of the United Mine Workers strike in December. 


First deliveries were received in October, 1977 from the US Steel 
Corporation’s Cumberland coal mine in western Pennsylvania under Hydro’s 
30-year contract with that company for 82 million metric tons (90 million 
tons) of coal. The mine is expected to reach full production late in 1979. 


ENGINEERING AND CONSTRUCTION 
Planning 


The expansion of the provincial electrical system in the past year has wit- 
nessed a major effort by Ontario Hydro to involve potentially affected publics 
and governments in the planning process. 


To ensure public debate and input in the matter of line and site locations, 

teams involving several disciplines within Hydro worked directly with citizens. 
and elected officials. As an example, a total of 82 meetings were held in 1977 to 

examine and evaluate 24 projects falling under the new requirements and ex-. 
emption clauses of the Environmental Assessment Act. In Eastern Ontario, 
this process identified four possible generating sites out of a possible 23. In 
each case the Hydro-citizens’ groups examined the study area, the need for the’ 
facility and the alternatives available, as well as the environmental and socio— 
economic factors involved. At year’s end, 28 additional projects were under, 

active public participation planning. 


Construction During 1977 | 


Nanticoke GS: Despite serious technical problems during 1977, Nanticoke’s| 
net peak output of 2,910 megawatts on November 25 is the largest amount of | 
power ever produced at a single thermal generating station in Canada. Techni 
cal problems were first encountered at Nanticoke late in 1976 when defective. 
boiler hanger rods were discovered. The installation of new hanger rods began 
in July 1977, and all eight units were completed by November. Concurrent 
with this problem, cracks were discovered in the generator rotors of units of si- 
milar design in the United Kingdom. Checks were made of the Nanticoke ror 
tors and small cracks were found. | 
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POWER DEVELOPMENT PROJECTS UNDER CONSTRUCTION 
as at December 31, 1977 


UNITS 


Number | Type 


INSTALLED CAPACITY 


Under 
Construction 


INSTALLATION 
SCHEDULE 


DEVELOPMENT 
Installed 


kW kW 

Nanticoke—Lake Erie near 

BOD dJOVEr 7) Bs, ue eee GAS 1972-73-73-74- 3,000,000 1,000,000 

75-76-78-78 

Bruce A—Lake Huron near 

RoINCandine§: 95) AN Kae FE eas 1976-77-77-78 2.400.000 800.000 
Wesleyville—Lake Ontario 

Ben Orvnlopes 7.4 aes Sse 9G 1-52-02 830 ee Peek 2,295,000 
-ickering B—Lake Ontario 

PasWot Toronto: 2 Leet 1981-8 1-82-83 2.160.000 
Thunder Bay—Lake Superior at 

Reeder Bay. ieee ihe hoes 8 1980 300,000 
3ruce B—Lake Huron near 

BCOTAINCE A Wi owl oy oA eS, 1982-83-84-85 3.200.000 
Jarlington—Lake Ontario 

BearNewcastle Jot) .. Ane Aes 1984-85-86-87 eee 3.400.000 
BRMOKAIT TN: pte Ph ee. fk flee Sek [OS22R3e0  . fil Pat gases 400,000 


TC—Thermal-electric conventional 


TN—Thermal-electric nuclear 


Interim corrective action was taken while investigation into the cause contin- 
ued. The investigation is now complete and modifications designed to 
eliminate the problem will be carried out in 1978 and 1979. 


Lennox GS: The fourth and last unit of the 2,295,000-kilowatt oil-fired station 
_ was declared in service in early January, 1977. 


Bruce GS: On September |, the first two units of the 3,200,000-kilowatt Bruce 
A nuclear station were declared in service. The third unit was added in Febru- 
ary, 1978, and the last unit should be in service by early 1979. Work on the 
| Bruce B station is well underway, with the first unit expected to be in service 
by 1983. Work is nearing completion on Bruce Heavy Water Plant B. Al- 
though parts of the plant are now in service, the total plant will not be in full 
Operation until early 1980. Bruce Heavy Water Plant D is under construction 
and 25 per cent complete at year’s end. 


_Arnprior GS: The second and last unit at the 74,100-kilowatt hydro-electric 
Station was declared in service in March, 1977. 
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Thunder Bay GS: Lack of precipitation in northwestern Ontario prevailed 
throughout the first half of 1977, causing a shortage of hydraulic generation. 
Consequently, the coal-fired, 100,000-kilowatt unit at Thunder Bay achieved 
an unprecedented capacity factor of 90 per cent during the January—May peri- 
od. Meanwhile, work continued on the 300,000 kilowatt extension to the 
Thunder Bay station. The two lignite—fired units are expected to be in service 
by 1981. 


Pickering GS: Construction is well advanced on the four—unit Pickering B nu- 
clear station. The first of the 540,000-kilowatt units is expected to be in opera- 
tion in 1981. 


Darlington GS: Site work was started in 1977 on the 3,400,000-kilowatt Dar- 
lington nuclear power station on Lake Ontario between Bowmanville and 
Oshawa. The four—unit station should be fully operational by 1988. 


Wesleyville GS: Following a one year postponement, work resumed on the 
2,295,000-kilowatt Wesleyville station. The first of four oil-fired units should 
be in service near the end of 1981. 


J. Clark Keith GS: Modernization of the four—unit J. Clark Keith generating 
station continued in 1977. The 264,000-kilowatt coal-fired station will be outfi- 
tted with improved electrostatic precipitators and a single stack. These mea- 
sures will help the station meet the air—quality requirements. 


While construction and expansion of thermal plants continues apace, Ontario 
Hydro is also active in the upgrading of some of the older hydraulic plants and 
is studying the technical, economic and environmental possibilities of the 
northerly flowing rivers. 


At the Chats Falls, Abitibi Canyon and Des Joachims hydraulic plants, Hydro 
is installing modern and more efficient generating equipment. It has also 
launched a five-year study program re-examining the economic feasibility of 
previously identified power sites, plant extensions and redevelopment schemes. 


Ontario Hydro is also pursuing the development of small, air—transportable , 
turbine generators for northern and isolated settlements. These generators, | 
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EXPENDITURES ON FIXED ASSETS 1968-1977 


Heavy 


Retail 
Genera- Transfor- Trans- ike Water 
Year, ; ‘ a! Distri- Total 
tion mation mission Plant and 
bution Be 03 
Facilities 


$’000 $’000 $000 $°000 $°000 
B08 Foes. 192,772 38,270 53450 Medeor) Oca gee eee 21,583 329,340 
Ce aie 273,082 62,507 CON 2S ees, 590) 1am ree 22,411 446,695 
BO 5 hace ws 318,236 68,682 6141S S04 10 | ee ee 28.507 511,046 
ea 336,124 BeAr) S345 nS OrlOO #1 ame te 23,541 507,251 
eS Pk es 404,826 54,348 49,362 A cone 20/550 562,148 
Bee set sl, «i DOO 221 53,684 56,709 254,877 26,060 996,590 
ee 611,520 60,657 58,738 58,400 | 48,750 890,060 
OS res 807,486 86,709 111,266 235) Nel 2 22 1,441,682 
BOs Sos, hae 698,387 93912 107,526 321,427 | 49,687 1,326,150 
ne 7133319 123,580 114,359 311,562 | 43,184 1,425,150 


8,436,112 


4,974,039 | 700,314 730,120 427,273 1,197,301 | 407,065 


rated at 150 kilowatts, use siphon penstocks or small dams across only a por- 


tion of the river. Pilot projects are currently under way, including one at Deer 
Lake. 


The design, construction and acquisition of property for the 500-kV transmis- 
sion—line corridor from Middleport transformer station to connect to new 
transformer stations near Milton, Trafalgar and Claireville continued in 1977. 
The 500-kV line from Milton to Trafalgar was completed and significant pro- 
gress was made in the construction of the other line sections. 


Considerable opposition is still being encountered to the route of the 500-kV 
line from Bruce generating station to Milton transformer station. Construction 
commenced on portions of the line between Bruce generating station and Col- 
beck where property rights could be obtained. The completion date for the line 
is indefinite pending the outcome of hearings before the Ontario Municipal 
Board and the Niagara Escarpment Commission. 


Since the third unit of the Bruce A nuclear station began producing power in 
December of 1977, there have been times when energy was locked in due to 
the lack of a 500-kV line. This loss of energy will cost an estimated $12 million 
during 1978 as Hydro turns to more expensive, fossil-fuelled plants in the sys- 
tem to replace the locked-in power. 
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Expropriation hearings were held on the 500-kV line from Lennox generating 
station to Oshawa and the Minister approved the expropriation in February, 
1978. In addition a number of 230-kV and 115-kV transmission lines were 
completed during the year involving the construction of approximately 320 ki- 
lometers (200 miles) of line. 


Research 


_A major program initiated by Ontario Hydro in 1974 to develop a heat pump 
suitable for severities of the Canadian climate continues at Hydro’s research 
center and has been augmented by funds from the Canadian Electrical 
Association. 


Utilizing a newly completed test laboratory that can simulate every type of 
Canadian environmental condition, design of the prototype heat pump is es- 
sentially complete and construction of the unit is now in progress. The sched- 
uled completion date is June 1979, following which 12 months of field trials 
will be required. 


Heat pumps can extract up to three units of heat from outside air, which is so- 
lar heat, for each unit of electricity consumed, thus representing substantial 
savings in energy use. 


In a similar field Hydro researchers are testing a model of a rotating heat-re- 
claiming device, called a ‘thermal wheel‘ that reclaims heat from the exhaust 
system of a residence and uses it to heat outside air required for ventilation 


purposes. 


In co-operation with the Ministry of Energy, research on solar—assisted water 
heaters continued, with several commercial units being evaluated. Develop- 
ment of wind generators to supply part of the power requirements in isolated 
windy areas also continued in 1977. 


Hydro researchers are also working on two new heavy-—water processes that 


have the potential of replacing the present hydrogen-sulphide process. One in- 


volves distilling water, using the waste heat from generating stations as the en- | 


ergy source. The other uses a laser light to select deuterium-containing mole- 
cules from abundant hydrogen—containing molecules. 


| 
| 
| 
| 


Supply 19 


SUPPLY 


Compared with the $1 billion value of awards in 1976, the 1977 total value 
stood at $1.4 billion, excluding the value of primary fuel. The $400 million rise 
over 1976 can be attributed to increased buying activity associated with a 
growth in Ontario Hydro’s construction program which moderated during 
1976. 


During 1977, outstanding commitments increased from $1.77 billion in 1976 to 
$1.95 billion. 


Excluding primary fuel, 86 per cent of the total value of 1977 purchases were 
directed to Canadian sources, and 88 per cent of this business was placed in 
Ontario. Ontario Hydro is therefore continuing in its efforts to award business 
to, and stimulate the development of, Canadian suppliers wherever possible. 


In general, availability of materials continued to be excellent in 1977 with a 
highly competitive environment in evidence, one which should persist for the 
next few years. 


STAFF 


Ontario Hydro’s relations with its 25,000 employees remained generally good 
throughout 1977, and its record in the health and safety sector is high in com- 
parison with other utilities and industries in Canada. 


Wage and salary settlements were below the limits established under Anti-— 
Inflation Board guidelines. These agreements were aided by the Corporation’s 
regular discussions with the two bargaining agencies representing the vast ma- 
jority of regular staff. 


Health and safety performance continues at a high level, specifically in the nu- 
clear program, and especially in the occupational radiation protective sector. 
From 1959 there have been no fatalities from any cause and there has not been 
a single lost-time day due to exposure to ionizing radiation. This period repre- 
sents 35 million manhours. 
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A long-range health study being carried out by Dr. T. Anderson of the Uni- 
versity of Toronto shows that all major categories of employees in Ontario Hy- 
dro are healthier than the average person in the Ontario population, with no 
indication of any statistically significant increased incidence of cancer or other 
occupational related disease among any segment of the work force. 


Revenue from sales of 


primary power and energy million $ 


@ 2,000 


s<°e".'| retail customers 
direct customers 


WW) municipalities 


Dior onmg-o 
: 


Fs ce 
05,0 Woo d 
0 90 c0fo 0°90 
Poo o Orne 
Ce re ° 
Fj 0°fo, 0 0 
02 og 2°00 6 
09.0 20Bo 9 ON. 
oe 0% 0 
08 0500 
0° 90°. 
Y/ 


77007 


Finance a | 


FINANCE 
Financial Review 


Ontario Hydro’s 1977 operating results showed significant improvement over 
1976. The net income of $194 million for 1977 was $141 million greater than 
the 1976 net income. Total 1977 revenues of $1,969 million exceeded amounts 
allowed within the spirit and intent of the Anti-Inflation program by $122 mil- 
lion. These excess revenues, together with interest, will be applied to reduce 
customers’ bills in 1978. 


Revenues from sales of primary power and energy in 1977 were $1,759 million. 
This was $439 million or 33% higher than the previous year. This increase was 
a result of increases in rates and in the volume of sales. Revenues from sales, 
by class of customer, were: 


Revenues in Revenues in 
$ million $ million Per Cent 
Class of Customer 1977 1976 Increase 
“VUE WCET) OFT PTO YEG TN ATTSIS pen eR De pret 1,108 838 a2 
MeCAIPCUSLOMICTS gayest. out! 407 312 30 
DTCC CUSLOIMETS: wicks cues we, 244 170 44 


Revenues from sales of secondary energy in 1977 amounted to $210 million, 
$120 million or 133% higher than in 1976. This increase was almost entirely the 
result of greater demand for secondary energy by United States utilities. 


Total costs, excluding interest, rose from $1,030 million in 1976 to $1,250 mil- 
lion in 1977, an increase of 21%. Operation, maintenance and administration 
costs were higher by $72 million as a result of increases in wage and salary 
Tates, staff levels, and prices paid for materials and services. Fuel used for elec- 
tric generation increased by $56 million in 1977, due to higher prices and the 
continued growth in reliance upon thermal electric generation. Charges for 
energy produced by generating units during commissioning increased from $8 
million in 1976 to $52 million in 1977 due mainly to units being commissioned 
for service at the Bruce generating station. Payments required under the nu- 
clear agreement payback, associated with the Pickering generating station, in- 
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creased by $9 million. In 1977, power purchased was higher by $2 million. De- 
preciation costs rose $36 million in 1977 to $216 million, largely as the result of 
new units being placed in service at Bruce, Lennox, and Nanticoke generating 
stations. 


Interest expense increased in 1977 by $86 million. This represents an increase 
of 27% over 1976 and is primarily the result of new borrowings during the year 
and foreign interest payments made at higher rates of exchange. 


The amount of net income appropriated for debt retirement as required by 
The Power Corporation Act, increased by $10 million in 1977 to $98 million. 
In addition, in 1977, $96 million of net income was appropriated for the stabi- 
lization of rates and contingencies. In contrast, in 1976, a withdrawal of $35 
million from the reserve for stabilization of rates and contingencies was made. 


Net additions to fixed assets in 1977 were $1,413 million, increasing fixed as- 
sets in service and under construction to $11,561 million. Major capital ex- 
penditures in 1977 included $763 million for generation facilities, $237 million 
for transformation and transmission facilities, and $312 million for heavy 
water plants and facilities. The major expenditures for generating stations 
were $198 million at Bruce GS, $258 million at Pickering GS, $44 million at 
Nanticoke GS, $44 million at Thunder Bay GS, and $30 million at Wesleyville 
GS. At December 31, 1977 the costs of fixed assets in service and under. con- — 
struction were: 


Under 
In-Service Construction 
Cost Cost 

Asset Classification $ million $ million 
GGENEEATIONGLAGCIIIGCSmrLA FA) att ee ee ee rg 224 LeESt2 
Transformation and transmission facilities... . [2872 Sk 
RetaledistribitiontaciiticS mes.) s44 2 wae 710 4 
Heavywaterproduchioniachities ) += 201 e 267 939 
Admunistration-and service facilities)... .0"= < =: 350 6 
OCU. ee rn Oe ee) ee Be 8,423 3,138 


Funds provided from operations during 1977 were $409 million while financ- — 
ing provided a net of $974 million in 1977. Compared to 1976, these were an | 
increase of $167 million and a decrease of $148 million respectively. In addi- | 


tion, increases in interest and accounts payable amounted to $100 million in . 
ID. | 
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Proceeds from issues of long-term bonds and notes during 1977 totalled 
$1,407 million. Canadian currency issues amounted to $754 million, while is- 
sues in United States currency amounted to $625 million (Can. $653 million). 
The average coupon interest rate of 1977 issues was 8.8% as compared to an 
average in 1976 of 9.5%. Retirement of long-term debt during the year 
amounted to $277 million. Short-term notes outstanding at year-end 
amounted to $45 million, a decrease of $84 million from 1976. 


Major applications in addition to the expenditure of $1,413 million on fixed 
assets were increases in fuel, materials and supplies of $78 million, increases in 
advance payments for fuel supplies of $57 million and increases in accounts 
receivable and other assets of $57 million. . 


Summary of Significant Accounting Policies 


The accompanying financial statements have been prepared in accordance with accounting principles generally 
accepted in Canada. The significant accounting policies are described below. 


Fixed assets 


Fixed assets include power supply facilities (generation, transformation, transmission and distribution); admin- 
istration and service facilities (land, buildings, office and service equipment); and heavy water production 
facilities. 


The cost of additions and replacement of component units is capitalized. This cost includes direct material and 
labour, and overhead costs such as engineering, administration and procurement that are considered applicable 
to the capital construction program. The cost of commissioning generating units, less the value attributed to en- 
ergy produced during the commissiong period, is capitalized. Interest is capitalized on construction costs at 
effective annual rates of 9.4% in 1977 and 9.2% in 1976. These rates approximate the average cost of long-term 
funds borrowed in the years in which the expenditures have been made for fixed assets under construction. 


In the case of nuclear generation facilities, cost includes the cost of heavy water purchased and produced. The 
cost of producing heavy water includes the direct costs of production, applicable overheads, interest, and depre- 
ciation of the heavy water production facilities. 


For normal retirements, the cost of assets retired less salvage proceeds is charged to accumulated depreciation 
with no gain or loss being reflected in operations. For unusual or premature retirements, the gains or losses on 
assets retired are reflected in operations. 


Depreciation 


Since January 1, 1971, all.additions to fixed assets and the net book value of thermal-electric generating stations 


_ in service at the end of 1970 have been depreciated using the straight-line method. All other assets in service at 


the end of 1970 continue to be depreciated on the sinking fund method. Depreciation rates for the various 
_ Classes of assets are based on the estimated service lives, which are subject to periodic review. The service lives of 


_ major asset classes are: 


Generation—Hydro-electric 50 to 100 years 
Generation—Thermal-electric 30 years 
Transmission and distribution 25 to 50 years 


Heavy water production facilities 20 years 
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Nuclear agreement — Pickering units I and 2 


Ontario Hydro, Atomic Energy of Canada Limited and the Province of Ontario are parties to a joint undertak- 
ing for the construction and operation of units 1 and 2 of Pickering Nuclear Generating Station, with ownership 
of these units being vested in Ontario Hydro. Contributions to the capital cost by Atomic Energy of Canada 
Limited and the Province of Ontario amounted to $258 million and these have been deducted in arriving at the 
value of fixed assets in service in respect of Pickering units 1 and 2. Ontario Hydro is required to make monthly 
payments until the year 2001 to each of the parties in proportion to their capital contributions. These payments, 
termed ‘payback‘, represent in a broad sense the net operational advantage of having the power generated by 
Pickering units 1 and 2 as compared with coal-fired units similar to Lambton units 1 and 2. 


Commissioning energy 


Revenues from the sale of power and energy include revenues from energy produced by generating units during 
the commissioning period. A charge is included in the cost of operations for the value attributed to the energy 
produced during the commissioning period. This charge is equivalent to the operating and fuel costs of produc- 
ing the same quantity of energy at generating units displaced because of the commissioning activity. As ex- 
plained under Fixed Assets, the cost of commissioning generating units, less the value attributed to the energy 
produced during the commissioning period, is capitalized. 


Appropriations from net income 


Under the provisions of The Power Corporation Act, the price payable by customers for power is the cost of 
supplying the power. Such cost is defined in the Act to include the cost of operating and maintaining the system, 
depreciation, interest, and the amounts appropriated for debt retirement and stabilization of rates and 
contingencies. 


The debt retirement appropriation is the amount required under the Act to accumulate in 40 years a sum equal 
to the debt incurred for the cost of the fixed assets in service. The appropriation for or withdrawal from the sta- 
bilization of rates and contingencies reserve is an amount established to maintain a sound financial position or 
to stabilize the effect of abnormal cost fluctuations. 


Foreign currency translation 


Long-term debt payable in foreign currencies is translated to Canadian currency at rates of exchange at the time 
of issue. Current monetary assets and liabilities, including long-term debt payable within one year, are adjusted 
to Canadian currency at year-end rates of exchange. The resulting translation gains or losses, together with real- 
ized exchange gains or losses, are credited or charged to interest expense in the statement of operations. 


Advance payments for fuel supplies 


As part of its program to ensure the adequate supply of fuels for its generating stations, Ontario Hydro has en- 
tered into long-term contracts for the supply of coal, oil and uranium. Where these contracts require Ontario 
Hydro to make payments in advance of product delivery, the prepayments and associated costs such as interest 
are carried in the accounts as advance payments for fuel supplies. These advance payments are to be amortized 
as part of the cost of the fuels delivered under the contracts or are to be recovered over periods which do not ex- 
ceed the life of the contracts. 


Pension and Insurance Plan 


The Pension and Insurance Plan is a contributory, defined benefit plan covering all regular employees of 
Ontario Hydro. The pension costs for each period include current service costs and amounts required to amor- 


tize any unfunded obligation. The most recent actuarial valuation of the plan, at December 31, 1976, reported | 


an unfunded obligation of Ontario Hydro of approximately $143 million. Of this amount, $105 million, repre- 


senting an experience deficiency and deficits resulting from changes in actuarial assumptions, is being amortized | 


over the years 1977 through 1981. The balance of $38 million, representing an unfunded liability with respect to 
improved benefits, is being amortized over the years 1977 through 1991. 


Finance 


STATEMENT OF OPERATIONS 
for the year ended December 31, 1977 


1977 
$000 
REVENUES 
Memiaty power andenersy a0 oe oy ws oho occ han cll. 1,759,041 
mcondaty power andienersy 16.2%. 06...... ace... 210,046 
1,969,087 
Mees xcess TeVenesi(NOtE LY ek sence on dck oo tees 122,093 
1,846,994 
COSTS 
Dperation, maintenance and administration ..................._.. 414,307 
‘uel used for electric generation (note 10)........................ 441,902 
| CL US Es Bo | SMA eae 2 eee a ee ey 75,842 
sommissioning energy (note 10) ................................ S322 
guclear agreement—payback ................................... 49,643 
| SHC 3 4 Sa Sn eel Ma a 215,601 
1,249,617 
NCOME BEFORE INTEREST AND EXTRAORDINARYITEM.................... BACH My 
Rec eee Mar A yer en ata te ee, Peete sole | 403,828 
ge OME BEFORE EXTRAORDINARY ITEM............... 000000000... 193,549 
me ordinary stemunotes yale ed le a = 
BE MEG Manor eae ear Pe ko: 193,549 
PPROPRIATION FOR (WITHDRAWAL FROM): 
ebt retirement as required by The Power CorporationtAct 0.4, Aan. 98,078 
abilization of rates and CONMASENCIES HE ORL alam ete ed 95,47] 
193,549 


ee accompanying summary of significant accounting 
licies and notes to financial statements. 


AUDITORS’ REPORT 


pi) 


1976 
$’000 


1,319,624 
90,278 


1,409,902 


1,409,902 


342,134 
385,382 
74,156 
7,548 
40,432 
180,213 


1,029,865 


380,037 
318,121 


61,916 
9.419 


52,497 


87,635 
(35,138) 


52,497 


¢ have examined the statement of financial position of Ontario Hydro as at December 31, 1977 and the statements of operations, reserve 
‘Stabilization of rates and contingencies, equities accumulated through debt retirement appropriations and changes in financial position 
the year then ended. Our examination was made in accordance with generally accepted auditing standards, and accordingly included 


*h tests and other procedures as we considered necessary in the circumstances, 


in our opinion, these financial statements present fairly the financial position of Ontario Hydro as at December 31, 1977 and the results 
Its Operations and the changes in its financial position for the year then ended in accordance with generally accepted accounting principles 


lied on a basis consistent with that of the preceding year. 


‘onto, Canada 
Ich 13, 1978 


CLARKSON. GORDON & CO. 
Chartered Accountants 
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STATEMENT OF FINANCIAL POSITION 


ASSETS 

1977 
$’000 

FIXED ASSETS 
Puxecrassets iservicesal COSU 6. ue ee nee A ee ni ee 8,423,173 
essraccumulated CepreciallOm cas tara ee nee sees ee ae 1,607,067 
6,816, 106 
Pixed assets Inde meomstruictons al. COSt cima a eit drei dct hoy ee SB RST2 
9,9532978 

CURRENT ASSETS 

Casimand short-term investments (NOE A) nc hacia. Me ee ea seer 447,973 
AC COUNISIICCESVADIOea tin: Gian. c aha etnes dec tue keene he 256,035 
Puehroncleetric Seneraulons al cOSt sss cge ihn d a secs s sel Sg 357502 
Natenialsrandistippiies waltcOSts: or, Wa Raearc eM ata: ones ait olen mie 99271 
1,160,781 

OTHER ASSETS 
Advance payments tortuel supplies (note.3) iixc 20.0. 0h 5 tae 95,077 
Longciemm investments.(note Ge IR er ie Aye ks ae Oca Da 68,623 
Uigamontized debt.discount and EXpense: Fii.4.> sco ewe se. ae 91,003 
Long-term accounts receivable and other assets ...............--5:: 16,173 
270,876 


11,385,635 


See accompanying summary of significant accounting 
policies and notes to financial statements. 


1976 


$°000 


6.943.457 


1,404,982 


5,538,475 


3,217,984 


8,756,459 


375,963 
203,079 
295,300 

83,526 


957,868 


| 


37,908 
68,672 
81,211 
21,557 


209,348 


9,923,67 


Finance 


AS AT DECEMBER 31, 1977 


LIABILITIES 
1977 
$’000 
LONG-TERM DEBT 
Buds and motes payable(note 7). 0 8,640,531 
Beecmione-(ctin dept (notes). 8 84 oe 268,232 
8,908,763 
Be spcvablcwithin-oncyear ua). Ape. eee. ZZ 910 
8,695,853 
CURRENT LIABILITIES : 
Accounts payable and accrued Charges taper os ee ee re 428.086 
Beeevcommotesipayablea a ene. le ee 44,935 
BR LECT. CS each cess sean winehmraletecbtaleantnnoSneskcesveworeenedondiess east ames 217,647 
Long-term debt payable within one year .......................... 212,910 
Excess revenues Pavyavle (notes |i no, 1d heer eR a cee 122,093 
Estimated liability on cancellation of heavy water plant), ).. 29... 7,348 
1,033,019 
Equity 
Equities accumulated through debt retirement appropriations ........ 1,279,667 
Reserve for stabilization of rates and EOnUNSEnClessAm la.) Se aes) 250,401 
Contributions from the Province of Ontario as assistance for 
CENT W510 10) pecan he 1 an ic ins ee corm eiee re riaas aegr apenas rere: 126,695 
1,656,763 
L13385;635 


zu 


1976 
$°000 


7,502,298 
276,400 


7,778,698 
147,519 


7,631,179 


373,165 
128,740 
168,304 
147,519 


11,479 


829,207 


1,181,569 
155,025 


126,695 
1,463,289 


9:923.67)0 


a es eee 


Jn behalf of the Board 


X. B. Taylor 
“hairman 


D. J. Gordon 
President 


foronto, Canada 
Aarch 13, 1978 
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RESERVE FOR STABILIZATION 
OF RATES AND CONTINGENCIES 


for the year ended December 31, 1977 


Held for 
the benefit Held for the benefit of 
of all (or recoverable from) 
customers certain groups of customers Totals 
Munici- Direct Retail 
palities Customers Customers 1977 1976 
$000 $000 $°000 $°000 $000 $000 
Balances at beginning of year .... 196,063 1,144 (6,537) (35,645) 155,025 190,198 
Appropriation (withdrawal) ..... 9215) 95 (96) 3,02! 95,471 (35,138 
Deficit recovered from 
municipalities on annexations a - = = = 55 
Payment to Ontario Municipal 
Electric Association (note 9)... — (95) — — (95) (90 


288,214 1,144 (6,633) (32,324) 250,401 155,025 


EQUITIES ACCUMULATED THROUGH 
DEBT RETIREMENT APPROPRIATIONS 


for the year ended December 31, 1977 


Power District Totals | 
(Retaland® = 2 ae 
Direct 


Municipalities Customers) 1977 
$000 $000 $000 $000 
Balances at beginning of year ....... 816,832 364,737 1,181,569 1,094,081 | 
Add: | 
Debt retirement appropriation ... . 64,115 33,963 98,078 87,635 — 
Annexation transfers and refunds 75 (55) 20 (147) 
Balances atend of years. oct .0. 022s 881,022 398,645 1,279,667 1,181,569 | 


See accompanying summary of significant accounting | 


policies and notes to financial statements. 


Finance 


STATEMENT OF CHANGES IN FINANCIAL POSITION 
for the year ended December 31, 1977 


1977 
$000 
SOURCE OF FUNDS 
Operations 
income before extraordinary tem, walang) Poet OL May Lee, re 193,549 
Depreciation, a charge not requiring funds 
LCCUITONY VEAL Menem nn et ee Set cmeeer ee elu ATM RANE QO yih) 215,601 
409,150 
Financing 
Long-term debt 
BONUS and molenssued na tee mui ere) ak 1,406,720 
WreSS TCLILED ICN Wire ata.Y Ne Oe Pe en Sek 2 Bee 276,655 
1,130,065 
Short-term notes payable—(decrease) .............. (83,805) 
Cash and investments—(increase)....... th ren renshle (71,961) 
974,299 
Bees eV CUES (MOTE: fie nun ak Rae seo ae ou Ja tak caus th tn emer 122,093 
Increase in accounts and interest payable 
including estimated liability on cancellation of 
ETRE CU See! s A Oe Rec se he 100,133 
1,605,675 
APPLICATION OF FUNDS 
Beeiditions to fixed assets <4 Sh Turia! UOT. lit OPTED A Yh 1,413,120 
Increase in advance payments for fuel SUppILES( Otel O). ieee 57,169 
mecrease in fuel, materials and supplies..................0.000- 005. 77,947 
Increase in accounts receivable and other assets (note 10)............ 57,439 
Extraordinary item-loss on cancellation of heavy water plant (note 3) . . — 
1,605,675 


— eSSSSSS—SSsSsSSsSSes 


see accompanying summary of significant accounting policies 
‘nd notes to financial statements. 


29 


1976 


$000 


61,916 


180,213 


242,129 


1,539,245 


252,188 


1,287,057 
(51,400) 


(113,334) 


P122523 


42,402 


1,406,854 


1,309,378 
12,911 
12,288 
62,858 

9,419 


1,406,854 
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NOTES TO FINANCIAL STATEMENTS 


1. Anti-Inflation program 


Effective October 14, 1975 the Government of Canada passed the Anti-Inflation Act (Canada). Subse- 
quently, the Province of Ontario entered into an agreement with the Federal Government whereby 
Ontario Hydro is subject to the guidelines under this Act only in the matter of employee compensation. 
Management is of the opinion that Ontario Hydro is in compliance with the requirements of the anti- 
inflation legislation insofar as employee compensation is concerned. 

Ontario Hydro is also required by the Province of Ontario to conform with the spirit and intent of 
the Federal Anti-Inflation program as it applies to net income. As a result of higher than anticipated 
secondary revenues and lower than anticipated costs in 1977, the Corporation had excess revenues of 
$122 million. These excess revenues, together with interest, will be applied to reduce customers’ bills 
over the 12 months of 1978. 


2. Interest 


Interest costs consisted of: 1977 1976 


$°000 $°000 


Interest on bonds..notes:and.other debt ...° ..4....22:22..¢5. s) ahosee 612,733 


Less: 

Interest capitalized on fixed assets under construction ......... 279,492 244,223 

Interest charged to advance payments for fuel supplies ........ 4.132 2,708 

Interest earned on short-term and long-term investments ...... 56,874 51,836 

Net gain on redemption of bonds and sale of investments ...... 5,201 1,187 

Net exchange gain (loss) on redemption and | 
translation of foreign assets and liabilities ................, 3,724 (5,340) 


349,423 294,614. 


403,828 318,121. 


3. Extraordinary item | 
During 1975, in response to the Ontario Government's concern about capital availability, Ontario” 
Hydro reviewed and made revisions to its capital construction program. Asa result, Bruce Heavy Water | 
Plant “‘C”, the cost of which had been estimated to be $562 million, was cancelled. This cancellation | 
resulted in extraordinary charges against income of $60 million in 1975 and 9.4 million in 1976 to write 
off the cost of preliminary construction and to provide for the costs of cancellation of contracts. 


4. Cash and short-term investments 


1977 1976 


$°000 $°000 

Cash and short-term investments, with short-term 

investments recorded at the lower of cost or market 

(approximately market value), consisted of: 
AR OVETUTAL poste etn A te ee eine Bedi Ose NE a eee (10,187) 
Notes of, and interest bearing deposits with, 

Danks ANC CUUSt COIN PANGS cc ota ete wan Fe a vOut 5 oF lencenante oan 306,715 
Gorporate bonds ang giotesums a2 Weigh eet nc Su, ee ae Meee. 82.930 
Government and government-guaranteed bonds ............. 68,515 


447,973 


Finance 3] 


5. Advance payments for fuel supplies 


1977 1976 
$’000 $000 
The advance payments consisted of: 
CAUSED DIY amen Cet ery et ah eaten Mee: Os OTA et Bi 58,589 37,908 
Resniuar cl oll Supply. aaen.2 8 OA cient See eee 36,488 a 
95,077 37,908 


Based on present commitments, additional advance payments for fuel supplies, including uranium 
supply, will total approximately $362 million over the next five years (including approximately $101 
million in 1978). 


6. Long-term investments 


These investments are recorded at amortized cost and consisted of: 
1977 1976 


$000 $000 
Government and government-guaranteed bonds ............. 68,623 68,672 


Market value of these investments at December 31, 1977 was $58 million. (1976—$58 million). 


7. Bonds and notes payable 


Bonds and notes payable, expressed in Canadian dollars, are summarized by years of maturity and 
by the currency in which they are payable in the following table: 


1977 1976 
a a 5 re ee ee ee) ee ee el De a 
Years Principal outstanding Weighted Average Principal outstanding Weighted Average 
of maturity $000 Coupon Rate $°000 Coupon Rate 


eee ee a a ee ee 


Canadian Foreign Total 


1977 - ~ - 139,424 
1978 140.530 63.601 204.131 228,701 
1979 141,300 10.459 151,759 156,402 
1980 78.050 173435 256.785 290,785 
198] 208,267 94.430 302.697 330,048 
1982 271.434 183.746 455,180 — 
l- 5 years 839,581 S20 971 F 1370.592 7.3% 1,145,360 6.7% 
6-10 years 386,773 826,117 1,212,890 74 1,389,663 7.6 
11-15 years» 368,292 246,578 614.870 tp 538,680 Hel 
16-20 years 109.434. 2334319) 1.153.753 8.1 965,561 8.3 
21-25 years 1,291,180 641,046 1,932,226 oH 2,174,561 8.9 
26-30 years 900,000 1,456,240 2.356.240 9.0 1,288,473 8.9 
4,555,260 4,085,271 8,640,531 7,502,298 
Currency in which payable 
Meanadian dollars.................. 4,555,260 4,006,966 
United States dollars............... 3,842,686 3,248,187 
West German Deutsche marks... ... 127,924 132,484 
Mes NGS yo eh 114,661 114,661 


8,640,531 7,502,298 


BZ Notes to Financial Statements 


Bonds and notes payable in United States dollars include $2,651 million (1976—$2,250 million) of Ontario 
Hydro bonds held by the Province of Ontario and having terms identical with Province of Ontario issues 
sold in the United States on behalf of Ontario Hydro. Except for these issues, all bonds and notes payable 


are guaranteed as to principal and interest by the Province of Ontario. 


Long-term bonds and notes payable in foreign currencies are translated into Canadian currency at rates 
of exchange at time of issue. If Ontario Hydro were to translate the face value of its foreign bonds and 
notes payable at rates of exchange current on December 31, 1977, the total amount of these liabilities would 


have to be increased by $440 million. 


8. Other long-term debt 
1977 


$’000 


Other long-term debt consisted of: 

(a) The balance due to Atomic Energy of Canada Limited for the 

purchase of Bruce Heavy Water Plant “A”. Under the purchase agree- 

ment, Ontario Hydro pays equal monthly instalments of blended princi- 

pal and interest to December 28, 1992, with interest at the rate of 

Tes (oa EE MARIAN tet thee tess SG Nanas Aaa e eae ee 224,486 


(b) Capitalized lease obligation for the head office building at 700 
University Avenue, Toronto. The lease obligation is for the 30-year 
period ending September 30, 2005, payable in United States dollars at 
Ae ILECTIVEMTItETESUsT a LOLOh, 8 70 teri et ocd eel oh eee te ee 43,746 


268,232 


Payments required on the above debt, exclusive of interest, will total $51 million over the next five _ 


years. The amount payable within one year is $8.8 million (1976—$8.1 million). 


9. Payment to Ontario Municipal Electric Association 


The amount of this payment is equivalent to interest on the balance held for the benefit of Munici- | 


palities in the Reserve for Stabilization of Rates and Contingencies. 


10. Reclassification of 1976 amounts 


(a) In prior years, the value attributed to energy produced during the commissioning period was | 
included in the cost of fuel used for electric generation. To be consistent with the 1977 presentation, — 


1976 amounts have been reclassified in the Statement of Operations. 


(b) Changes have been made in the classification of items in the Statement of Changes in Financial | 
Position. The presentation of the comparative 1976 items has been changed to conform with the 1977 — 


presentation. 


11. Subsequent event 


In February 1978 the Board of Directors, following receipt of a revised load forecast projecting a | 
substantially lower rate of growth than previously forecast for the period up to 1987, initiated a review 
of the current construction program. This review will not affect the 1977 financial statements. The — 


financial effects, if any, upon 1978 and subsequent years cannot be determined at this time. 


1976 
$000 


232,176 
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PENSION AND INSURANCE FUND 


STATEMENT OF ASSETS 
as at December 31, 1977 

1977 1976 
$’000 $000 

Fixed income securities 
Government and sovernment-suaranteed DONS hoepcic. eck ss enna os ete! 130,468 110,045 
SO OIPOFALS DONO eee h a  Ae ee a ey 119,565 111,739 
PUSUIDOUPZECSEa nm Sheen oh ee RE et ee ee 248,460 228,510 
Total fixed income securities ....___. ene ARR PLE Os ise eens 498,493 450,294 
Equities—corporate shares............. ES ic 15: Cae aera esa aN PAs Sel Pe eiiae se . 271,466 227,934 
poshiand’short-termrunvesiments:...0......,.... ot 27,578 4,356 
DRT SLUTS TSS) Seen ney eee eR my cd eT 797,537 682,584 
Bec tue dantercsuand dividends mwah ati eae dy ee 10,488 7,830 
Receivable from Ontario HV LO Evenly asin sanceee nat acti: oc Eee Men ee 11,499 2,450 


819,524 692,864 


Notes 


1. The most recent actuarial valuation of the pension plan, at December 31, 1976, reported an unfunded 
obligation of Ontario Hydro of approximately $143 million. Of this amount, $105 million, representing 
an experience deficiency and deficits resulting from changes in actuarial assumptions, is being 
amortized over the years 1977 through 1981. The balance of $38 million, representing an unfunded 
liability with respect to improved benefits, is being amortized over the years 1977 through 1991. 


2. In the above statement of assets, bonds are included at amortized cost, first mortgages at balance of 
principal outstanding and shares at cost. Total bonds and shares at December 31, 1977 with a book 
value of $521 million had a market value of $510 million (1976 book value $450 million—market value 
$438 million). 


AUDITORS’ REPORT 
(Pension and Insurance Fund) 
We have examined the statement of assets of The Pension and Insurance Fund of Ontario Hydro as at December 31, 1977. Our examina- 
tion was made in accordance with generally accepted auditing standards, and accordingly included such tests and other procedures as we 
considered necessary in the circumstances. 


In our opinion, the accompanying statement presents fairly the assets of the fund as at December 3 LOM 


Toronto, Canada CLARKSON, GORDON & CO. 
March 13, 1978 Chartered Accountants 
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APPENDIX I—OPERATIONS 


The Table of Power Resources and Requirements on pages 38 and 39 shows 
primary peak requirements for the month of December and the dependable 
peak capacity of resources at that time. A separate table on pages 36 and 37 
gives the dependable peak capacity and the December maximum output of 
major Ontario Hydro generating stations and of purchased power sources. 
Any comparison of total requirements and resources should make allowance 
for the part of total requirements that may be interrupted over the peak period 
under contracts accepted by the consumer. In 1977 this was approximately 
318,800 kilowatts. 


The dependable capacity of the hydro-electric generating stations is the esti- 
mated output that an analysis of stream—flow conditions indicates the station 
is capable of producing 98 percent of the time. It can be expected to exceed 
this output in 49 out of 50 years. Since the stations so rated are distributed on 
many widely separated watersheds and since all would not be simultaneously 
affected by stream flows, the amount by which the total hydro-electric gener- 
ating capacity of the system exceeds the sum of the various station capacities 
represents the diversity in stream flow within the system. The dependable peak 
capacity of the thermal station is the net output of its fully commissioned 
units. 


The analysis of energy made available by Ontario Hydro on page 35 shows for 
the East and West System components and the Total System the energy ob- 
tained from each major source in 1976 and 1977 and the related percentage 
changes in 1977. The table also shows the corresponding primary and second- 
ary energy supplied in each year together with the percentage changes in 1977. 


Energy Made Available 


ENERGY MADE AVAILABLE BY ONTARIO HYDRO 


East System 


Generated 
INUcleaine Aesae sy ieear st eae ye 
MINE ninvally Pare erate tue eee 
Hydraulic .... Den ene 
InternaliGeneravoneris =n wae 
External 
Resources—Purchased........... 
—Otherse ys. .ck 
—Circllalinemee seers 
—Inadvertent(+ or-)... 
Total es. 244: 5 ae 


East/West Transfer In or (Out) ...... 
otal ee etre ee ree are ee 
Total’Primary Demand.) 0. 
Secondary—Sales.a.nee ree tee 
— Other Stee oawean De 
= CILCUIALINS eee oe 


West System 
Generated 
SUR all By eee ep ek eh 
Hvar aulicgtpne er er cn ee et 
Intemal Generation. .>......9-... 


E-OUen ace 
Total . ap eee ae : 
East/West Transfer In or (Out) ..... 
Totalper En ee... Seen eee 
Total Primary Demand............ 
Secondary Sales. 20/4... 


otal jh tee eeu at be Pea Bt: 


Total System 


Generated 
INUCIG a ynceee eae ee ee aca 
Mitermalieenee ee Sd ee 
JD NROVENNG io Sim oe on 0 Ge 
Internal Generation. . 
External 
Resources—Purchased . . 
—Other .... 
—Circulating. . 
—Inadvertent (+ or -) 
Ot al Pemeetetts : RO, 


Total Primary Demand............. 
Secondary—Sales......... es Race 
AON e ces BA 


SRCILCULALIN Cane nie ee ae 


1976 1977 


16,045,704.000 
30,274.431,890 
31,673,727,308 
77,993 ,863.198 


24,488.171.064 
31.322,145.140 
30.780,015,967 
86.590,332,171 


11,689,682,060 10,669,030,110 


625 586,292 595,367,145 
1,910,374,520 1.250,769,050 
+509,.000 + 442,000 


92.220,015.070 
(108,840,000) 


92.111,175,070 


99.105,940.476 
(1.719,960,000) 


97,385 ,980.476 


85,565,935,511 
4.077,098,967 


86,965,.856,066 
8.407,072.516 
557,766,072 762,282,844 
1,910,374.520 1,250,769,050 


92.111,175,070 97,385 .980,476 


601,656,740 


108,769,000 


3,521,635 ,809 2.766,427,774 
3.630.404 809 3,368 .084,5 14 
1.463.467.430 875,073,800 
164,508,000 45,600.000 
5.258 380,239 4.288 .758.314 
108.840,000 1,719,.960,000 


5.367,220,239 6,008.718,314 
5.286.859,239 5.888.835,314 


80,36 1.000 119,883,000 


5.367,220.239 6.008.718 314 


24,488.171,064 
31,923 801,880 
33,546.443,741 
89,958.416,685 


16.045 .704,000 
30,383 200.890 
S5s195 363 S07 
8 1.624,268,007 


13,153,149,.490 11,544,103,910 


790,094,292 640,967,145 
1.910,.374,520 1,250.769.050 
+509,000 + 442,000 


97,478.395,309 103.394 698,790 


90.852 ,794,750 92.854.691.380 
4.157,459,967 8,526,955,516 
557,766,072 762,282,844 


1.910,374,520 1,250,769,050 


97,478,395,309 103,394,698,790 


359) 


Increase 


or 


Decrease 


Per Cent 


52.6 
3 
—28 
11.0 


—8.7 
—4.8 


36 


River 


Niagara 


Welland Canal 


St. Lawrence 


Ottawa 


Madawaska 


Abitibi 


Mississagi 


Mattagami 


Montreal 


Various 


Nipigon 


English 


Kaministikwia 
Winnipeg 
Aguasabon 


Various 
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ONTARIO HYDRO’S TOTAL RESOURCES-1977 


(4) 


(3) 
(3) 


(4) 


(5) 


(5) 


Hydraulic Generating Stations 
Sir Adam Beck—Niagara No.1 ............ 
Sir Adam Beck—Niagara No.2 ............. 
Pumping—Generating Station .... 
OntanoiPowebes..4 020 eater sae 6 gee rere 
TOrOnto POWER 3 eer See er eae 
DeCew Ralls: NoWlés. i225. free eee. eee 
DeCew:BallSsNot2y.n Senite: noe ses oa ern oe 


Adjustment to Niagara River Stations to com- 
pensate for use of water by Ontario Hydro 
rather than by another producer 


Robert H. Saunders—St. Lawrence ......... 


DesiiGachims. 2a ates ies om eee ee 
OttolHoldenve see eee ee: 
G@henauxtin - Bata ee cee aoe Rakes cities 
Chats: Falls(Ontariovhalffe.-......--> =: .-2- 
Mountain Ghutews2 eee eer ee 
BarrettChute aa Sr es oe er eee ee 
Stewartville’ ni ht ene ee ae ae oe 


AIN PliOLgeti ks ater naan re eran ete ea eee 


AbitibiiGanyonwann sees eee 
OttempRapidse yews eee ee toe Sena 


Aubreyab allserrenmeer. at ert tt ees sree reer 


George Wa Raynen wn sar eee rte 
WElISh Ric ats net clchc cep arene fee uttars nemir 


KRaplin Gag rece: tenets hae hrc Pere pees aera 


Witthewon pie aria ore este arta 
Harmonme. = 


Lowen Notchieves bok ey oe eae amet 


Other Hydraulic Generating Stations ............. 


Adjustment fOr Diversityin ss. ower 


Sub-Total East System Component......... 


Pine:Portapetiren tack saeco avalon = 
@ameron FallSsc: ad woes ane eee ee 
FA EXANG OLY hoc tise ae oat en eee ee or oe 


Caribou Eallsien sae see eee 
Manitou Falisten acacnice tae Ge eames. 


SiiverFallS 5 -- 


Whitedog Falls) eee eee 


Aguasabon .... 


Other Hydraulic Generating Stations . 
Adjustmentfor Diversityaans.. seu none 


Sub-Total West System Component ........ 


Total Hydraulic Generation ............... 


Maximum 
Output 
kW (1) 


Dependable 
Capacity 
kW (1) 


423,000 
1.299.000 
108,000 


351,000 
1,296,000 
74,000 
78.800 


—75,000 


702,000 874,000 


368,000 
193,000 
110,000 
84,000 


378,000 
206,750 
118,000 
95,000 


165,000 
172,000 
166,000 
75,000 


148,200 
160,000 
156,000 
73,800 


257,600 
177,000 


182,000 
176,000 


158,000 

46,000 
229,000 
40,000 


142,000 

44,000 
209,000 
39,000 


142,000 
125,000 
125,000 


136,400 
132,800 
134,000 


253,000 236,000 


137,400 
74,800 


134,970 


114,800 
75,000 
62,400 


70,500 
59,600 


45,700 


49,000 
45,000 


29.700 
27,000 


6,288,500 - 


Annual Energy 
Output (Net) 
kWh (2) 


2,826.457,700 
9,23 1.428,200 
—127,338,400 
413,705,160 
—1,706,880 


159,802,880 
1,020,113,484 


6,783,595,000 


2,092,629,400 
1,058,988, 100 
685,933,000 
499,919,000 


213,731,000 
217,550,800 
232,241,075 
106,810,800 


—_ 


212,911,600 
652,061,900 


133,698,000 

10,928,700 
318,561,200 
170,644,900 
609,606,100 
542,937,700 
609,847,900 
350,725,600 


754,232,048 


567,638,420 
406,242,000 
322,524,309 


318,387,600 
217,226,000 


202,907,559 
234,482,700 
308,730,369 


188,288,817 


2,766,427,774 


33,546,443,741 


Location 
Pickering 
Kincardine 


Rolphton 


Windsor 
Toronto- 
Mississauga 
Courtright 
Nanticoke 
Kingston 


Thunder Bay 


Power Resources 


Nuclear Generating Stations 


Nuclear Power Demonstration . 


Total Nuclear Generation 


Thermal Generating Stations 


J. Clarke Keith 
Richard L. Hearn 
Lakeview 
Lambton 
Nanticoke . 
Lennox .. 


COMDUSHOMMIUL DIT Swann eran a ee tr nee 


Sub-Total East System Component . 


Thunder Bay a P 
Combustion Turbines and Diesel-Electric 


(4) 
(4) 


(5) 


(6) 


(7) Total 


Sub-Total West System Component 


Total Thermal Generation 


External Resources 
Firm Purchases 
AECL —Douglas Point 
Hydro-Quebec ria : 
Great Lakes Power Co—Chapleau 
Mattawa Electric Light & Power Company 
Secondary Purchases 
The Detroit Edison Company 
Niagara Mohawk Power Corporation 
Hydro-Quebec ... Lede 
Miscellaneous Ontario Suppliers . .. 


Total Purchased ... 


Other Receipts | . Las 
Power Authority of the State of New York 
Hydro-Quebec . . Mckee ae 
Niagara Mohawk Gas Replacement . . 
Miscellaneous Ontario Suppliers . 

Total Other Receipts . 


Motahextermal Resources —East SVSICM™ ma inecmneesi. oa tenes ars 


Circulating . ae 
Inadvertent+or — 


Sub-Total East System Component . 


Firm Purchases 

Manitoba Hydro 

Secondary Purchases 

Manitoba Hydro .... 
Ontario Minnesota P & P Co, Ltd. 


Total Purchased 


Other Receipts 
Manitoba Hydro (Lake St. Joseph Payback) 


Subslotaliwiecstovste miG@omponen tanner tnt ee en eee 


otaliinternaliGenermtionina vines Pe ee oe hh 4 ee 
Total-External Resources................ 


Circulating and Inadvestentann seer ee ry Cent eae nee 


See notes page 38 


ONTARIO HYDRO’S TOTAL RESOURCES-— 1977 


Dependable Maximum 
Capacity Output 
kW (1) kW (1) 


2.056.000 2.082.000 


1.480.000 2.026.000 


22.300 23.000 


~ —1.700 
1.104.000 960.000 
2.298.000 2.080.000 
2.100.000 2.000.000 
2.940.000 2.940.000 


2.172.000 980.000 
445.000 79.000 


1.059.000 | | 


97.000 90.000 
29.000 13.000 
BoC 


206.000 137.000 


8.400 8.400 
700 630 


215.100 
215.100 


100.000 100.000 
4.000 


100.000 


315,100 


21,346,900 


a] 


Annual Energy 
Output (Net) 
kWh (2) 


16.410.75 1.000 
7.943.477.000 


133.943.064 


24.488.171.064 


—5.340.400 
4.497.332.100 
6.607.844.000 
8.88 1.974.000 
9.845.062.000 
1.476.489.000 

8.784.440 

31.322.145.140 


533.422.940 
68.233.800 


60 1.656.740 
31.923.801.880 


340.803.857 
3.004.501 .000 
34.854.577 
4.135.500 


0 

16.078.000 
6.917.790.539 
350.866.637 


10.669.030.110 


358.863.000 
67.904.661 
96.220.000 

72.379.484 


595.367.145 
111.264.397.255 


1.250.769.050 
+ 442.000 


12.515.608.305 


873.600.000 
0 

1.473.800 
875.073.800 


45,600,000 
920,673,800 


89,9584 16,685 
12,185,07 1,055 
1,251,211,050 
103,394,698,790 
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TOTAL RESOURCES AND PRIMARY DEMAND 


kW kW 


*Dependable Peak Capacity 


TOTAL SYSTEM 


Net Increase 


Generated=Nuclearie see ete ee oe she a ae 2,078,000 3,558,300 1,480,300 
= ETM Alcs ace ee oe ea 10,007,000 11,185,000 1,178,000 
sally draulic Semel tes kc ce mnie Ser ere oes 6,177,900 6,288,500 
otalinternal Generatedinne ace eens pare eee ee 18,262,900 21,031,800 2,768,900 
Firmieurcnascs ter es ee er et ay ccs ae Oe nea 1,413,600 315,100 - 1,098,500 
BOtAlINESOUICES ee Cen ee ea ORE ere ere Fes 19,676,500 21,346,900 1,670,400 x 
Reserve or Deficiency-a..5. se eeisets Men ese ake es he 3,780,943 5,670,083 1,889,140 50.0 
SRGLMarVID eC Manin ween rs: eter eer dees: oe teen eran ae 15,895,557 15,676,817 -218,740 -1.4 


Ratio of Reserve or Deficiency to Primary Demand % 23.8 


36.2 


NUMBER OF ULTIMATE CUSTOMERS SERVED 
By Ontario Hydro And Associated Municipal Electrical Utilities 


1977 
Retail Customers of 352 Municipal Utilities............. 1,979,494 
Retail Customers of Ontario Hydro 
CHC are eg CCE S ) einen te rr E 0 55 Wirin tel Sehnet wee 795,162 
Direct:Customers (inctudine I) Utilities) 9c sites o: 113 
otalh soiree eee ee en ON eho Bon ere G 2,774,769 


Notes to table on pages 36 and 37 


1976 


1,941,100 


768,956 


109 


2,710,165 


Increase 
Or 
Decrease 
Per Ceng 


2.0 


+ 3.4 


$3, 


+2.4 


(1) The power capacity and output reported in this table are the 20-minute peaks for the month of December. Since the various maximum 


outputs do not coincide, their sum is not the peak load of the system. 
(2) Net output of generating stations or External Resources. 
(3) 25-Hertz 
(4) 25- and 60-Hertz 


(5) Adjustment to reconcile the sum of the plant capacities with the calculated capacity of the East System and West System components, 


each considered as a whole. 


(6) Scheduled interconnection transactions other than purchases. These include electrical energy exchanges, carrier transfers, water-use 


adjustments, generating unit rentals, ete. 


Power Resources and Requirements 39 


DECEMBER 1976 AND 1977 


East SysTEM COMPONENT West SystEM COMPONENT 


3,558,300 


9,881,000 11,059,000 126,000 
5,709,800 

17,558,200 20,327,100 704,700 704,700 

1,213,600 215,100 200,000 100,000 

18,771,800 20,542,200 904,700 804,700 

3,692,283 5,688,143 45,280 -40,380 

15,079,517 14,854,057 859,420 845,080 


ud) 4.8 


24.5 38.3 


‘The capacities shown are those available at the time of the system primary demand peak in December, the capacity of the purchased power 
sources being based on the terms of the purchase contract. The primary demand shown is the maximum 20-minute peak for December 
on both the East System Component and the West System Component, and a coincident value for the Total System. The coincident value, 
however, is not the sum of the component maximum primary demands, which may occur at different times. Some part of the East System 
primary demand is subject to interruptions over the peak in accordance with contract terms accepted by the customers, the total possible 
load subject to such interruptions at the time of the December peak being 318,800 kW. 


TRANSMISSIONS LINES AND CIRCUITS 
Classified by Voltages and Types of Supporting Structures 


Line LENGTH Circuit LENGTH 


At Dec. 31 At Dec: 31 At Dec. 31 | At Dec. 31 
1977 1976 1977 


500,000-volt aluminum or steel tower ... 1,038 
645,000-volt steel tower ............... 5 
230,000-volt aluminum or steel tower ... 11027 
230,000-volt wood pole ............... LS Oe 
230,000-volt underground ............. 6 
m,000-volt steel tower ............... 6,001 
#15,000-volt wood pole .............-. 5,209 
115,000-volt underground .............. 178 

69,000-volt steel tower or wood pole ... 13 


44,000-volt and less~wood and steel ... 


32,136 31,526 39,724 
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ANALYSIS OF 
by Ontario Hydro and Associated 


SALES BY ASSOCIATED 
MunICcIPAL ELECTRICAL 
UTILITIES 
LISTED IN 
STATEMENT A 


kWh % 


Ultimate Use: 
Residential Service: 


Continuous Occupancy 5.2.25 4 6. sessentermeeeere ete 2 Sree agen ere ee 16,383,587,605 
intermittent OCCUPANCY at \)c5 <a) a a tee in aa st Rig crate Pee, San Soca ae 0s gee ac 
fLotalSales Residential-T ype Service. 9.124255. ate ee ot are 16,383,587,605 


General Service (under 5,000 kW) 


SP TATIVADY Me meat orton Reg eae eel a ea) Saat a Pacrte une tetas 3th Rs re 30, 130255799 


SS PLUMALY See te AP ct AN RL eee te eA reas a bears ee Oe 


SS RECO EI TIOILEIN Bets oe ees meh egy Yi wity et oni acta our inte eRe plecche A apap aura tes 


Motalil nerey Sales eae tie ae Ses rears ie, oo cee iene Meee 2 ou ona 56,680, 703,563 


Adjustments: 
DD IStribntronilossesiac, UNaACCOUNICC [Ol oon ee ee a a ae 1,88 1,763,846 


Grerverate tay OVE Oe ee erate Sete ee Brat ya nee ee mae (194,578,400) 
Purchased by MEU from sources 


Ollie ale OUAMONDY Ch te cee Baacary ea eet hea Ct nme Ane tie (19,502,400) 


Omlaniotivdro, BULK POWER Sales: ay nc ee earn che oth rita a eeee 58,348,386,609 
Supplied to Heavy Water Plant and 
Constraction .projects— Ontario; HVGr0 i oa ico Bo ek er aie ations 


NTE IESY LC ATISLE TS ee rea ee ee ae oe cee ie exe heave 2K es 


Transmission Losses & Unaccounted for—O.H. ...... 026 c cc ete teen 


Generated and Purchased by the Ontario Hydro............. Peat snare ears: 


Analysis of Energy Sales 
ENERGY SALES 
Municipal Electrical Utilities During 1977 


SALES BY ONTARIO HypDro 
Power District 


Retail Customers Direct Customers 


kWh % 

5,808,048 ,700 44.6 

442,048,500 3.4 
6,250,097,200 ABU sin [ote tence ote hase 
4,616,130,800 OOS 4 ak erdeetne a 
Sete nny aria tae 15,187,209,992 
VEeee CORE Gade = 8,526,955,516 
2.097,367,400 LOSS Ua Seats 
57,534,400 A Sad heer Rete erate 

13,021,129,800 100.0 23,714,165,508 100.0 

804,864,950 8,750,000 
13,825,994,750 235122,915.508 
Bose IIS! See Filly Seen 


TOTAL 


kWh 


22,191,636,305 
442,048,500 


22,633 ,684,805 


34,746 384,595 


24,736,577 ,875 
8,526,955,516 
2,097,367,400 

675,028,680 


93,415,998,871 


2,09523 15,190 


(194,578,400) 


(19,502,400) 


95.897 ,296,867 


553,641,578 
2,013,051,894 
4.930,708.451 


103.394.698.790 


4] 


100.0 
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DISPOSAL OF ENERGY BY ONTARIO HYDRO 


‘fo Municipalities. 02. sg ane fo-t- 23-2 omens 
MoOMirectuuslOMlclommeer rat 
To Retail Customers . Pie, oe 


STibeirotale tan leet cetedarn oo Cees 
INGER MITES TOROS obo (co boat e aene 
Transmission Losses & taht Use ACES, ECO ae: 


Total Primary & Secondary Energy Supplied . . 


1977 


Primary 
kWh 


58.348.386.609 
15.195,959.992 
13.825.994.750 
87.370.341.351 
2.013.051.894 
5.484.350.029 


—_—<— 


94.867.743.274 


Secondary 
kWh 


8,526.955.516 


8.526.955.516 


Total 
kWh 


58.348,386.609 
23,722,915,508 


13.825,994.750 | 


| 
95.897.296,867 | 
2.013.051,894 | 
5.484.350.029 SERIE 


103,394 ,698,790 


————— 
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Table of Financial Statements 


Bare ILerMOO) DETATONS SME 54a cy ary An Mend peace ae PN ee 
BECCeMeNCOll mancialPOSluOnme. we teen ae ee ee ee 


Reserve for Stabilization of Rates 
en On EIN? CNLCICS wage vaeke ich cena ks, hua! a eee Baas Dae ee 


Equities Accumulated Through 
i DCRCULeMent A pplOprations a. van), 1. re 


Statement of Changes in 
MED ATICIA LOS It ON abit crea Pitas bc sks avin do Miealln eee ee Race a ee 


Fixed Assets in Service and 
eI ClCCOUSLUUCH Olam bate ek anh aae a eee) ae ee ee ee oe ee re 


MecuUUid (e OSC OLCCIALION Spat. oe nae ee ee ee 
Bene termeBondsand, Notes payableagy see ee ee eee nee 


Summary of the Allocation of Charges 
ROT@RDIM ALY POW iyi tes cuir aha asain utaey hee ae ee lene fe ee 


Statement of the Amounts Charged for 
Biumaty ower to, Municipalities; ave... 15 aen (yee. wearer nee ae 


Equities Accumulated by Municipalities 
Bhrough DebtRetirement Appropiiations eae ee ee 


43 
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Power SuppLy FACcILITIES 
Generating stations 
Bassilsclecthicoe 28 ort on ere Rt Bae er ae Re oe Ae 
INTCLO ATC LCCULIC eS Rom ee bP oo ein een ae ee oT ae orate eect 
Hydro-electric 


Total generating stations 
Transformer stations 
RP EATS TNLESSI@ MAIN CS oe Mitr tee iota ce Leen ter ct oh s.r cnet ari eer oe 
Communication equipment 
Retail distribution facilities 


Total power supply facilities 
FPAVVINVATERIRUANIIA NDE AGILITIES see ie eiteetn, ciniian he creloy ene 


ADMINISTRATION AND SERVICE FACILITIES 
Pandandioulldigs eee Ae dhe oe cet eA ae 
Office and service equipment 


Fotal administration and service facilities. .......02...-%.4 25; 


TOTAL FIXED ASSETS 


FIXED 

For the Year Ended 

IN 

Balance Placed 
December 31, In 
1976 Service 

$000 $’000 
1,778,313 200,340 
544,853 999,385 
1,651,057 59,611 
3.974,223 1,259,336 
830,068 80,207 
809,361 60,940 
91,107 7,581 
664,982 59,014 
6,369,741 1,467,078 
254,505 1,524 
139,218 8,876 
179,993 27,784 
319,211 36,660 


6,943,457 1,505,262 


ASSETS 
December 31, 1977 


SERVICE 


Retired 
or 
Reclassified 


$7000 
(8,366) 


(379) 
(1,002) 


(9,747) 
(6,270) 
(917) 
(532) 
(13,655) 


(31,121) 
11,053 


Poi 
(5,755) 


(5,478) 
(25,546) 


Balance 
December 31, 


1977, 
$000 


1,970,287 
1,543,859 
1,709,666 


5,223,812 
904,005 
869,384 

98,156 
710,341 


7,805,698 
267,082 


148,37] 
202,022 


350,393 
8,423,173 


UNDER 


CONSTRUCTION TOTAL 
DECEMBER 31, DECEMBER 31, 
1977 1977 


$000 


2,335,092 
2,983,139 
1,715,756 


7,035,383 


1,811,571 


129,831 1,033,836 
245,733 Lr], 
1,284 99,440 
3116 714,117 


2,192,195 2,997,893 
939,254 1,206,336 
151,698 


a 397 
3,095 205,117 


6,422 356,815 
3,137,871 11,561,044 


EXPENDITURES 


DuRING 
1977 


$’000 


132,583 
625,461 
153335 


TIIOT9 
123,580 
114,359 
4,859 
59,086 


10757263 
311,562 


7,446 
30,879 


38,325 
1,425,150 
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Power SuppLy FACILITIES 

Generating stations 
Fossil-electric .. .. 
Nuclear-electric ... 
Hydro-electric ... 


Total Generating Stations 


Transformer stations . . 
Transmission lines........ 
Communications equipment 
Retail distribution facilities 


Total power supply facilities 


HEAvy WATER PLANT AND FACILITIES 
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ACCUMULATED DEPRECIATION 
for the Year Ended December 31, 1977 


ADMINISTRATION AND SERVICE 


FACILITIES: 
Land and building. . . 
Office and service equipment 


Balance 
December 31, 
1976 


$°000 


341,395 
68,944 
290,287 


700.626 116.617 


202.140 


Direct 
provision 


192.561 25,514 
147.639 LS.913 
16.020 6,262 


23,993 


1.258.986 188,299 (18.478) 


Retirements 
and 
Adjustments 


Indirect 


provision 


(661) 


(Gals) 
(1,148) 
(527) 
(13,027) 


(20) 
(4.705) 


Balance 
December 31, 
1977 


$°000 
409,100 
98,182 
309,308 
816,590 
215,014 
162,404 
21,755 
213.106 


1,428,869 


17,086 
103,574 


23,730 (4,725) 120,660 


1,404,982 188,299 36,989 (23,203) 1,607,067 


Payable in Canadian currency (!) 


Maturity 
Feb: 1978 
Mar. 1978 
Aug. 1978 
Oct. 1978 
Nov. 1978 
Mar. 1979 
May 1979 
July 1979 
Oct. 1979 
Feb. 1980 
July 1980 
Feb. 1981 
May 1981] 
June 1981 
Aug. 1981 
Nov. 1981 
Jan. 1982 
Feb. 1982 
June 1982 
July 1982 
Dec. 1982 
Mar. 1983 
June 1983 
Aug. 1983 
Nov. 1983 
Feb. 1984 
Oct. 1984 
Feb. 1985 
Oct. 1985 
July 1987 
Jan. 1988 
April 1988 
July 1988 
Jan. 1989 
Sept. 1989 
Mar. 1990 
April 1992 
Aug. 1992 
Sept. 1992 
Mar. 1994 
Apr. 1994 
May 1994 
Oct. 1994 
Dec. 1994 
Feb. 1995 
June 1995 
Nov. 1995 
Feb. 1996 
April 1996 
July 1996 
Sept. 1996 
Sept. 1996 
Feb. 1997 
April 1997 
Sept. 1997 
Feb. 1998 
May 1998 
Nov. 1998 
Mar. 1999 
June 1999 
Aug. 1999 
Nov. 1999 
Jan. 2000 
Feb. 2000 
May 2000 
Oct. 2000 
Jan. 2001 
May 2001 
Oct. 2003 
Jan. 2004 


Callable 
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DETAILS OF BONDS AND NOTES PAYABLE 
as at December 31, 1977 


(2, 3) 


Year of 
Issue 


1972 
1958 
1973 
1958 
178 
1974 
1954 
1959 
1954 
1960 
1960 
1961 
1975 
1974 
1974 
1974 
1975 
1975 
1962 
LOTS 
1975 
1963 
1963 
1973 
1961 
1964 
1964 
1965 
1975 
1967 
1966 
1966 
1966 
1967 
1967 
1967 
1968 
1968 
1968 
1969 
1970 
1969 
1969 
1969 
1970 
1970 
1970 
1971 
197] 
1971 
1971 
1976 
1972 
1972 
1972 
1973 
1973 
1973 
1974 
1974 
1974 
1974 
1975 
1975 
1975 
1975 
1976 
1976 
1976 
1977 


Interest Principal Outstanding 
Rate December 31, 1977 


% Can. $000 
6.25 17.404 
45 32.156 
8.25 23.016 
5.0 45.113 
8.25 Pea 
8.0 24.273 
Ba 34.492 
5.75) 24.093 
3.5 49.352 
6.0 26,305 
5.5) 35,395 
5) 38.977 
8.75 35,000 
9.625 24.760 
9.75 25,000 
9.375 40,000 
8.75 40,000 
WTS 24.955 
5.0 31.479 
9.0 75,000 
9.75 100,000 
S25) 37,904 
5.0 50.879 
8.375 44,725 
S25) 38,196 
25) 47,670 
Ss 51,995 
S25 66,874 
10.25 25,000 
6.25 23,530 
5.75 45,982 
6.0 45.475 
6.0 43,035 
6.25 36,563 
6.50 26,262 
6.0 42.685 
7.0 BTW 
7.0 41,594 
7.0 49,517 
IS 26,505 
9.0 45,100 
WIS 28.495 
8.25 22513 
8.5 19,237 
9.0 9.008 
9.0 54,534 
8.75 65,687 
eS 79.526 
7.625 42.418 
8.25 61,275 
7.875 76,800 
8.25 6 
Wess 65,123 
7.625 83,592 
8.25 89.615 

WAS 92,942 
8.0 112,604 
8.5 47,178 
8.5 71,636 
9.75 70,675 
10.25 71,128 
10.0 56,067 
9.75 57.846 
9.5 96,354 
10.25 64,750 
10.75 100,000 
10.25 150,000 
10.0 300,000 
9.5 150,000 
925 750.000 

4,475,200 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d.) 
as at December 31, 1977 


Payable in Canadian currency-long term notes) 


Year of Interest 
Callable Issue Rate 


Principal Outstanding 


Maturity December 31, 1977 
% 

1978 1975-76 7.5-9.5 

1979 1976-77 7.25-8.75-9.375 

1980 1975-76-77 7.25-7.5-7.75 

1981 1976-77 T.15=9:25-935 

800,060 
Total payable in Canadian Pa Pa UE Sach tk 5 Aue, GLO: ROME, | eso ROR RIND a: Aue nat I RSME Ane co rtonrin ls puee manne 4,555,260 
Payable in United States currency(1) US $°000 Can. $°000 

Nov. 1978 1958 (3) 1953 3.625 42,830 46,873 
Mar. 1980 1959 (3) 1954 3.125 28,861 28,165 
May 1981 1961 (3) 1956 3.875 39,652 38,936 
June 1982 1981 (3) 1975 8.2 125,000 128,250 
Feb. 1984 1969 (3) 1959 4.75 64,380 62,421 
Nov. 1985 1983 1975 8.4 100,000 101,220 
Sept. 1990 1975 (3) 1965 4.75 44,220 47,592 
Mar. 1996 = (8) 1976 ONS 650,000 640,228 
Apr. 1996 1981 (3) 1966 5.5 30,693 33,091 
Apr. 1997 1982 (3) 1967 5.625 57,184 61,884 
Dec. 1997 1982 (3) 1967 6.875 66,280 71,666 
Aug. 1998 1983 (3) 1968 7.125 67,040 71,943 
Feb. 1999 1984 (3) 1969 31) 65,545 70,420 
Sept. 1999 1984 (3) 1969 8.375 80,345 86,598 
Feb. 2000 1985 (3) 1970 9.25 87,240 93,565 
Aug. 2000 1985 (3) 1970 9.25 67,435 68,785 
May 2001 1986 (3) 1971 7.85 79,855 80,635 
May 2002 1987 (3) 1972 Vell 89,855 88,957 
Dec. 2002 1987 (3) 1972 es: 80,425 80,143 
Oct. 2003 1998 (3) 1973 7.9 101,840 101,871 
Mar. 2004 1989 (3) 1974 8.6 115,760 112,356 
Oct. 2004 1989 (3) 1974 10.25 172,760 169,621 
Mar. 2005 1990 (3) 1975 8.875 198,900 199,377 
June 2005 1990 (3) 1975 9.125 150,000 153,900 
Nov. 2005 1990 (3) 1975 9.25 200,000 202,440 
Jan. 2007 1992 (3) 1977 8.40 295,000 301,793 
Sept. 2007 1992 (3) 1977 8.375 200,000 214,882 


3,301,100 3,357,612 


Payable in United States currency-Eurodollar issuesq) 


Jan. 1977-1986 30,121 30,663 
Sept. 1980 75,000 16,785 | 
Jan. 1983 75,000 16,053 | 
May 1983 75,000 73,575 
Sept. 1986 99,200 96,848 
April 1987 131,150 


479,321 485,074 — 


Notalipayablein: Wnited!Statesidollans i. ce eset. tenn = reese Reese tedatlebe = ere lei Guenter tenors 3,780,421 3,842,686 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d.) 
as at December 31, 1977 


ayable in West German currencyi1) 
Year of Interest 
Issue Rate 


% 


Principal Outstanding 
December 31, 1977 


Callable 


Maturity 


DM °000 Can $'000 


Aug. 1975-1984 105.000 32.079 
Dec. 1977-1986 90.000 29.582 
June 1980-1987 100.000 30,783 
Mar. 1981-1988 100.000 35.480 


Total payable in West German Deutsche marks.......................... 


Das Pee ek Mes AU, 395,000 127.924 


SSE 
eee 


ayable in Swiss currency) 


Sw.Fr’000 Can $°000 


Nov. 1980 150,000 57.937 
Oct. 1987 100.000 25.912 
Dee. 1990 80.000 30.812 
Total payable in Swiss francs 330.000 114.661 


) Bonds and notes payable in United States dollars include $2.250 million of Ontario Hydro bonds held by the Province of Ontario and 
having terms identical with Province of Ontario issues sold in the United States on behalf of Ontario Hydro. Except for these issues. 
all bonds and notes payable are guaranteed as to principal and interest by the Province of Ontario. 

) Payable 1980-1982 in annual instalments of $35. $30 and $35 million. 

) Callable at various declining premiums: 

) Payable in equal annual instalments. 

) Callable for 3 years at 101% artd thereafter at par. 

) Redeemable 1983-1986, by purchase in the market, of up to 10,000,000 Sw.fr. annually. at prices not exceeding par. 

) Redeemable 1980-1989, by purchase in the market. of up to 4.000.000 Sw.fr. annually, at prices not exceeding par. 

) Payable 1981-1995 in annual instalments of 5.5% of original amount of note of $650 million. 
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SUMMARY OF THE ALLOCATION OF THE AMOUNTS CHARGED 
FOR PRIMARY POWER 


for the Year Ended December 31, 1977 


MUNICIPALITIES POWER DISTRICT 


Customers | Customers 


AMOUNTS CHARGED FOR PRIMARY POWER 
Common Functions 


Operation, maintenance and administration . . 361.339 521,130 
Cost of return on equity 10.879 15,507 
Debt retirement appropriation . 64.115 91,386 
Stabilization of rates and contingencies 
provision (note 8) 145.872 33,274 207,919 
Total common demand functions Ae ae 582.205 136,725 117,012 835,942 
Energy at 8.50 mills perkWh...........--5-5-555 495.959 117,463 128,497 741,919 
Total common functions Wr) eee 1.078.164 254.188 245,509 1,577,861 
Other Functions © 
Transformation and metering—stage | 371.333 8.866 2,345 48,544 
Transformation and metering—stage II 1.360 6.730 90 8,180 
Special facilities 2.058 (167) (2,644) (753) 
Return on equity . (10.816) (2,516) (2,175) (15,507) 
Total bulk charges allocated 1.108.099 267.101 243,125 1,618,325 


Retail distribution charge ae eee Ae) i ac ee 134°136u5 Fe eee eee 134,136 


401,237 243,125 
407,382 243,561 
6.145 


1,752,461 
1,766,202 


1.108.099 
eS 259 


Total amount charged for primary power 
Amounts billed 


Balance refunded (municipalities) or transferred 
to reserve for stabilization of rates and 


contingencies (power district) (note 8) 


PRIMARY POWER AND ENERGY SUPPLIED 

Average of monthly peak load used in allocating the 
amount charged for bulk power ‘000 kW 

Energy—000 MWh 


13,346 | 


See accompanying notes on page 51 


Se 
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Notes To STATEMENTS OF THE ALLOCATION OF THE AMOUNTS CHARGED FOR PRIMARY POWER 


Certain common functions in the production and supply of power are considered to be used by all customers in relations to demand 
requirements. Therefore the associated charges are allocated at a common rate to all customers. 


Stage | transformation and metering charges are those associated with transformation at high-voltage stations from 115 kV to a voltage 
less than 115 kV but exceeding 10 kV. These charges are allocated on a kilowatt basis to all customers requiring the service. 


Stage II transformation and metering charges are those associated with transformation at low-voltage stations from 44 kV. 27.6 kV. 
13.8 kV or similar voltages to a delivery voltage of less than 10 kV. These charges are allocated on a kilowatt basis to all customers 
requiring the service. 


Special facilities charges are those associated with low-voltage line facilities located within a municipality’s or local system’s boundaries 
that serve only that customer. Also included in this category are charges for providing standby services. adjustments for the net surpluses 
or deficits arising from power contracts containing unusual rates or supply conditions, and reductions allowed for interruptible power. 


Return on equity is calculated at 1.33% on equities accumulated through debt retirement charges. after giving recognition to direct 
Customers’ contributions for debt retirement prior to 1966 and the charge of $56.98 million included in the 1974 bulk power rates for 
system expansion that was credited to the reserve for stabilization of rates and contingencies. The charge of providing the return on 


equity is included in common demand functions. 


The portion of the amount charged for power attributable to producing energy, rather than meeting demand requirements, has been 
classified as energy charge. For allocation purposes. this charge has been established at 8.50 mills per kWh. 


The demand charge is the per kilowatt charge for primary power. exclusive of energy cost. 


The provision to stabilization of rates and contingencies as shown on the Statement of Operations consists of: 


: $000 
In Common Demand Functions .__. ae ae . 207.919 
Less Excess Revenue per AIB Guidelines SrA. 122.093 
85.826 
In Other Functions . : ee ‘ (124) 
Surplus Retail Customers : 6.145 
Surplus Direct Customers Pee 436 
In Retail Distribution Charge |... : oe STH 


95.471 


D2 


MUNICIPALITY 


Ailsa Craig .........-..ccceccessreoes 
AJAX .o.ccsesesssessecseeerescsnnocsnennees 
Alexandria ...............sscssseesees 


Amberstburg..........cccsecessesesees 
Ancaster Twp. ......+:-:::ss0+ 


ATOM ai ccs cat es cescsvesencezteocevens 


Beach Durgccscsccecer-csqsreserscsenses- 
Beachville 2 ocscesccess:-ccceess 
Beamsville ycssccscascevestacsusssen-eese 
Beaverton cecccov)-ccscstecssesneese<s- 
Beton ccs cre ecsceseeeestectsncess 


Belle Rivericc.ccceccccstecsseseeeseess 
Belleville... ..:d:cccicesscscesseveseses 
Belimon teeectsscccstttecrsssssecens 
Blenheim c2iiscccctsescterscansieases: 
Bloomfield cisscsccecascesecssssaccans 


Bl ythitcsrreromnccsreacesssctartesecescares 
Bobcaygeon c cencsaertes 
Bolton ci foiescscecesscseaaorseanae 
Bothwellisctoccoscesecsesesss- 
Bowmanville seccccccsccsccacresesae 


*eee notes n 5] 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 


kW kWh ’000 $ $ $ $ 
8,763.6 48,786.8 544,924 414,688 37,597 = 
1,106.0 6,035.9 68,771 51,305 4,645 5,807 
21,458.1 130,432.9 1,334,265 1,108,680 92,055 — 
6,526.0 37,240. 1 405,787 316,542 27,996 —_ 
i392 9,592.0 108,145 81,532 7,305 9,131 
6,184.6 36,287.1 384,560 308,441 26,532 _— 
4,008.4 21,989.9 249,243 186,914 17,196 — 

594.6 3,571.5 36,975 30,358 2,497 3,122 
8,911.6 55,013.7 554,125 467,616 38,231 — 
3,652.0 21,266.6 227,081 180,766 15,667 — 

242.3 1,271.6 15,068 10,809 1,018 1,272 

479.2 2,677.9 29,802 22,762 2,013 2,516 

12,637.7 78,740.2 785,814 669,292 53,548 38,913 
2,865.0 17,003.6 178,146 144,531 12,291 — 
1,135.3 6,365.1 70,598 54,103 4,769 5,961 
7,102.6 45,859.1 441,643 389,803 30,064 23,682 

15,823.1 93,7171 983,885 796,596 67,881 _— 

241.3 1,261.5 15,006 10,724 1,013 1,267 
8,049.1 46, 184.0 500,497 392,565 34,200 19,333 
2,060.8 11,058.4 128,142 93,996 8,700 8,223 
1,463.2 7,006.3 90,987 59,554 6,191 5,070 | 
3,528.3 19,505.3 219,391 165,796 15,137 —— 

58,615.7 348,649.2 3,644,727 2,963,519 251,461 _— | 
1,543.6 8,638.6 95,984 73,428 6,484 8,104 
1,126.7 6,029.2 70,060 51,248 4,732 5,915 | 

| 

810.9 4,419.7 50,422 37,567 3,479 — 
3979-5 27,096.7 247,448 230,323 17,072 
3,945.9 22,333.4 245,361 189,835 16,928 _ 
3,022.2 18,009.1 187,925 153,078 12,966 — 
1,513.0 8,558.0 94,079 72,744 6,372 6,952 | 
3,347.1 19,750.4 208,124 167,878 14,228 7,661 

54,322.8 325,621.4 3,377,796 2,767,783 233,045 — ; 
1,681.5 9,524.0 104,556 80,954 Ines 3,513 
4,748.6 27,459.7 295,272 233,407 20,303 4,039 ; 
1,013.3 5,274.1 63,011 44,830 4,347 _— , 

{ 

1,488.6 8,699.4 92,564 73,945 6,296 5,323 | 
2,602.4 15,158.1 161,817 128,845 10,930 13,663 
6,677.2 39,735.0 415,193 337,748 28,646 — | 
1,063.1 6,083.7 66,107 51,711 4,465 5,582 | 
18,247.7 103,981.1 1,134,642 883,840 78,282 — 


Allocation of Charges for Power SS 


OR PRIMARY POWER TO MUNICIPALITIES 
ecember 31, 1977 


TOTAL 
AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
FACILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged PRIMARY POWER 

$ $ $ $ $ per kWh 
564 (12,598) 985,175 1,004,869 (19,694) 20.19 
wet (1,251) 129,277 130,442 (1,165) 21.42 
18,308 (16,179) 2,537,129 2,554,292 (17,163) 19.45 
“1,702 (6,831) 745,196 758,990 (13,794) 20.01 
+ (1,362) 204,751 205,255 (504) 21.35 
2,666 (6,688) 715,511 715,851 (340) 19.72 
3,711 (4,211) 452,853 453,667 (814) 20.59 
= (1,136) 71,816 71,173 643 20.11 
2,660 (11,157) 1,051,475 1,050,865 610 19.11 
= (5,212) 418,302 419,434 (1,132) 19.67 

= (380) 27,787 28,172 (385) 21.85 

= (891) 56,202 56,714 (512) 20.99 
10,816 (12,185) 1,546,198 1,556,166 (9,968) 19.64 
4,172 (2,974) 336,166 337,890 (1,724) 19.77 
= (1,414) 134,017 135,021 (1,004) 21.05 

= (7,158) 878,034 887,502 (9,468) 19.15 
4,122 (14,725) 1,837,759 1,856,698 (18,939) 19.61 
= (294) 27,716 27,941 (225) 21.97 
1,405 (10,743) 937,257 940,593 (3,336) 20.29 
377 (2,513) 236,925 238,020 (1,095) 21.42 
115 (2,757) 159,160 158,070 1,090 22.72 

71 (3,015) 397,380 400,742 (3,362) 20.37 

= (55,633) 6,804,074 6,868,162 (64,088) 19.52 

= (1,311) 182,689 183,590 (901) 21.15 

2. (986) 130,969 130,503 466 21.72 

— (707) 90,761 91,334 (573) 20.54 
1,194 (5,858) 490,179 489,908 271 18.09 
501 (4,563) 448,062 457,580 (9,518) 20.06 
1,404 (3,461) 351,912 358,326 (6,414) 19.54 
937 (1,798) 179,286 178,814 472 20.95 
348 (3,079) 395,160 396,852 (1,692) 20.01 
= (59,617) 6,319,007 6,336,801 (17,794) 19.41 

=. (1,413) 194,763 194,045 718 20.45 

— (5,381) 547,640 550,366 (2,726) 19.94 

= (1,303) 110,885 111,946 (1,061) 21.02 
1,224 (2,018) 177,334 178,242 (908) 20.38 
1,295 (2,287) 314,263 319,896 (5,633) 20.73 
8,617 (4,397) 785,807 789,827 (4,020) 19.78 
= (1,490) 126,375 126,181 194 20.77 

= (20,292) 2,076,472 2,096,315 (19,843) 19.97 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON | ENERGY AT 
MUNICIPALITY Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh ’000 $ $ $ $ 
Bracebridge.......sssssssecsessee 4,051.6 19,918.2 251,933 169,305 17,382 a 
Bradford: cote hteenes: 6,232.0 37,958.7 387,508 322,650 26,735 = 
Bracside...camiundebite cos 1,943.0 8,961.5 120,818 76,174 8,303 1,890 
Bramiptonis ant. beas.c.-n: 68,565.3 407,466.8 4,263,392 3,463,469 294,146 = 
Brantfords.c2.0cc2t.2ogecac.: 99,418.7 601,865.3 6,181,858 5,115,856 426,507 = 
Brantford TW....ccccsssssseseees 19,391.1 104,982.5 1,205,739 892,351 83,029 9,274 
Brechiti 2.80. we eee dos 376.4 2,028.6 23,405 17,243 1,581 1,976 
Bridgeportins..c.teige.cico: 1,896.6 11,483.1 117,932 97,606 8,137 = 
Brigden, hen Wartie cle 475.3 2,562.3 29,555 21,780 1,996 2,495 
Brighton. ct ee ake a 3,778.3 21,803.4 234,936 185,330 16,209 = 
Brockville 2 techincccs 34,592.2 206,249.6 2,150,945 1,753,122 148,230 ass 
Brusselss. tet ccetitet cance 1,285.5 7,375.1 79,933 62,688 5,399 6,749 
Burford. 4.2. eee 1,092.4 6,766.2 67,927 57,514 4,588 5,735 
Burgessville .........cccsssceeeee 356.6 1,923.6 22178 16,351 1,498 1,873 
Burks Falls ........csscssssssssssessses 1,586.6 8,569.1 98,655 72,837 6,807 = 
Burlington 25. teettesccecns.: 133,509.6 798,065.9 8,301,626 6,783,560 572,657 5,748 
Cache: Bayes. 5.43: 670.4 3,575.6 41,685 30,393 2,876 — 
Caledonia £4: Ae teseas 2,773.2 15,985.0 172,439 135,873 11,647 14,559 
Campbellford.......cccsscssssesseeee 4,042.9 19,214.4 251,392 163,323 17,345 — @ 
Campbellville.........sscccsssesseeee 579.3 2,950.4 36,023 25,078 2,433 3,041 | 
Cannington, 4.06 retess.. 1,868.6 10,920.9 116,193 92,829 8,017 = 
@apreolava tc taka cn 3,785.9 22,815.4 235,410 193,931 16,242 = 
Cardinal sia seesaw ce: 1,369.3 7,717.4 85,144 65,599 5,751 7,189 
Carleton Place os... 7,344.8 41,525.1 456,704 352,963 31,327 10,662 
@asselmait.. (0. desedaeccccen 2,322.0 12,152.1 144,382 103,293 9,752 12,191 7 
Cayuga os neeee esc 1,189.9 7,307.1 73,990 62,110 4,998 6,247 | 
Chalk Rivers: ..86 feicsiccccns 1,034.6 6,281.2 64,332 53,391 4,438 _ & 
Chapleau Twp. o..::cscsccssess 3,746.0 22,259.8 232,928 189,209 9,592 10,797 | 
hatha mica toss ibis dre 53,585.9 321,073.3 3,331,973 2,729,123 229,884 — | 
@Ghatsworthit:285 84 eck: 525.5 2,973.2 32,679 25,272 2,208 2,759 
Chesley scale ees: 2,498.8 13,831.9 155,378 117,572 10,720 — 
Chesterville ciscechtilesiens 3,050.6 18,350.4 189,691 155,979 12,945 8,323 | 
HIN GAWA, Silene: 3,192.7 18,679.2 198,524 158,773 13,696 = 
EL Tyg RA eee oe Ne 800.0 4,553.1 49,744 38,701 3,360 4,200 
Clinton Ga ie by cct Lea css: 3,923.4 22,599.3 243,963 192,095 16,832 — | 
Cobden: at cats cicscecn 1,297.3 6,987.5 80,667 59,395 5,566 — | 
Cabourg ae ee Pisses 24,336.3 145,579.5 1,513,231 1,237,427 104,402 = 
Gochrane..) pees: 7,893.9 46,603.2 490,844 396,127 710 —~ 
Colbome ss hee ee ios 2,512.7 15,242.5 156,244 129,561 10,780 — 
Coldwater ..s:<uuuntt tics: 1,275.4 6,831.2 79,305 58,066 5,383 5,198 | 


*see notes p.S | j 
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FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


TOTAL 
AMOUNT 
CHARGED AMOUNTS 


SPECIAL FOR BILLED AT | BALANCE TOTAL AMOUNT 
FACILITIES PRIMARY INTERIM (Refunded) CHARGED FOR 

(Note 3) POWER RATES or Charged PRIMARY POWER 

$ $ $ $ per kWh 

= (2,284) 436,336 437,758 (1,422) 21.91 

_ (5,091) 731,802 723,824 7,978 19.28 

413 (2,563) 205,035 193,976 11,059 22.88 

3,700 (57,802) 7,966,905 8,009,068 (42,163) 19.55 

= (138,812) 11,585,409 11,671,410 (86,001) 19.25 

22,839 (18,155) 2,195,077 2,216,281 (21,204) 20.91 

=< (535) 43,670 43,790 (120) 21.53 

— (2,463) P1212 224,025 (2,813) 19.26 

= (920) 54,906 55,344 (438) 21.43 

1,961 (4,406) 434,030 437,462 (3,432) 19.91 

= (42,890) 4,009,407 4,045,814 (36,407) 19.44 

== (1,934) 152,835 152,066 769 20.72 

= (2,061) 133,703 139,083 (5,380) 19.76 

501 (624) 41,777 42,336 (559) 2172 

= (1,602) 176,697 177,956 (1,259) 20.62 

190,161 (95,998) 15,757,754 15,791,720 (33,966) 19.74 

= (762) 74,192 75,083 (891) 20.75 

= (3,344) 331,174 331,503 (329) 20.72 

10,452 (2,756) 439,756 436,208 3,548 22.89 

ae (509) 66,066 66,189 (123) 22.39 

= (2,119) 214,920 217,191 (2,271) 19.68 

1,510 (4,271) 442,822 448,144 (5,322) 19.41 

= (2,179) 161,504 163,106 (1,602) 20.93 

676 (11,012) 841,320 845,275 (3,955) 20.26 

as (1,777) 267,841 267,742 99 22.04 

101 (1,597) 145,849 147,231 (1,382) 19.96 

as (968) 121,193 123,176 (1,983) 19.29 

= (2,697) 439,829 441,406 (1,577) 19.76 

= (66,916) 6,224,064 6,256,061 (31,997) 19.39 

= (788) 62,130 62,232 (102) 20.90 

1,056 (4,212) 280,514 280,135 379 20.28 

| = (3,799) 363,139 367,828 (4,689) 19.79 

= (3,672) 367,321 365,411 1,910 19.66 

= (1,163) 94,842 94,768 74 20.83 

748 (6,322) 447,316 451,585 (4,269) 19.79 

| = (1,457) 144,171 144,886 (715) 20.63 

12,251 (26,836) 2,840,475 2,855,480 (15,005) 19.51 

_ (5,990) 881,691 888,937 (7,246) 18.92 

2,398 (2,640) 296,343 297,875 (1,532) 19.44 

= (1,808) 146,144 146,879 (735) 21.39 


Se 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DuRING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh ’000 $ $ $ $ 

Collingwood............sssssseseeeee 25,323.3 153,371.3 1,574,608 1,303,656 108,637 = 
Coniber creo 793.3 4,094.4 49,329 34,802 3,332 4,165 
Coniston eee etic 2,213.3 12,859.9 137,627 109,309 9,495 = 
COOKSCOWR iss cchent chs secsconnnedercon 1,027.0 5,699.3 63,859 48,444 4,313 5,392 
Cottam oc Pcccttcreentlisons 592.5 3,369.0 36,842 28,637 2,489 3,111 
CHEEMOT ess Aicivticttesseciarons 1,324.6 7,344.4 82,368 62,428 5,564 6,955 
Dashwood 2), :...cot ce sicvente: 614.0 3,299.9 38,179 28,049 2,579 3,224 
Deep River ...esssssssssssssssssseen 8,444.0 48,137.1 525,051 409,166 36,225 = 
Delawaresct state coe 480.0 2,579.6 29,846 21,927 2,016 2,520 
Deter tees ceeiss 4,669.1 25,778.9 290,326 219,122 20,030 = 
Deseront...sscsssscsssssssscssssneesens 2,857.9 17,198.1 177,710 146,185 12,097 9,579 
Dorchester. .osc.cssssccsssssssessseeees 1,002.6 5,955.2 62,346 50,620 4,211 5,264 
Be i fey ten a 1,088.2 5,717.4 67,665 48,599 4,570 5,713 
Dresden icc ee scccces 4,302.1 24,609.4 267,508 209,181 18,456 bees 
Praiibo. cee tonne 482.7 2,664.5 30,014 22,649 2,027 2,534 
DEVO eater occtons 7,539.7 46,591.8 468,819 396,030 32,346 a 
Dublin cee ce 440.3 2,267.2 27,383 19,271 1,850 2312 
Dundalk scot eetideoes 2,096.0 11,876.6 130,334 100,952 8,993 _ 
DAS «cased ceases tomeneeencs 18,670.2 108,682.4 1,160,915 923,800 80,095 = 
Dunnville tease 6,127.3 36,428.3 381,000 309,641 26,286 = 
Dorian o.55 tore 3,004.7 17,040.3 186,837 144,843 12,620 15,775 
Dutton sees 817.0 4,519.3 50,804 38,415 3,431 4,289 
Bast York. .cccskcmcce 113,313.8 714,801.5 7,045,855 6,075,814 486,116 = 
Eganivilie goon cet enia-k 1,249.5 6,610.3 71,698 56,188 5,248 6,560 
5A er Rae eee SO RNR 11,461.6 66,827.8 712,687 568,036 49,171 = 
Elmvale os..5.-ncstanncnus. 1,700.7 9,883.3 105,751 84,009 7,143 8,929 
imwood teehee 316.3 1,692.4 19,669 14,385 1,328 1,661 
5c palace iba. 2 Ee eam 2,852.4 16,116.8 177,365 136,994 12,007 13,463 
Bmbr acess ea erections 915.9 5,104.4 56,955 43,388 3,847 4,809 
Benbeu o55\ fee reece 2,583.4 13,925.4 160,641 118,366 10,851 13,563 
Birie BEACH ccacsccsspersectstiecraassere 163.5 834.0 10,166 7,089 687 858 
[eT a Pn le et Re 744.0 4,014.4 46,262 34,122 3,125 3,906 
LA eee See ohh aaa 2,212.6 12,942.1 137,584 110,008 9,492 = 
PEANATOIR c.vecten ei ccor aieh 7,147.9 41,599.8 444,462 353,599 30,665 — 
|S ae a te 5,915.8 35,324.7 367,845 300,261 25,378 — 
[sti (ee Oe, ee 448,069.5 2,799,556.9 27,860,957 23,796,235 1,922,218 — 
| et eee eS 2 a 4,967.0 28,731.9 308,848 244,222 21,098 12,251 
Fenelon Falls ......:s:::ss::-sss0++: 2,694.1 15,855.0 167,520 134,768 11,557 — 
ic (TRE ht od a 13,968.0 81,579.6 868,533 693,427 59,923 — 
Pinch cous eileen simsot 544.0 2,847.1 33,826 24,201 2,285 2,856 


*see notes p.51 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


SPECIAL 
FACILITIES 


(Note 3) 


783 


(24,514) 
(1,308) 
(2,007) 
(1,164) 

(812) 


(1,609) 
(996) 
(6,820) 
(668) 
(5,848) 


(3,001) 
(1,248) 
(1,465) 
(5,141) 
(781) 


(7,476) 

(736) 
(2,170) 
(24,114) 
(10,625) 


(4,566) 
(1,571) 
(154,781) 

(1,284) 
(12,881) 


(2,095) 

(592) 
(3,676) 
(1,277) 
(1,752) 


(245) 
(1,284) 
(1,877) 
(4,884) 
(6,082) 


(452,373) 
(6,893) 
(1,494) 

(14,212) 

(813) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 
2,968,609 
90,320 
254,602 
120,844 
70,267 


155,706 
71,035 
963,622 
55,641 
SVEN EY) 


343,665 
121,193 
125,082 
497,076 
56,443 


893,002 

50,080 
238,204 
2,140,801 
708,231 


355,658 
95,368 
13,508,920 
144,410 
1,318,300 


203,737 

36,451 
336,565 
107,722 
301,669 


18,555 

86,131 
255,369 
826,490 
687,868 


53,660,989 
580,309 
312,558 

1,615,505 

62,355 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
2,980,558 
91,023 
256,867 
123,016 
70,386 


157,907 
72,646 
979,931 
55,843 
529,733 


345,004 
122,092 
123,423 
497,912 

57,213 


907,017 

50,388 
239,547 
2,168,959 
708,488 


357,571 
94,847 
13,629,653 
144,002 
1,313,166 


206,311 

36,850 
338,244 
108,725 
303,617 


18,626 

87,555 
254,546 
834,069 
690,188 


BALANCE 
(Refunded) 
or Charged 


$ 
(11,949) 
(703) 
(2,265) 
(2,172) 
(119) 


(2,201) 
(1,611) 
(16,309) 
(202) 
(5,976) 


(1,339) 
(899) 
1,659 
(836) 
(770) 


(14,015) 
(308) 
(1,343) 
(28,158) 
(257) 


(1,913) 
521 

(120,733) 
408 
5,134 


(2,574) 

(399) 
(1,679) 
(1,003) 
(1,948) 


(71) 
(1,424) 
823 
(7,579) 
(2,320) 


a 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


19.36 
22.06 
19.80 
21.20 
20.86 


21.20 
2153 
20.02 
21.57 
20.32 


19.98 
20.35 
21.88 
20.20 
21.18 


19.17 
22.09 
20.06 
19.70 
19.44 


20.87 
21.10 
18.90 
21.85 
19.73 


20.61 
21.54 
20.88 
21.10 
21.66 


22.25 
21.46 
19.73 
19.87 
19.47 


53,980,056 
585,465 
313,544 

1,621,439 
63,114 


(319,067) 
(5,156) 
(986) 
(5,934) 
(759) 


19.17 
20.20 
19.7] 
19.80 
21.90 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DuRING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads Energy (Note 1) (Note 5) Stage I Stage Il 
kw kWh 7000 $ $ $ $ 
Blesherton sistenosetece dessses 1,086.2 5,368.2 67,544 45,630 4,562 5,703 
Fonthill ce eee 2,013.8 11,447.9 125,218 97,307 8,458 10,572 
Forest ore es 3,601.6 21,395.9 223,949 181,865 15,127 18,908 
Franktord cchss tence 2,030.7 11,868.6 126,271 100,883 8,529 10,661 
Galt ene 63,527.3 371,361.1 3,950,130 3,156,570 272,532 = 
Georgetown o....cccscsssssssseeeee 20,621.6 125,001.1 1,282,256 1,062,510 88,467 = 
Glencoe. Se 2,181.4 11,809.7 135,639 100,382 9,190 9,825 
Gloucester TWD. .--sssssssssssee 65,086.8 386,982.6 4,047,098 3,289,353 188,066 52,828 
Goderich: tos eta eters 13,436.7 82,349.3 835,499 699,970 57,644 = 
Grands Bend)... erase 1,509.7 8,695.2 93,876 73,909 6,341 7,926 
Grand Valley ......-sssssssssssees 1,293.4 7,415.6 80,427 63,033 5,549 = 
Grenten. nee ee 440.0 1,718.5 27,362 14,607 1,870 1,040 
Gravenhurst .......ssssccsseneeeeeees 5,362.0 31,174.2 333,415 264,982 23,004 = 
Grimsby ct pest tarteoene: 6,779.3 38,892.6 421,540 330,587 29,083 = 
Gulelpirce ttentessescmstetonees 115,065.8 707,375.7 7,154,791 6,012,694 483,483 = 
Hagersville .......sssssssssssseeeseeeen 2,677.5 15,431.9 166,488 131,172 11,268 _ 12,748 
Hamilton tit0...0or ees. 763,341.0 5,322,466.2 47,464,529 45,240,964 3,039,411 = 
Hanovert 11,311.9 60,649.0 703,374 515,517 48,286 14,134 
Harriston Gc: 2,673.4 15,413.3 166,233 131,014 11,469 = 
Harrow 6. eee 2,922.0 16,021.6 181,695 136,184 12,335 11,753 
FIastantgs seis co-cdeaastt attetannsss 1,268.6 7,660.8 78,886 65,117 5,329 6,661 
Havelock screens 1,302.1 7,653.5 80,965 65,055 5,586 aa 
Hawkesbury ...ssssssssssssssssssessee 22,307.9 131,482.1 1,387,110 1,117,599 95,702 = 
Hediste eet eacm ne: O777.2 57,907.4 607,946 492,213 41,944 = 
Flensall thc ncnnt ets 2,356.8 11,325.0 146,548 96,263 10,111 eee 
Hespeler .........+++ ee See 14,120.3 80,431.4 878,002 683,668 60,576 a 
Holsteins ee ees 229.0 995.4 14,240 8,461 962 1,202 
Hunteville eee 5,990.9 36,052.2 372,517 306,445 25,701 = 
Ingersoll s2s/n pec cet eee 10,206.3 62,797.7 634,632 533,780 43,786 a 
Trogucis okt rcv 3,101.1 18,568.4 192,831 157,832 13,163 8,225 
LE Tt a ee dS 1,129.2 6,499.2 70,217 55,244 4,743 5,929 
Kapuskasing s.p.)c8 meus 8,087.1 46,848.0 502,861 398,209 34,694 = 
Kemptville 2:.2-1.thtaacacs 4,091.7 24,086.8 254,427 204,738 17,554 = 
Kenora barat: 13,008.4 82,615.0 808,863 702,228 1,171 = 
Killaloe Stn sitesinde 625.6 3,516.9 38,900 29,894 2,684 = 
Kincardine cdo cnhesectencs 8,809.6 50,179.4 547,781 426,526 37,793 = 
King City. tcen ener rcce 2,034.2 11,647.0 126,491 99,000 8,544 10,680 
K inion ic.soatcerncee 80,351.6 509, 105.5 4,996,264 4,327,397 344,709 =< 
Kingsville .:.... $0 Beant 6,719.4 39,360.5 417,813 334,565 28,689 7,973 
Kinihield: ug ete. 247.3 1,493.6 15,379 12,696 1,039 1,298 


*See notes p.51 


Allocation of Charges for Power 59 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
FACILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


$ $ $ $ 

= (1,212) 122,227 122,183 44 

356 (2,855) 239,056 237,798 1,258 

112 (4,990) 434,971 435,530 (559) 

a (1,860) 244,484 246,499 (2,015) 

= (80,932) 7,298,300 7,296,458 1,842 

18,786 (23,576) 2,428,443 2,448,528 (20,085) 

349 (2,556) 252,829 254,127 (1,298) 

= (38,740) 7,538,605 7,585,965 (47,360) 

eh (17,905) 1,575,208 1,586,515 (11,307) 

155 (1,967) 180,240 182,989 (2,749) 

Se (1,671) 147,338 148,783 (1,445) 

a (585) 44,294 44,995 (701) 

888 (7,230) 615,059 631,282 (16,223) 

692 (7,482) 774,420 782,395 (7,975) 

2,504 (122,792) 13,530,680 13,573,047 (42,367) 

1,452 (6,344) 316,784 318,255 (1,471) 
(249,038) (1,040,003) 94,455,863 95,000,544 (544,681) 
14,500 (13,197) 1,282,614 1,286,103 (3,489) 

1,009 (4,232) 305,493 305,790 (297) 

639 (4,481) 338,125 341,888 (3,763) 

= (1,358) 154,635 155,456 (821) 

= (1,825) 149,781 150,552 (771) 
2,425 (13,206) 2,589,630 2,588,067 1,563 

oes (6,645) 1,135,458 1,152,261 (16,803) 

454 (2,727) 250,649 251,739 (1,090) 

3,019 (18,881) 1,606,384 1,614,425 (8,041) 

= (341) 24,524 25,133 (609) 

| 417 (8,848) 696,232 705,494 (9,262) 
| 6,050 (18,437) 1,199,811 1,207,142 (7,331) 
| = (3,452) 368,599 372,126 (3,527) 
| Be (1,553) 134,580 135,217 (637) 
1 = (8,177) 927,587 944,177 (16,590) 
| 512 (5,136) 472,095 477,057 (4,962) 
= (8,375) 1,503,887 1,514,388 (10,501) 
= (673) 70,805 71,690 (885) 
5,260 (7,821) 1,009,539 1,008,651 888 
\ = (1,802) 242,913 245,019 (2,106) 
} - (101,384) 9,566,986 9,613,650 (46,664) 
| 5,390 (7,055) 787,375 800,586 (13,211) 
(367) 30,045 30,713 (668) 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh ’000 $ $ $ $ 
Ritohener scene ccceies 189,189.8 1,166,407.7 11,763,820 9,914,465 17,027 == 
EAOri gna ci. ch coccetotesttchocnon 1,637.1 9,363.5 101,796 79,590 6,876 8,595 
Rakefield 25 natik te dee 3,279.5 19,214.3 203,924 163,322 13,774 17,218 
Dgiibeth cot eects. 2,081.2 11,707.7 129,410 99,516 8,750 10,380 
i een Ree ee 890.3 4,807.3 55,364 40,863 3,740 4,675 
Lancaster sega. uithe hace 685.3 3,917.5 42,616 33,299 2,879 3,598 
Larder Lake Tw. «0... 1,130.7 7,001.5 70,312 59,514 4,749 5,937 
Eatchford 0) ss Bice 471.1 2,893.2 29,297 24,592 2,021 = 
Leamnington..ccc:..uitecsert ceeenn 14,985.0 90,685.5 931,767 770,828 64,043 14,161 
Lindsey icc coc ant 22,095.5 137,431.9 1,373,903 1,168,171 94,791 = 
Listowel gate ks 9,784.7 55,588.0 608,414 472,499 41,977 = 
Landon x26 Behe 302,863.9 1,829, 107.0 18,832,073 15,547,410 1,299,286 = 
Ee a ae ea 1,875.5 11,048.1 116,620 93,909 7,877 9,846 
Vecknow: oe hehien 1,576.2 9,041.6 98,011 76,854 6,620 8,276 
Lynden tant coy: 525.1 3,094.2 32,655 26,302 2,206 2,157 
Madoc vic c08 sate Shhtte 2,015.9 11,437.2 125,350 97,216 8.467 10,583 
Magnetawan ...e..sssssssssssssseee 241.5 1,292.4 15,019 10,986 1,036 —_ 
Markdale s ..6 1.08 tain 2,169.0 12,227.6 134,868 103,935 9,305 = 
Marihatn 50.08... sho detctspecne 17,483.2 101,429.6 1,087,105 862,152 75,002 ee 
Marmora ....cssesssesssessssseesessseees 1,527.3 9,266.1 94,967 78,762 6,469 4,896 
Martintown........sesssssssssssssseeess 243.1 1,353.9 15,120 11,509 1,021 1,277 
Massey cn cscrctec cote kiosone 1,538.3 9,182.9 95,651 78,055 6,599 = 
Maxville ccncieoscsesteteciecceee 1,128.8 6,136.2 70,191 52,158 4,741 5,926 
McGarry Twp. nessccsccccsessseeee 826.1 5,050.0 51,372 42,926 3,470 4,338 
Meaford ioccsshesc toc allisonseone 6,706.6 39,265.9 417,021 333,761 28,772 — 
Merlin shit ee 691.4 3,772.0 42,992 32,062 2,904 3,630 
Merrickville......c.sscssssssssessseeess 1,132.7 6,936.4 70,436 58,959 4,758 5,947 | 
Midland sooth ci BA Rits cos 20,091.0 117,957.6 1,249,264 1,002,640 86,191 an 
Mild tnay iscccsanccs Beet ack 1,012.9 6,125.6 62,986 52,068 4,255 5,318 | 
Millbrook 4:56. ae 941.8 5,429.5 58,565 46,151 3,956 4,945 
WMiltones cee epics 18,980.4 116,108.2 1,180,203 986,921 81,363 3,667 
Milverton 2:0. eidwans 2,043.5 10,594.9 127,068 90,058 8,583 10,729 
Mississauga ........ssssssssscsssseeeee 396,176.9 2,540,112.4 24,634,276 21,590,956 1,699,599 — | 
Mitchell 9... oa eh 4,726.3 24,657.8 293,886 209,592 20,276 —@ 
Moore Township........ssssse 594.3 3,361.6 36,955 28,574 2,496 3,120 
Moorefield .......c.cssessssessesseeeees 525.6 2,616.4 32,682 22,239 2,208 2,759 
Morrrisburg......sosssccccssssscccsceee 3,201.4 18,879.0 199,065 160,472 13,446 16,807 
Mount Brydges........sssse 1,072.0 6,135.5 66,657 52,152 4,502 5,628 
Mount Forest.....ccsssssesssseeesss 4,865.5 28,590.5 302,539 243,020 20,873 = 
Napanee ici chs. 7,136.4 41,610.8 443,745 353,693 30,483 7,741 


*see notes p.51 
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FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
FACILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


$ $ $ $ $ 
~~ (225,315) 21,469,997 21,585,357 (115,360) 18.41 
a (1,211) 195,646 195,888 (242) 20.89 
- (3,991) 394,247 394,754 (507) 20.52 
597 (2,648) 246,005 248,131 (2,126) 21.01 
ts (1,198) 103,444 103,366 78 21.52 
= (883) 81,509 81,123 386 20.81 
780 (1,610) 139,682 141,330 (1,648) 19.95 
a (431) 55,479 56,444 (965) 19.18 
3,904 (19,236) 1,765,467 1,775,266 (9,799) 19.47 
x3 (28,258) 2,608,607 2,623,764 (15,157) 18.98 
143 (11,664) 1,111,969 1,120,611 (8,642) 20.00 
gs (359,530) 35,319,239 35,534,663 (215,424) 19.31 
a3 (2,067) 226,185 225,014 1,171 20.47 
de (2,696) 187,065 189,203 (2,138) 20.69 
= (1,024) 62,896 63,670 (774) 20.33 
“a (2,670) 238,946 241,652 (2,706) 20.89 
a (240) 26,801 26,817 (16) 20.74 
= (2,280) 245,828 246,918 (1,090) 20.10 
11,898 (13,052) 2,023,105 2,036,992 (13,887) 19.95 
831 (1,949) 183,976 184,723 (747) 19.85 
22 (393) 28,534 28,762 (228) 21.07 
= (1,197) 179,108 181,966 (2,858) 19.50 
| z (1,593) 131,423 132,678 (1,255) 21.42 
| = (1,507) 100,599 101,324 (725) 19.92 
| 5,269 (8,484) 776,339 782,594 (6,255) 19.77 
| a (1,163) 80,425 80,811 (386) 21.32 
as (1,142) 138,958 138,727 231 20.03 
| 3,252 (28,011) 2,313,336 2,334,934 (21,598) 19.61 
= (1,253) 123,374 123,835 (461) 20.14 
= (1,131) 112,486 112,968 (482) 20.72 
9,850 (15,560) 2,246,444 2,281,578 (35,134) 19.35 
| 196 (3,392) 233,242 237,349 (4,107) 22.01 
588,890 (250,752) 48,262,969 48,448,819 (185,850) 19.00 
4,700 (6,256) 522,198 523,112 (914) 21.18 
(704) 70,441 70,252 189 20.95 
(799) 59,089 59,370 (281) 22.58 
(3,289) 387,741 386,161 1,580 20.54 
(1,230) 127,709 128,728 (1,019) 20.81 
(6,048) 561,177 565,871 (4,694) 19.63 
(9,927) 835,000 832,602 2,398 20.07 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 


ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON_ | ENERGY AT 


MUNICIPALITY Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh 7000 $ $ $ $ 

Nepean TWA. ..-ssssessecssssscscsee 97,706.9 599,718.7 6,075,413 5,097,610 251,962 3,334 
Netistadt:.cetsc: that bans: 535.1 2,786.1 33,273 23,682 2,247 2,809 
New Hamburg .........ccsssssss 5,089.6 29,187.0 316,476 248,090 21,423 24,049 
Wewbore 4.7.6. 8S4..ccn 329.3 1,738.6 20,480 14,779 1,383 1,729 
Newburgh j:.k.0tidledsiee 565.3 3,270.4 35,152 27,798 2,374 2,968 
Newbury }.ct...eigdeca< 434.6 2,409.7 27,028 20,483 1,826 2,282 
Neweastle: -cdiccccciiticlesrdecoannss 2,598.4 15,435.8 161,571 131,205 11,147 — 
Newmarket .......sccccsesseseeee 19,000.8 114,908.6 1,181,471 976,724 81,312 11,731 
Niggaracce ct fc ee 8 nc, 3,499.1 20,906.0 217,578 177,702 15,012 _ 
Niagara Falls... 66,936. 1 419,488.4 4,162,087 3,565,651 287,156 — 
Nipigon TWP... 2,770.6 17,244.3 172,280 146,577 | 11,693 11,259 
North, BAY io... eeee sc, 68,153.8 428,426.5 4,237,807 3,641,626 292,380 — 
North York... cea on. 703,898. 1 4,330,720.7 43,768,370 36,811,126 2,940,112 — 
Norwich: 2..fcne hd cic: 1,622.8 9,316.7 100,910 79,192 6,816 8,520 
NG mwO0dd oscce- bso Ret onsite: 1,373.0 8,324.9 85,376 70,763 5,767 7,209 
OMEN scene Oe a 149,830.6 1,020,053.4 9,316,468 - 8,670,454 642,723 2,989 
Gali Springs 225... 288...-00.: 477.4 2,804.5 29,687 23,839 2,005 2,506 
COME TCE ot Mee Rh. 910.6 5,332.6 56,621 45,328 3,825 4,781 
Orangeville...........-cssseseeeee 13,781.9 82,678.3 856,963 702,766 59,124 — 
err ee aaees eee yo eee 28,503.5 162, 180.6 1,772,352 1,378,535 122,280 — 
OCONG, 500 t oe, 1,207.2 6,692.7 75,068 56,889 5,071 6,338 
(DSTA WA ec ccscs vars thtelgbodsscscret 178,874.3 1,106,721.4 11,122,402 9,407,132 767,371 — 
OA ieee Sie ere ane 526,752.3 3,252,546.8 32,753,450 27,646,648 1,947,508 — 
Otterville ch ded 28 conse 620.0 3,444.5 38,552 29,278 2,604 3,255 
Owen Sound ........ceeeeee 29,279.2 178,853.5 1,820,581 1,520,256 125,239 21,551 
Baisley seiccccctsc Be. 1,506.5 8,573.0 93,674 72,871 6,463 = 
Ralmerstonicctscccetetscetccets 2,267.4 12,946.0 140,992 110,041 9,728 as 
ee ee ne SR ea 2 eer 8,061.2 43,592.1 501,245 370,534 34,583 = 
Parkhill cache MS ccc 2,103.7 11,814.4 130,810 100,423 9,025 — 
Parry Sun d ic.n8. ths i; 6,812.5 39,935.2 423,602 339,450 29,226 — 
Renibroke ..00:et Sits oi 18,065.5 94,974.0 1,123,318 807,280 77,502 = 
Penetanguishene.................... 7,454.4 44,442.9 463,518 377,765 31,980 — 
ct ee ae ee 10,091.7 57,522.4 627,507 488,941 43,294 — 
Peterborough .......::sssssssessseeee 88,841.8 542,350.9 5,524,187 4,609,983 381,132 = 
Perea ii Atl 5 Bichocncccsa: 4,386.6 24,866.8 272,760 211,369 18,489 19,230 
Pickering .60 Geek... 3,203.6 19,407.2 199,202 164,961 13,455 16,819 
BictOi hgone ee eRe... 5,953.6 35,056.9 370,198 297,984 25,542 = 
Plantagenct .........::ssssssseseeonees 1,308.8 7,811.3 81,382 66,396 5,497 6,871 
Platteville cc 0: eee ct: 1,052.4 5,778.3 65,438 49,116 4,420 5,525 


Pots BGward ey treccccccasssss 8,009.2 42,521.0 498,017 361,429 34,145 12,527 


*see notes p.51 
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Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


SPECIAL 
FACILITIES 
(Note 3) 


4,782 
1,708 
23,97 


118,605 


9239 
25,080 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(65,666) 
(875) 
(5,737) 
(310) 
(610) 


(545) 
(2,577) 
(16,634) 
(5,087) 
(94,879) 


(3,626) 

(69,284) 
(563,994) 
(3,036) 
(1,750) 


(123,184) 
(1,339) 
(1,081) 

(11,989) 
(20,974) 


(1,387) 
(196,625) 
(467,482) 

(1,111) 
(39,364) 


(1,720) 
(4,113) 
(12,323) 
(2,739) 
(6,540) 


(7,501) 
(8,637) 
(12,916) 
(110,968) 
(7,989) 


(1,970) 
(10,348) 
(1,092) 
(1,719) 
(13,036) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 
11,370,957 
61,136 
605,894 
38,061 
67,682 


51,074 
301,346 
2,239,386 
406,913 
7,943,992 


338,183 

8,194,974 
82,971,169 
193,088 
167,365 


18,628,055 
56,698 
109,474 
1,616,103 
STL PIE 


141,979 
21,100,280 
61,880,124 

72,578 
3,448,263 


171,288 
257,694 
894,039 
Di, 19 
786,313 


2,001,258 

868,498 
1,146,826 
10,404,334 
514,463 


392,467 
683,664 
159,054 
122,780 
893,082 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
11,425,867 
61,678 
608,880 
38,935 
68,281 


50,838 
305,316 
2,275,132 
411,482 
7,997,862 


344,980 

8,284,260 
83,602,198 
194,902 
168,045 


18,574,354 
56,987 
109,381 
1,618,603 
3,317,886 


143,131 
212155355 
62,429,224 
72,859 
3,468,439 


172,440 
258,587 
899,990 
239,430 
797,788 


63 


BALANCE | DEMAND TOTAL AMOUNT 
(Refunded) CHARGE CHARGED FOR 
or Charged (Note 6) PRIMARY POWER 


$ 
(54,910) 
(542) 
(2,986) 
(874) 
(599) 


236 
(3,970) 
(35,746) 
(4,569) 
(53,870) 


(6,797) 
(89,286) 
(631,029) 
(1,814) 
(680) 


53,701 
(289) 
93 
(2,500) 
(40,613) 


(1,152) 
(115,075) 
(549,100) 
(281) 
(20,176) 


(1,152) 

(893) 
(5,951) 
(1,911) 
(11,475) 


2,036,625 

877,328 
1,152,814 
10,460,217 
521,459 


399,262 
687,813 
159,745 
122,122 
902,444 


(35,367) 
(8,830) 
(5,988) 

(55,883) 

(6,996) 


(6,795) 
(4,149) 
(691) 
658 
(9,362) 


18.96 
21.94 
20.76 
21.89 
20.70 


ZS 
19.52 
19.49 
19.46 
18.94 


19.61 
19.13 
19.16 
20.72 
20.10 


18.26 
2022 
20.53 
19.55 
20.21 


2121 
19.07 
19.03 
21.07 
19.28 


19.98 
19.91 
20.51 
20.10 
19.69 


21.07 
19.54 
19.94 
19.18 
20.69 


20.22 
19.50 
20.36 
21.25 
21.00 
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STATEMENT OF THE AMOUNTS CHARGED 


MUNICIPALITY 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 


(Principal Bases 
of Allocation) 


Average of 
Monthly 


COMMON 
DEMAND 
FUNCTIONS 


ENERGY AT 
8.5 MILLS 
PER KWH 


AND METERING 


Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh ’000 $ $ $ $ 

Bort sBurw lin eicecccesecerssesers 527.0 DOTS 32,773 29,5293 2,214 2,767 
Ores COMDOIMe) ceteewacessceceeesees 16,489.0 111,054.7 1,025,289 943,965 70,738 — 
PortaGredit rcccc.terssrersonsncee 23,999.6 176,118.1 1,492,300 1,497,005 102,959 — 
Porte Over sts scotesescesesicopsenes 3,206.8 19,585.7 199,404 166,479 13,758 — 
ROSt@EN Cit ercctecscestseaseneest-eaceee 9,937.2 58,707.6 617,897 499,015 42,630 — 
POTUsEL OPC: crsncsscertees-ceeterass se 20,127.8 128,029.0 1,251,547 1,088,247 86,349 -—— 
Port McNicol... 2,055.5 11,335.5 127,816 96,352 8,634 10,792 
Jo} RS ogee earen recon eetes 4,911.5 28,841.5 305,401 245,153 21,071 _ 
POFt ROWAN sescs.cseseeoedvatecoreese 606.3 3,751.7 37,702 31,889 2,546 3,183 
PORG Stanley) eectcccerertesttese---- 2,026.4 11,538.1 126,006 98,075 8,693 — 
PYeSCOUU sesssccsteceestereeeesseccentene 6,632.6 35,604.0 412,417 302,634 28,454 “= 
Brestonnictesceccstecces peesertitecscasvess 27,115.0 158,049.2 1,686,015 1,343,418 116,323 — 
Priceville c.-5.8. .<c.dstsvescsesessseeee 147.5 748.9 9,172 6,367 620 774 
Brineton cesjcsgececscctedetesseoeneencs 485.4 Dell 2ed 30,184 23,566 2,039 2,548 
Queenston rescore oeeatpyetescee see 499.0 2,839.1 31,028 24,132 2,096 2,620 
Rainy Rivet..........ssssseersesee 1,399.4 8,605.6 87,019 73,148 5,878 7,347 
RedV ROCK: 5. -cctrssseciceeressces 1,118.8 6,696.5 69,567 56,921 4,800 — 
RenEROW nis... 5.0cc-derestesesesnecsens 8,772.7 48,571.2 545,491 412,856 37,636 — 
RIG MNON ee ceeevctettatenssreentenee 3,001.5 17,283.2 186,633 146,908 12,606 15,758 
Richmond) Hales c.c-cc.-set 2 Eyre 159,051.1 1,601,274 5516935, 110,172 — 
Rid getown........:..cscsccnsernsenseees 3,648.6 20, 153.8 226,875 171,307 15,653 as 
Ripley .........ccscscscssessseresseeseseee 980.0 5,636.2 60,936 47,909 4,116 5,145 
Rocklandy. cc. cscc---erccrtenessessn: 4,016.7 23,445.6 249,763 199,288 16,871 21,088 
ROCK WOO sicceoceerrevessedsteasccnoss 993.1 5,924.8 61,752 50,361 4,171 5,214 
RROGN CY erctistccsssracarrseraseerns-s 925.3 5,286.7 SH ESeuL 44,938 3,886 4,858 
ROSSCAU 5.025005 400<acrenetetesiaceeeoce 334.0 1,744.7 20,768 14,830 1,433 — 
Russell ioics-ccsesscscretereresc escent 1,094.1 6,275.3 68,033 53,341 4,595 5,744 
Sandwich West Twp. .......... 11,905.6 65,186.9 740,291 554,090 51,076 = 
SANMIA coccccecs stesectese re eeceors essere 89,460.5 624,391.6 5,562,654 5,307,329 381,976 — 
SCarDOrou gh. ..scssnrenenecsensses 457,349.0 2,853,896.1 28,437,957 24,258,117 1,962,027 — 
Schreiber  Dwpp ss ccccstecseessssecese 2,525.9 15,226.1 157,060 129,422 10,670 9,686 
Seaforth icc eccccsdacasvecseneeeraese 2,622.3 14,743.3 163,056 125,318 11,250 _ 
SHOEIDULNC cee scsnctestttstesvessasess 3,838.0 22,438.8 238,650 190,731 16,465 — 
SHIN COCs sexeseces Shrscesde hesetececcacesee 20,879.9 129,006.9 1,298,313 1,096,560 89,575 — 
Sioux: Lookout <.teecccccccesesssss 3,588.8 22,158.9 223,152 188,351 15,073 18,841 
Smrehs Balls itrcssceesccertccececsese 14,794.7 83,899.5 919,939 713,147 63,470 _ 
South Grimsby Twp............ 1,012.2 5,752.6 62,940 48,897 4,251 5,314 
South River itcccccsssccaeecseeense 1,415.5 8,248.8 88,020 70,115 6,073 — 
Southampton ..........cceeeeees 4,781.2 28,784.8 297,298 244,671 20,511 —_— 
Springfield <<.c.:.:<.cccrsssessnceesese 436.9 2,492.7 27,171 21,189 1,835 2,294 


*see notes p.51 


Allocation of Charges for Power 
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FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


SPECIAL 
FACILITIES 


(Note 3) 


101 
1,084 
IVA Wa) 
3,149 

» Pr 


5,218 
1,059 
623 


20,861 


1,177 
715 
4,860 
12,762 


RETURN 
ON 
EQUITY 


(Note 4) 


$ 
(715) 

(23,959) 

(26,484) 
(5,160) 
(6,212) 


(21,892) 
(2,576) 
(4,763) 
(1,023) 
(3,898) 


(9,619) 
(32,712) 
(171) 
(998) 
(928) 


(1,280) 
(1,615) 
(9,643) 

(2,256) 
(24,096) 


(5,107) 
(1,172) 
(2,959) 
(1,417) 
(1,637) 


(494) 
(1,066) 
(8,708) 

(148,810) 

(381,033) 


(2,661) 
(5,175) 
(3,566) 
(23,762) 
(4,862) 


(21,019) 
(1,430) 
(940) 
(4,576) 
(801) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 
62,433 
2,017,117 
3,077,897 
377,630 
1,163,051 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 
62,969 
2,035,956 
3,096,955 
379,630 
1,171,033 


DEMAND 
CHARGE 


(Note 6) 


BALANCE 
(Refunded) 
or Charged 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


$ 
(536) 
(18,839) 
(19,058) 
(2,000) 
(7,982) 


2,409,469 
242,077 
567,485 

74,297 
231,434 


734,986 
3,113,044 
16,762 
97,339 
58,948 


172,446 
130,218 
987,117 
359,649 

3,055,683 


410,526 
116,934 
484,051 
120,081 
109,582 


86/5377 
130,647 
1,343,449 
11,103,149 
54,297,929 


305,354 
295,164 

447,140 
2,473,448 
440,555 


1,675,861 
119,972 
163,268 
558,767 

51,782 


2,418,813 
243,484 
570,502 

74,895 
233,872 


735,757 
3,126,324 
16,748 
59,24] 
60,241 


172,163 
131,432 
998,146 
363,067 

3,067,059 


413,261 
117,454 
486,165 
121,742 
108,619 


37,382 
1315133 
1,364,799 
11,064,489 
54,675,251 


309,713 
297,385 
453,094 

2,478,292 
451,125 


1,690,651 
121,543 
166,517 
563,711 

51,986 


(9,344) 
(1,407) 
(3,017) 

(598) 


(1,902) 
(1,293) 


283 
(1,214) 
(11,029) 
(3,418) 
(11,376) 


(2,735) 
(520) 
(2,114) 
(1,661) 
963 


(845) 
(486) 
(21,350) 
38,660 
(377,322) 


(4,359) 
(2,221) 
(5,954) 

(4,844) 
(10,570) 


(14,790) 
(1,571) 
(3,249) 
(4,944) 

(204) 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DuRING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 


kw kWh ’000 $ $ $ $ 
St. Catharines ..........esesssee 211,932.8 1,290,632.8 ESAT 10,970,379 839,762 — 
St. Clair Beach .............-sss0+ 1,920.3 10,140.2 119,407 86,192 8,160 4,567 
St. George .....ccececsssesssressenees 1,224.5 7,339.4 76,141 62,386 5,187 3,870 
St. Jacobs ...........cecsessseeecsseese 2,027.0 12,401.3 126,043 105,411 8,582 6,662 
St. Mary’s ...scccesesecsssecseessenenees 5,726.6 33,938.9 356,082 288,482 24,567 — 
St. Thomas ...........ccccseserseeseees 36,281.6 214,924.7 2255993 1,826,860 155,648 — 
StayMeT oo. ecseeeecsecsessessneeneenes 2,731.6 15,728.9 169,855 133,697 11,719 _— 
Stirling ......-.eeeceeeeseseesseeeesenees 2,131.8 12,576.2 1325555 106,899 9,146 _— 
Stoney Creek... 7,248.8 40,681.1 450,733 345,790 31,097 — 
Stouffville ............cecseseeeeseees 6,614.0 39,659.6 411,261 337,107 28,374 —_— 
Stratford ...........scceccecosecsseeesnees 44,394.9 262,111.2 2,760,477 2,227,945 190,455 _— 
Strathroy .......c.ccseseeesecesseeeseees 9,945.5 Spell 618,413 475,130 42,666 — 
Streetsville .............:ceseseeeeeeeees 8,480.6 50,178.3 527,328 426,516 36,382 —_ 
Sturgeon Falls... 7,394.5 44,850.8 459,794 381,232 31,723 — 
SUdDUTY .....eeseeeseseeseeseseesescens 101,667.5 650,205.0 6,321,684 5,526,743 436,154 — 
Sunderland.............sscceeseeeees 803.7 4,468.2 49,976 37,980 3,376 4,219 
Sundridge .......ceseeeseeseereseeeees 1,285.4 7,128.7 79,928 60,595 5,515 — 
Sutton eociecsevece ces oenenssseeesorasencene 3,573.4 21,463.5 222,199 182,440 15,009 18,761 
OWAY dietertsecesectecesacneccsssoscene==eae 1,244.4 7,518.3 T1319 63,906 5,226 6,533 
TavistOck.......:...:ccscsesscsssaseseseee PEM A2 15,257.0 181,021 129,685 12,489 — 
Tecumseh ............:cceeceseereesees 5,364.4 31,209.9 333,561 265,284 23,014 — 
Teeswaterr ....-:2--.c.cscscssessnensenees 1,649.5 9,677.2 102,567 82,256 6,970 6,212 
Terrace Bay Twp.......----+++++ 2,913.6 17,624.6 181,173 149,810 12,500 — 
Thamesford............sscsceseeeeee 1,967.0 12,061.1 122,311 102,519 8,297 8,261 
Thamesville...........:scscsceesseeees 1,428.4 6,724.0 88,818 57,154 5,999 7,499 
Thedford ...............-seseseceseaseses 953.6 SelZel 59,297 43,964 4,005 5,006 
DhessalOn .:::.-.---ccoccaseeatacsensee 1,970.5 11,699.2 122,528 99,444 8,453 — 
Thornbury...........cscsseeereseseeees 2,113.4 12,616.0 131,411 107,236 9,066 — 
Thornndale................csccseesesesee 437.5 2,407.2 27,208 20,461 1,838 Pee HT 
MP HOUMtO MM ecrcse-c s-asccsssesesessse=s-c 545.0 2,796.0 33,888 23,766 2,289 2,861 
BUNOL Old aes peceesccenereeittsesernesasc 7,456.1 47,916.3 463,623 407,289 31,980 — 
Thunder Bay..............0000+ 151,852.0 949,616.5 9,442,154 8,071,741 651,424 1,196 
TilbDury........secsesecsererecssesceneeeeees 6,034.9 32,724.9 375,251 278,162 25,873 976 
Tillsonburg.............ececesesesesees 14,280.0 77,822.4 887,935 661,490 61,261 — 
TOTONO o2i--cer--consenessencensaaee=e~ 1,171,284.2 7,436,707.5 72,830,430 63,212,014 4,370,952 — 
Totten Nam .02f-.c.c-.casesnsnseseesees- 2,465.7 14,019.4 153,320 119,165 10,578 — 
1B 310) bererece cane cectechcorececeeeee 30,200.5 190,337.4 1,877,871 1,617,868 129,561 _— 
TP WOOd career cceeesccarersecnaecrsnsassae= 2,613.0 14,282.5 162,478 121,401 11,210 — 
Uxbridge «........scscseeesecssseeeneees 4,496.2 24,440.7 DAS TB, 207,746 19,289 — 
Vankleek Hill................-..... 1,901.2 10,577.5 118,218 89,909 7,985 9,981 


*see notes p.51 
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FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


SPECIAL 
FACILITIES 


(Note 3) 


5,206 
5,450 
3,135 
120,428 


1,153 
1,508 
11,984 


2,080 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(242,869) 
(1,969) 
(1,693) 
(2,288) 
(15,504) 


(54,113) 
(3,123) 
(2,523) 
(7,814) 
(6,380) 


(61,955) 
(12,503) 
(7,888) 
(6,147) 
(107,135) 


(1,222) 
(1,120) 
(4,018) 
(1,541) 
(4,196) 


(5,560) 
(2,255) 
(3,000) 
(2,512) 
(2,318) 


(1,402) 
(1,672) 
(2,056) 
(764) 
(476) 


(20,223) 
(264,104) 
(7,084) 
(14,606) 
(1,982,949) 


(1,842) 
(35,978) 

(3,331) 
(5,371) 
(1,579) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 

24,745,721 
216,357 
146,267 
244,749 
653,627 


4,184,388 
312,148 
246,077 
820,290 
771,140 


5,116,922 
1,128,912 
987,788 
869,737 
12,297,874 


94,329 
144,918 
434,391 
151,503 
320,309 


619,102 
195,750 
340,483 
238,876 
Sis? 


110,870 
230,646 
245,657 
51,060 
62,328 


883,218 
17,902,411 
674,331 
1,597,588 
138,442,431 


283,301 
3,589,322 
291,758 
503,270 
224,514 


AMOUNTS 
BILLED AT 
INTERIM 
RATES 


$ 

24,907,933 
218,552 
147,820 
246,693 
658,378 


4,207,224 
315,726 
245,987 
828,006 
773,709 


5,136,937 
1,133,701 
996,583 
872,128 
12,422,337 


94,951 
145,214 
418,918 
153,014 
322,803 


BALANCE TOTAL AMOUNT 
(Refunded) CHARGED FOR 
or Charged PRIMARY POWER 


$ 
(162,212) 
(2,195) 
(1,553) 
(1,944) 
(4,751) 


(22,836) 
(3,578) 
90 
(7,716) 
(2,569) 


(20,015) 
(4,789) 
(8,795) 
(2,391) 

(124,463) 


(622) 
(296) 
15,473 
(1,511) 
(2,494) 


623,506 
196,909 
345,426 
240,289 
159,994 


110,641 
233,874 
249,420 
51,637 
61,676 


897,538 
18,070,084 
677,122 
1,588,695 
139,546,978 


286,943 
3,611,735 
AD ey) 
506,457 
222,011 


(4,404) 
(1,159) 
(4,943) 
(1,413) 
(2,842) 


229 
(3,228) 
(3,763) 

(577) 
652 


(14,320) 
(167,673) 
(2,791) 
8,893 
(1,104,547) 


(3,642) 

(22,413) 
5 

(3,187) 
2,503 
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STATEMENT OF THE AMOUNTS CHARGED 


for the Year Ended 
PRIMARY POWER 
ENERGY SUPPLIED 
DuRING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 8.5 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh 7000 $ $ $ $ 

Vaughan Tw. o..csssssssssseeeee 62,381.6 373, 148.2 3,878,888 3,171,760 267,617 — 
Victoria Harbour... 1,365.3 7,673.6 84,899 65,226 5,735 7,168 
Walkerton 5... 226 Aihnciiens 8,583.1 47,646.1 533,700 404,992 36,821 ae 
Wallaceburg......sssscscssssssesseee 26,177.0 159,296.0 1,627,690 1,354,017 112,300 = 
War dsville ....scsccccssessccessnseeeees 460.3 2,674.5 28,623 22,734 1,933 2,417 
Warkworth .occsccccsssscccssssseceees 759.8 4,052.5 47,246 34,446 3,191 3,989 
Wasaga Beach «uu... 9,684.4 §2,720.7 602,181 448,127 41,137 23,896 
Waterdown oieecsccsssessscssssseeeees 2,549.1 15,602.2 158,508 132,619 10,707 13,383 
Waterford ..csescccccsssesccsssseeseeenes 2,778.5 14,650.4 172,772 124,529 11,729 11,133 
a ee Be ee oe 72,009.7 429,706.2 4,477,566 3,652,503 6,481 ae 
WVattord..02 200 heat Sens 1,853.3 10,017.5 115,242 85,149 7,811 8,183 
Waubaushene ........sscsssseseeeees 843.5 4,684.2 52,449 39,817 3,543 4,428 
Webbwo0d ..n.ssscssssessssssseeseenees 523.0 2,868.8 32,520 24,385 2,244 _ 
CT eee Sa een 52,926.4 298,433.8 3,290,964 2,536,687 227,054 — 
Welle ghey ci aichi socal BE occ 960.8 5,432.3 59,747 46,175 4,036 5,045 
Wellington ........::::ssssssssssssn 1,340.4 7,452.8 83,346 63,349 5,630 7,037 
West Lorie $.<.88 ft deciencts 1,941.0 10,194.2 120,691 86,651 8,152 10,190 
Westport iit. uiet ashok 969.3 5,610.3 60,273 47,688 4,071 5,089 
Wheatley chai dd cccin 1,841.6 9,781.6 114,515 83,144 7,162 8,122 
WN RLY op sianete unseat Leen 40,223.0 246,423.3 2,501,067 2,094,598 172,557 = 
Wiarton oid. dh Almont 2,835.8 17,369.3 176,332 147,639 12,165 = 
Williamsburg ........ssssssssssssseees 378.0 2,024.2 23,504 17,207 1,588 1,985 
Winchester ......s-sssecssssseseseesees 4,244.3 26,777.3 263,915 227,607 17,968 13,976 
Windermere ......ssescsssssesseeneee 354.7 1,610.5 22,055 13,689 1,522 = 
Windsor boas REE dssnsinon 304,624.4 1,902,435.3 18,941,539 16,170,701 1,306,838 = 
Win phat siccbececnacthedhnvessas 6,424.1 40,492.1 399,452 344,184 27,559 _ 
Woodbridge ......sscssssessssssssssee 3,897.4 23,609.0 242,343 200,677 16,721 = 
Woodstock .....scscsssssssseessessseees 44,102.9 261,129.6 2,742,318 2,219,602 189,201 = 
Wceiiville 21, 0iit sh dacieco 612.9 3,368.9 38,112 28,636 2,574 3,218 
ect Ree aan ok eee 1,447.1 8,463.2 89,981 71,937 6,078 7,597 
oe ae ee 122,250.0 793,657.3 7,601,503 6,746,088 524,453 — 
7 ROO, BE aye ees 1,021.7 5,867.2 63,531 49,871 4,291 5,364 
Total Municipal... 9,363,219.9 | 58,348,168.8 582,204,819 495,959,460 37,333,473 1,359,840 


*see notesp.51 | 
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FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1977 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
FACILITIES EQUITY PRIMARY INTERIM (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


$ $ $ $ $ 
61,683 (35,677) 7,344,271 7,352,303 (8,032) 19.68 
= (1,386) 161,642 164,174 (2,532) 21.06 
9,694 (9,206) 976,001 985,339 (9,338) 20.48 
6,268 (33,456) 3,066,819 3,080,006 (13,187) 19.25 
85 (596) 55,196 56,517 (1,321) 20.64 
= (867) 88,005 89,143 (1,138) 21.72 
= (8,830) 1,106,511 1,127,815 (21,304) 20.99 
= (3,116) 312,101 312,726 (625) 20.00 
1,125 (3,949) 317,339 320,303 (2,964) 21.66 
= (67,788) 8,068,762 8,134,032 (65,270) 18.78 
828 (3,563) 213,650 216,348 (2,698) 21.33 
a (1,000) 99,237 99,702 (465) 21.19 
= (401) 58,748 58,873 (125) 20.48 
= (68,844) 5,985,861 6,008,323 (22,462) 20.06 
= (1,405) 113,598 111,576 2,022 20.91 
= (1,919) 157,443 159,076 (1,633) 21.13 
ms (3,241) 222,443 222,954 (511) 21.82 
= (1,187) 115,934 118,021 (2,087) 20.66 
= (2,538) 211,005 212,703 (1,698) 21.57 
_ (37,128) 4,731,094 4,777,561 (46,467) 19.20 
101 (3,910) 332,327 335,123 (2,796) 19.13 
= (755) 43,529 44,132 (603) 21.50 
1,843 (4,111) 521,198 527,156 (5,958) 19.46 
= (492) 36,774 37,248 (474) 22.83 
1,140 (400,954) 36,019,264 36,273,494 (254,230) 18.93 
2,099 (7,731) 765,563 763,978 1,585 18.91 
“= (5,788) 453,953 457,033 (3,080) 19.23 
= (60,984) 5,090,137 5,132,405 (42,268) 19.49 
“ (803) 71,737 73,167 (1,430) 21.29 
105 (1,613) 174,085 176,328 (2,243) 20.57 
= (187,946) 14,684,098 14,810,047 (125,949) 18.50 
_ (1,511) 121,546 122,477 (931) 20.72 
2,057,959 | (10,816,324) 108,099,227 115,259,107 (7,159,880) 18.99 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1976 Debt Retirement through December 31, 1977 
Appropriations Annexations 


$ $ $ 
Vel (05 ese teccec te a ere Dar c Ce ee Cee 960,962.00 60,009.00 1,020,971.00 
A MISA OL Al rarer csecencs cts ress caeatee cates esceasueeoss 96,762.00 7,573.00 104,335.00 
Nb. tect Brea eee nen ae ror ea oe 1,155,219.00 146,935.00 1,302,154.00 
VPAVEX ANGLIA sees eet orth are ccsactesceconeee crores 508,516.00 44,687.00 553,203.00 
PRE ee sco creactetok ton tevvasoustenstocdacerotseretesaa v4 97,448.00 11,909.00 109,357.00 
PAVLISCOM cxeccsccer secs tes eeee tote ceancscacteesutesteeeerttt een 500,713.00 42,349.00 543,062.00 
VAT OM elec crcces sorte rorcore ceive ceucenecetorert otace ck 310,069.00 27,448.00 337,517.00 
PAIVANISLOM ereecscest crore tase esroeestessse aoc eees 89,578.00 4,072.00 93,650.00 
PATINIVETS (DUT Pienaar eatseanctearansunceatd aeeeseaetenestars 840,938.00 61,023.00 901,961.00 
PANICAS{ET Wp scsrertescseSessacsossscsnsvecsreserseessocosd 394,896.00 25,007.00 419,903.00 
opie EAM es sea gecee tat tvoonscssop acts dadpsounentncodiess 29,285.00 1,659.00 30,944.00 
I NEU COy Ri Ries 52 ee ON Nate aoe 69,520.00 3,282.00 72,802.00 
PRS EL OM eecesseeerecessenrastetaetarsacnsseresete-sertre st ersrs 903,643.00 86,537.00 990,180.00 
7 NCA VT aa Aes Senta a s oiad Soir ha ee ener Eee 221,430.00 19,618.00 241,048.00 
DRAIN ONS essnens eecceoe ete terctasatseunecrctonvenerttccesteraues 106,527.00 7,775.00 114,302.00 
ATIKOK AN UWP snite tts ctnse cerns scocteceeeevascteiees core 523,650.00 48,636.00 572,286.00 
PA UILOLA ieee ae oe tere cceaceaces tee eure teteer it ecces 1,073,416.00 108,349.00 1,181,765.00 
PAV ONIN OL eccce CR tee terse sco eect hte acces 22,001.00 1,653.00 23,654.00 
AY LICL areonerseestscsasserscrssescest const Mu cgeke cesses, kove'c 812,691.00 55,117.00 868,291.00 
TS Ce Se RPS A PETE Cao cE CULO ERO PORE Oar EEEE 189,003.00 14,111.00 203,114.00 
|S 15 ee A a pene oa ee 214,737.00 10,020.00 224,757.00 
Bancroltte. ce acces nec eietecss cesszc ties eaten ais 221,280.00 24,160.00 245,440.00 
Barrie settee et oecssetaee neat ee 4,076,691.00 401,372.00 4,478,063.00 
Barry's Bay dcccsccsssusesos.sossvoscccstessessestecbssssseses 94,929.00 10,570.00 105,499.00 
Bathe een cioses tut een eee a ttes 72,917.00 7,715.00 80,632.00 
Beach Dur cnccc.czscesssssssccssssasvescscostanscosstieaseiss 52,025.00 5,553.00 57,578.00 
Beachvillescsts..scsterrittcsccn cso eerce err ces 448,720.00 27,250.00 475,970.00 
Beamsvilles ha..tcrsem tesscasevsscttesecerrate ote cisss 341,416.00 27,020.00 368,436.00 
BCAVCntOn tee crst erica eee eee 260,047.00 20,695.00 280,742.00 
| SYST Ves reser coePBeion ee Enon ee ro pear nemo reece 137,244.00 10,360.00 147,604.00 
Bellet Rivenic:, 2: cer kivsccciecso gases 226,347.00 22,920.00 249,267.00 
Belleville ers cctee ets siacces cc ecto nce 4,465,458.00 371,977.00 4,837,435.00 
JST es ie, ee le Ate ee 101,442.00 11,514.00 112,956.00 
Blemhetincsrcesessccce-csecectezctesscvtses acca nacassavest 408,217.00 32,517.00 440,734.00 
Bloomftel dic. ear teiccsosce bate mettre 99,490.00 6,939.00 106,429.00 
BY VAD 2eveccsectcdss suonsusasnusvcvsevoscastosatesssosessmsesnaursee 153,191.00 10,194.00 163,385.00 
BODGAY SCONE scree: <cessonssccsasesccnsanesenedbasenctesasot 167,084.00 17,820.00 184,904.00 
Bolton ena Siesta 318,612.00 45,723.00 364,335.00 
Bothwell teers cc cesses sects Secaestessasasveuneet 114,515.00 7,280.00 121,795.00 
Bowmanvyilicmeeeetc:, croc ee 1,525,523.00 124,951.00 1,650,474.00 
Brace rid Se iicscsccsscstssscetecsosccccctesoscseectsnsusacaers 156,138.00 27,744.00 183,882.00 
Bradfordteeerer meee ee oe 380,603.00 42,674.00 423,277.00 
Bracsidet sn er ne et eee 189,239.00 13,305.00 202,544.00 
Bram ptoniesesscoevsistvanentovancvsnsrnsanewseenterrecoenes 4,192,575.00 469,503.00 4,662,078.00 
Brantfords, coccc. oe cae ee enee eects 10,625,308.00 680,772.00 11,306,080.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1976 Debt Retirement through December 31, 1977 
Appropriations Annexations 


$ $ $ $ 
BS AEHOL ORL WD oxvistoenr A vinstoieeratltsn ees: 1,316,112.00 132,781.00 = 1,448,893.00 
UNL 2S en So ee 40,912.00 2,577.00 = 43,489.00 
oe A a, an ane ae ae 184,538.00 12,987.00 = 197,525.00 
ON, La Se eS aren ae ee 72,132.00 3,255.00 = 75,387.00 
Io na ea eae 329,894.00 25,872.00 me 355,766.00 
SSIES ee, ne ee 3,234,536.00 236,871.00 = 3,471,407.00 
BSLUSSE] Sect gS eRe ered olatee seve ca lec 149,665.00 8,803.00 — 158,468.00 
en: 159,312.00 7,480.00 = 166,792.00 
Beer BE GSVILLE 4)0 saree co. tcnesecnsvecancccedsevbanhseans 48,255.00 2,442.00 — 50,697.00 
US S51 Sh ee rer 117,504.00 10,864.00 = 128,368.00 
EE, ae en re 6,844,545.00 914,209.00 = 7,758,754.00 
BOM BO Vand cicsiccticctcsicivveccienteesessnsc nines 55,325.00 4,591.00 = 59,916.00 
OO a a ree 254,833.00 18,990.00 zs 273,823.00 
| ECS a 2 192,090.00 27,684.00 = 219,774.00 
OSE | Se nn 38,695.00 3,967.00 = 42,662.00 
ene, Sr 160,860.00 12,796.00 as 173,656.00 
BON eB, ste scoctosssapivleivoons 307,902.00 25,924.00 = 333,826.00 
Ce ee eee ee 167,692.00 9,376.00 - 177,068.00 
Bae CONUP LA Ce crasscrctisdecisisbvswsscecsdedacotvons: 851,997.00 50,294.00 _ 902,291.00 
Peacce ma nme eee ee el Le 129,290.00 15,900.00 — 145,190.00 
RTA oti Red isda caaets ntotcee 121,805.00 8,148.00 _ 129,953.00 
MRI 68 ccs Cocccttiendosscsstieeccssianivecncic 71,183.00 7,085.00 _ 78,268.00 
BCR) ate csic hie Recslissacc hone 187,266.00 25,651.00 = 212,917.00 
IT Sa ee 5,049,409.00 366,931.00 = 5,416,340.00 
Re OF EN escent eae ee Rsesieascncinone 60,479.00 3,599.00 _ 64,078.00 
ee I oi, Be oni dasbossgicveisssnttlles 313,579.00 17,111.00 13,924.00 344,614.00 
BaP V ANN FF 8555 cena di vanssca desaseciponsnshsiceons 289,891.00 20,890.00 es 310,781.00 
oS ees cee een ee 275,065.00 21,862.00 = 296,927.00 
Oe 89,433.00 5,478.00 = 94,911.00 
OS ae 487,537.00 26,866.00 = 514,403.00 
OE ee, See ea 109,525.00 8,883.00 = 118,408.00 
STU en ee 1,995,668.00 166,643.00 ee 2,162,311.00 
BeOchranceeren eee ee er ee 423,098.00 54,054.00 = 477,152.00 
BR OF co.) tec ssesolnconcpesoesctsnensols 197,195.00 17,206.00 oe 214,401.00 
TY ea Se ce ne a 137,711.00 8,733.00 = 146,444.00 
MIMO OG IEE, 5. inn5. 8 onside dio saieieea a eioann 1,814,778.00 173,402.00 i 1,988, 180.00 
OS ee a es 101,850.00 5,432.00 = 107,282.00 
SL nn ee 141,667.00 15,156.00 = 156,823.00 
BBO at Bt Bes cistern secseeredicases vents 87,453.00 7,032.00 = 94,485.00 
Rs 6250 ord, Burien Seer matiog: 62,191.00 4,057.00 - 66,248.00 
IR 5a Biases fh ivdeiisistiowss vane 122,639.00 9,071.00 = 131,710.00 
MR OI 5 csv sicdtcoseasvnestbevevidguctuvederte 76,795.00 4,204.00 _— 80,999.00 
INCI E css be ettsceeenseresrceeee 493,274.00 57,821.00 ~ 551,095.00 
CL es a 51,053.00 3,287.00 _ 54,340.00 
ee me 438,520.00 31,972.00 sed 470,492.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1976 Debt Retirement through December 31, 1977 
Appropriations Annexations 
$ $ $ 
DDESCROMEO RG, cote, Sse evvendesrees cout ctonspy eres 223,816.00 19,570.00 243,386.00 
Doorchestenseretscstctessacs feccssscetsconeserarssesucconsres 94,751.00 6,866.00 101,617.00 
Drayton corectesser. .cisesttees. saves ties Actateeesstees 112,084.00 7,452.00 119,536.00 
Py resQeiven ctecscse. sun ccsstetodevcssesadasstvvassscsseatesecaye 389,362.00 29,459.00 418,821.00 
MTU DO Reectesece aces cctscassthscsouceetssusencuvesseapdecuxss 60,724.00 3,305.00 64,029.00 
PTY Denn Pee essegictcessecstsacabcencetadesasszsosvoenesssuscnees 534,792.00 51,628.00 586,420.00 
Dine Bees cscs senat an -ceenetecectteedaseseacearere scones 56,411.00 3,016.00 59,427.00 
Dina lhe tees, cecrsen seme tose cartinestacac ip iagodatcess 163,704.00 14,353.00 178,057.00 
DUNG aS oo oiicsessonscsso tesectastassesesestanesavesicars 1,817,080.00 127,845.00 1,944,925.00 
DUI eVect eceaecorecrsctearenceneesecnaeransarscesrrsers 816,241.00 41,957.00 858,198.00 
Durie rine, sere sees esas ensedesassuresettescneadeossecse sans 348,617.00 20,575.00 369,192.00 
DOOM  ereteccnrgactarassertiek swennoetsstisomhcansreomasneas 123,867.00 5,595.00 129,462.00 
ASR YOLK teste ccs cececenvess soxeceetaeeseorusttrcurockrucs 11,683,699.00 775,918.00 12,459,617.00 
Beg anvilhe si siccessccssscsssnsssvossssessesssapsssessessasoss 93,611.00 8,556.00 102,167.00 
BP) tra tite es et cnc nsz coe tssttesvactnssncssapnstcssezteoseets 971,143.00 78,484.00 1,049,627.00 
Nvivalemetter 2 rc eee tie ce 158,189.00 11,646.00 169,835.00 
Elim WOO GNA iocicsecsatsostesossssatetessescoscssersenseadss 46,120.00 2,166.00 48,286.00 
Reloraleenerre cae teracecd-ccadcusgedansesnateostemarctesoaracscrss 281,087.00 19,532.00 300,619.00 
EE ONO See peete tise. sey espace tasted Mteaesdutceenetseedseres 98,160.00 6,272.00 104,432.00 
Berm OTUs es0o soca, Stace scatecss nssoartasscossetesescetecees 123,425.00 17,690.00 141,115.00 
Erie @ Beaches: sobs, siaccasecs gheeetertetasenssncnces 18,669.00 1,120.00 19,789.00 
RCA I sashes ceca ams ateceeoesslato his cacao sunadapuses 99,158.00 5,095.00 104,253.00 
BQ PRD EE Leite tapi tonnisscchan sdlpastaentipivsakain or naib 134,613.00 15,151.00 149,764.00 
ESPATOlar cee tastccevscesatetscshacaetteenescestscsper cess Put 341,274.00 48,946.00 390,220.00 
ESS ONE i ssckspsneassstabesarss otis avrarbet dadsenneassts 458,262.00 40,509.00 498,771.00 
EOD ICO KG ei ia5ta.nienstytesnner oti atepincanrennceee 33,237,861.00 3,068, 163.00 36,306,024.00 
RCC Rarer ne hcanarasacgds Ratevacieaivew tacebenausotaters 526,296.00 34,012.00 560,308.00 
Femictotin haus 2 occa inst enema nes edteeneens 100,633.00 18,448.00 119,081.00 
PGES va irae ins tats even taactiveonooomiooonean’ 1,057,697.00 95,646.00 1,153,343.00 
LICL BER BES Sede. WOU yr ne ieee 62,438.00 3,725.00 66,163.00 
MNCS C EEO ri dota chin cadanene snntBbnansdextinncnaninctss 90,628.00 7,438.00 98,066.00 
MONET iene testes ds ene haoncannplasanbecodsioghanedesnat 215,589.00 13,790.00 229,379.00 
BOR ESB atactcesehcctann tit est dane cod REdacensca paranesteotece 383,034.00 24,662.00 407,696.00 
a) yrs 20; Es pee ne I PEE a 136,734.00 13,905.00 150,639.00 
TG anyones torsade nnlacaatadaapeonig on donastas 6,127,322.00 435,005.00 6,562,327.00 
OR REO WTR tes ca lan create crornaneiiind 1,758,514.00 141,207.00 1,899,721.00 
O12 Oe Se RR oe 193,832.00 14,937.00 208,769.00 
TIONG CSR I case cocycle 2,703,075.00 445,683.00 3,148,758.00 
A ROTECR ess er nacandoeses SSS ccnmcneroectanenors 1,365,513.00 92,009.00 1,457,522.00 
Oot aCe, Fen 1 ae ee 148,994.00 10,338.00 159,332.00 
Ea CL Renee oie eer eee a 128,000.00 8,857.00 136,857.00 
(ROR niece a teasinstiieteinne 45,252.00 3,013.00 48,265.00 
GEAVENRUTSEM Saenger ee 551,780.00 36,717.00 588,497.00 
CRAMER Bp oag cts av apctes Rensaancuds Mis wutoneststeaeatns 557,038.00 46,422.00 603,460.00 
Te a Se OOo eee Se aN 9,150,647.00 787,915.00 9,938,562.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Additions in the Equities 


Balance at Year through Transferred Balance at 
Municipality December 31, 1976 Debt Retirement through December 31, 1977 
Appropriations Annexations 
$ $ $ 
LAS Oh ee ae ee eee 498,002.00 18,334.00 — 516,336.00 
BR AMERLONN fesse svccstoensscpeonsetonsestonritosvetsesionts 78,677,281.00 5,226,989.00 — 83,904,270.00 
EN AN OV CL Pte races ney cossndtcbtacssvorsnacseetcsese aeaese 989,619.00 77,458.00 4,687.00 1,071,764.00 
ELIS CO Fito cose sosnesechinscsansdatat devscivenevimcass 326,048.00 18,306.00 344,354.00 
MS ALLOW pt ee Aces soc. Mensch ex asi suee ties, eos nie 344,215.00 20,009.00 364,224.00 
CUBITT ance apne eeOPen So MRE en ar 102,452.00 8,687.00 111,139.00 
Se ee ee 140,260.00 8,916.00 149,176.00 
Ba RGD UT ait cebv os vice ckses nt cunssiicescbaonsnasissasives 911,564.00 152,754.00 1,072,902.00 
eI cc Seseyclsicrncttcdurorivivincdsace 463,485.00 66,950.00 530,435.00 
CAG Se nee, 206,610.00 16,138.00 222,748.00 
NON SA ice Siena vested clon canndv custo cnberioetis 1,437,767.00 96,689.00 1,534,456.00 
BAT RP AUCH: See feces ri si te coov setts ceeiccnegeeestncek 66,060.00 — — 
NN yee csarcaph. beh ces aye tis caves savasisbons 26,287.00 1,568.00 27,855.00 
UNG BE A ccc sch cr cen nn snnsnscdardennivcink 678,305.00 41,023.00 719,328.00 
RESO EES o tas vasa ceca lovnasucsusedvcsdntosuicist f 1,436,517.00 69,888.00 1,506,405.00 
BIS errr tiaras do7pphsresssovssnzecbéotnucontvassts 159,024.00 21,235.00 280,791.00 
NS ee eee asa receea ivan fe vechdtnonrenscenpsanssioes 120,200.00 7,733.00 127,933.00 
OE ae ee ee 583,505.00 55,377.00 638,882.00 
RN IEE 23s epesescioe yoamnsdaeachinsisteoaied 387,424.00 28,019.00 415,443.00 
OE es 571,091.00 89,075.00 660,166.00 
MR CMON ee shops yexcrtite corn otasncadjecsrveiees die 49,591.00 4,284.00 53,875.00 
Le a ee ae 594,555.00 60,324.00 654,879.00 
| 0 OS ee en ne 131,791.00 13,930.00 145,721.00 
Re ee ee 7,608,229.00 550,209.00 8, 158,438.00 
| MM oy recap epend cncshtlccdshctancusnaond 531,458.00 46,011.00 577,469.00 
ae ar 28,047.00 1,694.00 29,741.00 
Ee a ee 16,941,705.00 1,295,480.00 18,237,185.00 
ee ere 86,977.00 11,210.00 98,187.00 
SE ne 301,556.00 22,457.00 324,013.00 
ES eee 199,033.00 14,251.00 213,284.00 
ce 90,586.00 6,097.00 96,683.00 
t OS a 67,286.00 4,693.00 71,979.00 
BRAKES DW ois cicsnessserttcessrscscsssccnoven 117,329.00 7,743.00 125,072.00 
UES See eee 30,514.00 3,226.00 33,740.00 
ES a eee See 1,458, 120.00 102,610.00 1 560,730.00 
RE Rnd cchsohcaetvwpsieevcistinienDiresasinds 2,130,243.00 151,300.00 2,281,543.00 
nn 883,150.00 67,001.00 950,151.00 
ee eee 27,012,567.00 2,073,865.00 29,087,260.00 
I 5s habs stsssponceaanserscvsiniccasincist 157,903.00 12,843.00 170,746.00 
en eee ees ee 209,653.00 10,793.00 220,446.00 
NT 5 dg. Ravn voeghavesusrconscesosteccven 79,429.00 3,596.00 83,025.00 
a 202,204.00 13,804.00 216,008.00 
eer ee 17,659.00 1,654.00 19,313.00 
TS 170,970.00 14,852.00 185,822.00 
Se ee ee ee 931,017.00 119,716.00 1,050,733.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Additions in the Equities 


Balance at Year through Transferred Balance at 
Municipality December 31, 1976 Debt Retirement through December 31, 1977 
Appropriations Annexations 
$ $ $ 
Marin Or aiesters saseciccoc tsceesccsscittenstccussteavenctoass 147,682.00 10,458.00 158,140.00 
Martinto Wiles netecctas..cessscesssorsasosocaccsnevevoeasee® 30,267.00 1,665.00 31,932.00 
Masse yirrsereesstesocvssccssosesescossssatteaedemnveesosaseosch< 84,439.00 10,534.00 94,973.00 
Max ville: ries ccisscencsccestessctacttcinsss tesceceasdseecess 121,354.00 7,730.00 129,084.00 
McGarry DWP iiccisescsstecsssssssssenstesassenscesionsess 110,341.00 5,657.00 115,998.00 
Mea fORd Soeteteressscsceast cates cose. tasersssavacanvarscieees 640,420.00 45,924.00 686,344.00 
Meritt Sirs edi te vce dtnececuk ia Miecaesowceeneestnteven 89,682.00 4,735.00 94,417.00 
Merrick ville sist. scscceo: tecassccterersesvsere beesusscess 84,364.00 7,757.00 92,121.00 
Midland er teas acate Besccs res et eeorersnetonseesisenves 2,131,590.00 137,574.00 2,269, 164.00 
Mild may ireeesee ve so. tacscteccseccerstneae so tecsteracesess 95,572.00 6,936.00 102,508.00 
Mit rok cto cares ettacectecnectaecerorssecenevevensee 85,126.00 6,449.00 91,575.00 
IMINO i ccesce tie oes cc eee rece 1,162,327.00 129,969.00 1,292,296.00 
IY FTAs 20) eee ce Reo oan es ere 263,967.00 13,993.00 277,960.00 
MiUSSiSSAUG AS. 2.02 -cscacsccscssnenssrescssescacousncosherarn 17,696,183.00 2,712,828.00 20,409,01 1.00 
Mitchel ee 25s cossei siete see saesesecsqarssceosesussoness 476,121.00 32,364.00 508,485.00 
Moore ® Powis iiipy rence sce-cetereere veces ane 53,830.00 4,070.00 57,900.00 
Moorefield ee ccscsscrstee cas ssccvles sesursssssensesrsrots 61,362.00 3,599.00 64,961.00 
MOnTaS DUT B92 oad cos ee tetsausstetenctcsteseestcsesensts 246,549.00 21,922.00 268,471.00 
IMOUNURBIY GES oo saorearinsr eectensabarscsacaesconces 93,186.00 7,341.00 100,527.00 
MOUTIURE ONES Ua sa ceacte teste teate ehecnas eaaneneen: 457,267.00 33,317.00 490,584.00 
IEW BEY NSCS ols Pe a Aa Rr roe eno Er 760,468.00 48,867.00 809,335.00 
ING PGA WNW peo acegocseeere as ceceeteteast te ctoatevesneeoet 4,575,331.00 669,049.00 5,244,380.00 
IN GUS ta teases sens ecscecctese sexes ttecspcosercosofeseetece 67,066.00 3,664.00 70,730.00 
INewam Dun ges ccccececseccceseeseconeren odes casscosee 434,835.00 34,852.00 469,687.00 
INC WD OM OF ae feesecscctenseeceseiecete eset iennsaeeinss 22,550.00 2,255.00 24,805.00 
IN EW DUTT 5s de descctieeversececcerstecdectssnastvancered 45,346.00 3,871.00 49,217.00 
ING WDUI y iooreiese eas one scenes tenet tae cotwonadeteassontn 41,471.00 2,976.00 44,447.00 
IN GW CASE Cotte i ccc note rey aescim nae cee based tes 191,008.00 17,793.00 208,801.00 
INGWIM ar ketE tc. 2c ctistes. cease teees sevens eciseiaraxet a 1,222,195.00 130,108.00 1,352,303.00 
INGA Baal a erect cee rests c se cucncaeesasaes es onedreceuetees-ve’ 389,974.00 23,961.00 413,935.00 
INtaparamE alls: 52 coc25 oveccsctteceseesssecrezenecens- 7,244,482.00 458,346.00 7,702,828.00 
INT PY SOM RL W pes e.cssecsctecse con ctatencceceaasncceeescaeee 305,878.00 18,972.00 324,850.00 
IN OREM A Viteese cies donc tosssd estates doscasanenesee 4,963,965.00 466,685.00 5,430,650.00 
IN ORCI ORK sc sores sce s ancereee ca taeecestes te 40,406,760.00 4,819,953.00 45,226,713.00 
IN OG WHCIN Asoo a scolca Sea tuactentea creme aparece 237,263.00 11,113.00 248,376.00 
IN OB OOGIRES tests naicu sisi aarsesptt a> carta aeveeehaeres 132,275.00 9,402.00 141,677.00 
Oak wale epee ean cetincnno seer sacict acento seaenae 8,889,949.00 1,025,968.00 9,915,917.00 
OVO ef 2) 15 tt nS A Pr Re 107,046.00 3,269.00 110,315.00 
MOM CMC sete eater tcc cavern spats te ssc esa Saree eaaetes 82,116.00 6,235.00 88,351.00 
MOAT DOV EAN artes en sas ct hsca sanetconesaceueoe 885,617.00 94,372.00 979,989.00 
OTOL EN i od eee ones ARE aa oe 1,486,330.00 195,179.00 1,681,509.00 
KOTOR OMe i coe ae eens Ge east casas 102,809.00 8,267.00 111,076.00 
OSTA Waar essen cect ees eto tec cavaape as teeta ctaasss 14,657,705.00 1,224,845.00 15,882,550.00 
OMA WARE accra ete are wet estestca 33,896,012.00 3,606,945.00 37,502,957.00 
Otterville: Gee este pete tcenintanson 85,835.00 4,245.00 90,080.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Municipality 


ONG RYO] (0 le este pet Ons ee PO ae 
RISC YT 8 speedo te od estaaiseats Messen: 
RalMerston we teen seen ee 


SG 6 ee 
RCI DLOK CMe Oe 20 re Bodh Uae 


"ROG arco ee 


SL) TE ee Cn re 
OCT 
OPC 
LL ee ren 
IS TSE Se ae arene eee ee 


Port Perry 
Port Rowan 


Port STENTS Gast Arne a enn 


Prescott 


| Red PROC kame Foie Be bh cocntasesn ole ee 


Rodney 
_ Rosseau 
Russell 
Sandwich West Twp 
Sarnia 


ee ee 


OS Se ee 


Balance at 


December 31, 1976 


$ 
2,993,706.00 


130,401.00 
320,359.00 
946,774.00 
210,614.00 


475,906.00 
503,286.00 
653,186.00 
983,460.00 
8,376,783.00 


627,511.00 
140,995.00 
799,689.00 

78,904.00 
131,220.00 


990,364.00 
54,277.00 
1,812,236.00 
1,960,722.00 
398,933.00 


453,287.00 
1,649,740.00 
195,403.00 
354,686.00 
79,058.00 


305,235.00 
734,662.00 
2,472,000.00 
12,917.00 
77,575.00 


71,873.00 
90,829.00 
132,118.00 
711,816.00 
162,708.00 


1,752,625.00 
391,435.00 
89,923.00 
212,538.00 
108,188.00 


126,887.00 
37,880.00 
80,277.00 

621,421.00 

11,632,241.00 


Additions in the 


Year through 


Debt Retirement 


Appropriations 


$ 
200,490.00 


10,316.00 
15,527.00 
55,199.00 
14,405.00 


46,649.00 
123,704.00 
51,044.00 
69,104.00 
608,346.00 


30,037.00 
21,937.00 
40,768.00 
8,962.00 
7,206.00 


54,844.00 
3,609.00 
112,909.00 
164,338.00 
21,959.00 


68,045.00 
137,825.00 
14,076.00 
33,632.00 
4,152.00 


13,876.00 
45,417.00 
185,671.00 
1,010.00 
3,324.00 


3,417.00 
9,583.00 
7,661.00 
60,072.00 
20,553.00 


176,339.00 
24,984.00 
6,711.00 
27,505.00 
6,800.00 


6,336.00 
2,287.00 
7,492.00 
81,524.00 
612,582.00 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 1977 


$ 
3,194, 196.00 
140,717.00 
335,886.00 
1,001,973.00 
225,019.00 


522,555.00 
626,990.00 
704,230.00 
1,052,564.00 
8,985,129.00 


657,548.00 
162,932.00 
840,457.00 

87,866.00 
138,426.00 


1,045,208.00 
57,886.00 
1,925,145.00 
2,125,060.00 

420,892.00 _ 


521,332.00 
1,787,565.00 
209,479.00 
388,318.00 
83,210.00 


319,111.00 
780,079.00 
2,657,671.00 
13,927.00 
80,899.00 


75,290.00 
100,412.00 
139,779.00 
771,888.00 
183,261.00 


1,928,964.00 
416,419.00 
96,634.00 
240,043.00 
114,988.00 


133,223.00 
40,167.00 
87,769.00 

702,945.00 

12,244,823.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1976 Debt Retirement through December 31, 1977 
Appropriations Annexations 
$ $ $ 
Scarboronehieletaaa.tatesesvorslssossessiscoercosers 27,495,710.00 3,131,705.00 30,627,415.00 
Schretbens ih w psi scsc te csceec eect scecaeee eats 205,662.00 17,296.00 222,958.00 
Seaforth ere sts cceslealaeceetsccvestesnsstonnccveoseonsietss 402,858.00 17,956.00 420,814.00 
Shelburne eee A te ctssvst easnsssstenscasstesvscedencttese. 265,149.00 26,281.00 291,430.00 
SIMCOE Se erates stechawel Peach ants Rt etasac casronst hua 1,789,277.00 142,976.00 1,932,253.00 
Sioux Lookou trite. sagt cnet eenteeceap 352,962.00 24,574.00 377,536.00 
Smiths" Fallse..stccsditctsct nick lees 1,600,634.00 101,307.00 1,701,941.00 
South Grimsby VW ieiccscecscsveserssvctscgreseceers 109,041.00 6,931.00 115,972.00 
SOUtHTRIVerss cheese ceeei ners’: 65,095.00 9,693.00 74,788.00 
Southampton is aicadeaniacwse near 341,027.00 32,740.00 373,767.00 
Springtteld Oe tsa steetatee. eet deawvascen sake > 62,554.00 2,992.00 65,546.00 
Sti Catharines 2xcc csc. pese.ncdtestssesrestoveecaee 18, 143,298.00 1,451,213.00 19,594,511.00 
St) Clair Beachy c-ccticmcnpestoveressnteecedeteverss 145,740.00 13,150.00 158,890.00 
SUM George ats hc. Becta ac, taracts 129,328.00 8,385.00 137,713.00 
StWacobsihccascicacuctni Reins 172,979.00 13,880.00 186,859.00 
SEMary Sie cet cccesvcestsdrecsststonsstvansiattsiecsinsss 1,227,527.00 39,213.00 1,266,740.00 
SUMO nia sie stase eae eee te eeornaers 4,147,078.00 248,439.00 4,395,517.00 
Sta Viner Ee ssc liecnesteashse tenet sateteaceaveniteere 235,709.00 18,705.00 254,414.00 
Sieh gee cares eocas cassettes cen ddcsaaoeease cadens 190,968.00 14,598.00 205,566.00 
Stone y@reeki sins nre ccs cee antares 576,112.00 49,637.00 625,749.00 
StOuUsi Ville sissatesscvccccsccc soo lasececenesededestagsiadessees 470,764.00 45,290.00 516,054.00 
Strathordetescstiac res cinsycugeeh iesiaeseaenties 4,725,733.00 303,995.00 5,029,728.00 
Strathroy’ siecicdetoradin css wmata ekesnes- 946,695.00 68,102.00 1,014,797.00 
Streets Ve es cosssccasechsceavaseries sesatacqousens esses: 575,982.00 58,072.00 634,054.00 
Sturpeon alls: ssccdasstacvestsetwuccsrerertes ses 435,503.00 50,634.00 486,137.00 
SUA DUI occ ea eases es, Soot aes ennve sian 7,655,178.00 696,170.00 8,351,348.00 
Sunderland 2 issevcssscasccesseaitevetreasden tes teawsisess 93,487.00 5,504.00 98,991.00 
SUNGTIG 9 C92 es cicorstesccesct cd gover teauadcnssseessretss 81,482.00 8,802.00 90,284.00 
SUUGOTN eet. Sestiaticicae.c cat ateeeatesaastieeaes en, 301,869.00 24,469.00 326,338.00 
WaT a taecrncrees catia cticacpersceaenaerioaps aacentea tat, 115,797.00 8,521.00 124,318.00 
ME AVASCOCK ecsecsds chs cesta de csasceeeee tsi sasstaensseiats 323,267.00 19,935.00 343,202.00 
CM eCumse hare ss bilge: exe Aen eerie octane 415,885.00 36,733.00 452,618.00 
"TOOSWA te lies, ftesetescu.se-veteosstocestoaits decbesscirasistss 171,446.00 11,295.00 182,741.00 
herraces Bay” UWP. iva cert eer ete: 247,582.00 19,951.00 267,533.00 
Mh amesfordiee ts... Stes: once tel 190,353.00 13,469.00 203,822.00 
MUNI SV ALi rors or. .coti chs oop ceommsere teenies 178,552.00 9,781.00 188,333.00 
Mhedfordenee outa ok Betta neue 108,069.00 6,530.00 114,599.00 
IP RESSALO DI rs ott acco cease oats atest: 117,879.00 13,493.00 131,372.00 
ROTO canst noi oor cntianaacians 151,865.00 14,472.00 166,337.00 
PR Orndaleteoxceccs- piecauestie ese uen ahs. 59,432.00 2,996.00 62,428.00 
PEROT COM Pipecesa ives sevee tenes tet eee ene 36,175.00 3,732.00 39,907.00 
Bio) (od Oo adie ee Mente eeree rere Roe 1,599,205.00 51,056.00 1,650,261.00 
WhunderBayrrca-cceere etter cen ncter tices: 26, 156,237.00 1,039,809.00 27,196,046.00 
SFALDUDY seescteecesctccassc evecare bescrus ee neem 537,283.00 41,324.00 578,607.00 
pPillsomburetis sas scinctonv sre oatear. caret 1,106,439.00 97,783.00 1,204,222.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1977 


Municipality 


Wankleek sill sce. ecscestcrstsretesce ceteris 
Waughan el wp cutcctetnc.tcetcne cases 
WictoriaylH arbour acces eerste 
DV AIKELLON ree scree cen ceiteyeieitae cir tice 


Bmsage Bean 62 i. sescsccssssenoovsssassossivoandesntaees 
WM ALCICOWN prea teri cca tees 
BNPALCIIOTO Sree ton city ici 


BVALEhIOO: ten eres cree oresicstenisiec bouton 
VEN GG Ce he Ae oa Sr Oe RD DD 


OS SS RN BE EN AD Rept 
BVCIINGION ncrcsee ne See re 
BVesteCOMen rier eee 
BVESEDOT Urs s coo: Seceksoitehcses- tien Sieh hcictios 
CTT AR Noreen er etre Or 


MM RIS DME osc raters poreras end-points 
Winchester................ 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 1976 


$ $ 
153,757,909.00 8,020,386.00 


136,271.00 16,884.00 
2,716,395.00 206,799.00 
251,378.00 17,893.00 
403,985.00 30,788.00 


114,837.00 13,019.00 


2,482,480.00 427,159.00 
102,778.00 9,349.00 
685,032.00 58,773.00 

2,550,009.00 179,248.00 


45,598.00 3,152.00 


65,798.00 5,203.00 
684,311.00 66,315.00 
235,504.00 17,456.00 
301,686.00 19,026.00 


4,961,001.00 493,088.00 


275,773.00 12,691.00 
75,372.00 5,776.00 
28,303.00 3,581.00 

5,183,211.00 362,415.00 


108,536.00 6,580.00 


147,319.00 9,178.00 
250,797.00 13,291.00 

90,268.00 6,638.00 
194,819.00 12,611.00 


2,714,948.00 275,428.00 


296,441.00 19,418.00 
58,573.00 2,588.00 
308,427.00 29,063.00 
37,630.00 2,429.00 


30,536,729.00 2,085,920.00 


587,130.00 43,989.00 
442,247.00 26,688.00 
4,632,697.00 301,995.00 


61,439.00 4,197.00 


120,190.00 
14,343,278.00 
115,836.00 
816,830,557.00 


9,909.00 
837,109.00 
6,996.00 
64,114,781.00 


75,582.00 


Balance at 
December 31, 1977 


$ 
161,778,295.00 


153,155.00 
2,923, 194.00 
269,271.00 
434,773.00 


127,856.00 
2,909,639.00 
112,127.00 
743,805.00 
2,729,257.00 


48,750.00 
71,001.00 
763,230.00 
252,960.00 
320,712.00 


5,454,089.00 
288,464.00 
81,148.00 
31,884.00 
5,545,626.00 


115,116.00 
156,497.00 
264,088.00 

96,906.00 
207,430.00 


2,990,376.00 
315,859.00 
61,161.00 
337,490.00 
40,059.00 


32,622,649.00 
631,119.00 
468,935.00 
4,934,692.00 
65,636.00 


130,099.00 
15,180,387.00 
122,832.00 
881,020,920.00 
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APPENDIX III - POWER DISTRICT 


RETAIL AND DIRECT CUSTOMERS 


Ontario Hydro provides service to retail and direct customers through the 
Power District operation to customers not served by municipalities or private 
power companies. This operation is viewed as comparable in scope with that 
of a municipal utility. Service to retail customers, including residential, farm, 
and general customers, is administered through 61 Area Offices and service to 
direct customers through the Customer Service Division at head office. The 
various classes of service are described below. 


RETAIL CUSTOMERS 
Residential Service 


Residential service is provided to establishments used primarily for living ac- 
commodation. It embraces two kinds of service — continuous—occupancy ser- 
vice and intermittent—-occupancy service. 


Residential continuous—occupancy service is provided to dwellings considered 
to be customers’ permanent residences. There are two classes of continuous— 
occupancy service for rate purposes — class R1 for service in designated zones 
of high customer concentration where there are at least 100 customers of any 
class in a group with a density of not less than 25 customers per mile of line 
and class R2 covering service elsewhere. 


Residential intermittent-occupancy service is provided to any self-contained 
residential establishment which is not regarded as the customer’s permanent 
residence and is occupied intermittently throughout the year or part of it. As 
with continuous—occupancy service, there are two classes of intermittent—oc- 
cupancy service for rate purposes designated R3 and R4 for zones of high and 
normal customer concentrations respectively. 
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Farm Service 


The farm class includes single-phase or three-phase electrical service to the 
farm residence and to all buildings and equipment used in the production and 
processing of farm products. In other words, for purposes of classification, a 
farm is a residence and a business. The business, which is agricultural produc- 
tion on a continuing basis, must be carried on at such a level as to ensure that 
the farm is a viable economic unit. 


The term “agricultural production“, as used here, includes the work of culti- 
vating soil, producing crops and raising livestock, as well as operations in 
nurseries, fur farms, hatcheries and egg production. Properties devoted solely 
to reforestration projects or the raising of Christmas trees, or having extensive 
acreage but not engaged in agricultural production are classified according to 


Retail revenue million $ 


@ 500 


‘<] general (under 5,000 kV) 
2] farm 


{ residential 
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their use, but not as farms. Small properties of 30 acres and under are clas- 
sified as residential, unless they are operated for some intensive or specialized 
form of agricultural production, for example fruit farming, poultry raising, 
market gardening, or nurseries. 


Service may be supplied under one farm service to all separate dwellings lo- 
cated on the property and occupied by persons engaged in its operation. Addi- 
tional dwellings occupied by persons otherwise engaged are regarded as 
residential. 


General Service 


The general class includes service to all community business, processing, or 
manufacturing establishments, excluding those that fall within the farm class. 
Customers may receive either single-phase or three-phase electrical service at 
secondary, rural primary, or sub—transmission voltage. 


DIRECT CUSTOMERS 


These customers each have a demand exceeding 5000 kW and are served 
directly under individual contracts with Ontario Hydro. Most are located out- 
side the service areas of municipal utilities. Where Ontario Hydro provides 
service to a direct customer located within the distribution area of a municipal 
utility, this is done only with the agreement of the utility. At the end of 1977 
Ontario Hydro provided primary power to 106 direct customers. 


Primary Line and Number of Customers 


PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS 
as at December 31, 1977 


NUMBER OF CUSTOMERS 


AREAS BY REGIONS PRIMARY Residential 
LINE 
LenGctu | Continuous | Intermittent Total 
Occupancy | Occupancy 
or All-Year | or Seasonal 


Niagara Region 


Beamsville ....... 12,481 
Brantford’. 28> ot .4 9.295 
6) ee SA eine, agen CI27 
Dindaszt ee eS 10,099 
Comciod. 2. occ Fae ee 13,598 
istawel =. - 6h 2.0 1) 7.388 
SINCE ES. Wee eee LS 11.414 
Stoney Creek ho. ? 11,621 
Wellatide ones. 2. 12,080 
TISVA RS ete ee oe 97,703 
Central Region: 
Bowmanville ........... 10,820 
Biamipront... ae 23,911 
Saruhan 428 538 oF 26,072 
Newmarket............. 25.974 
TOTAL eee... pale 86,777 
Western Region: 
Bean ville one Lis 8 eG 13.164 
Glintontaee. 64 Be 14.289 
asl Elem 67. c)) 440.8 11,662 
ESSeXt 0 ee aD DS ee 22,671 
Sail Sage Baeee 2 Rees 17.141 
Rambtone... 4a ey. oh 17,789 
Biathroyt <P, 1 8 12572 
OTA Paw ee 109,288 
Eastern Region: 
PIM NCONS dnb Li 8 13,370 
Bancroltess- 4 oe ee 10,630 
Brockville... “et. 4.8 12.430 
Gohdene scene ee 16,279 
PO OUTE A cadens 2.8 ce 8,378 
ce eto sn 13.597 
Rinestone cero oy ee 23.366 
Pentht« :.4--.-: soe. De 16.379 
Peterborough-rs <4 re. 23.443 
PACLON pr eee ee 11.210 
Tweed . 9.558 
Donkleck Hill. 13,750 
Winchester... 21,210 
MORAL 2. 3. 193.600 


82 Appendix III—Power District 


PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS 
as at December 31, 1976 


NUMBER OF CUSTOMERS 


Residential . 


AREAS BY REGIONS PRIMARY 


LINE 


evcae Continuous | Intermittent General 


Occupancy | Occupancy 
or All-Year | or Seasonal 


Georgian Bay Region: 

WAI STON aes oe = eee 
Bunchiey are eee ec ks Oe 
Bricebridge 2M) «124-56 
Kenclon Balls.) 4 
Euuintsvallersee eee 


Mindenoh oases 6 oat 
Orangevilles ai «cae oe 
COVRUUE Wot. ee a ae emi 
Owen Sound’. see 
Parry SOUMC’ Bac. eer 


Penelanguisnen@ra.< 22s = 
SUAVNGR wae es Se aes pine 
Walkerton. 24:40... 4.. 22 


Northeastern Region: 

AVCOMTA Wench e a = ase 
Kapuskasing 22 sae cin gay 
Korklanduleak ciara oaca: 
Manitoulin see ear 
Matheson eee eee 


Newrliskeardia... 40-8 
North) Bay) 22.5h 2346s oe 
SUGDOLY 45547 ear 
iIMMINS ee ooh ee 
NWT Ta Po: es Coie are 


Northwestern Region: 
Dryvoen h..-eee ss. <- 
Forntubrances ane sa aoe 
Gerldion= eee 
Nenordl 20 cee e es 
mnvoder Bay G0. 3. $F 


Total 


8,928 
15,287 
18,522 
19,497 
12,415 


12,472 

8,388 
I3.752 
21,400 
11,534 


14,389 
6,637 
16,344 


179,570 


8,341 
6,531 
7,762 
6,006 
33565 


9,843 
9.968 
21,475 
18,296 
7,081 


98,868 


7,218 
3,854 
3.399 
5,394 
9.491 


29,356 


TOTAL RETAIL. . : 452,265 159.147 118,050 65.700 795,162 


Class of Service 


Residential... ....... 
Continuous ........ 
Occupancy......... 


Seneral er ee eee 
| Under 5,000 kW 


Electricity Sales, Revenue, and Customers 


POWER DISTRICT 
ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Year 


Sales 


kWh 


1,959,683,600 
2,167,030,600 
2429997755 
2,693.847,000 
3,003.809,400 
3,257,764,400 
3,649, 132,400 
4,242,469, 500 
4,587,135,500 
5,423,760,600 
5.808.048, 700 


148,971,200 
181,449,700 
208,120,000 
248,058,200 
278,306,300 
289,627,100 
320,235,700 
368.091 ,500 
401,813.700 
442,179,300 
442,048,500 


1.349,750.300 
1.424,332,100 
1,516,768, 100 
1,586,725,200 
1,657,505,400 
1,708,195, 100 
1,789.115,400 
1.896,050.300 
1,958,186,300 
2.064,034.800 
2.097,.367.400 


2.405,717,034 
2.465,888,090 
2,735,743,742 
2,997.89 1,700 
32704 16,100 
3,772,699, 200 
4.077,143,700 
4,186,079,400 
4,053,334,600 
4.452,763,600 
4.616,130,800 


Revenue 


$ 


31,358,674 
34,874,22 | 
41,577,341 
45,358,874 
51,498,452 
55,764,529 
66,409,901 
83,724,448 
101,039,053 
131,427,282 
179,158,470 


6,229,861 
6.895.172 
7,645,109 
8.382.464 
9,847,782 
10,245,934 
11.811.664 
12,869,493 
15,947,325 
18,457.65 | 
24,236,873 


225732996 
24,003,192 
27,032,992 
27,883,776 
29,642,894 
30,400,812 
33,487,121 
38,980,395 
43,902,833 
50,723,625 
63,345,233 


26,207,937 
27,079,083 
32,145,827 
35,224,976 
40,364,014 
46,591,949 
29,055,202 
65,115,067 
72,390,738 
87,713,160 
114,617,731 


Customers 


265,540 
212216 
288,276 
301,211 
B 191532 
330,019 
358,542 
380,43 | 
404,009 
426,437 
452,265 


12572207 
131,003 
136,694 
141,022 
145,830 
147,600 
1533392 
155.740 
158,718 
157,976 
159,147 


132.454 
130.406 
129,582 
28322 
126,273 
125,356 
124.312 
123,542 
[22554 
120,911 
118,050 


49,315 
49.184 
50.647 
51,824 
S35. 112 
55,590 
58,721 
60,560 
62,328 
63,632 
65,700 
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Monthly | Revenue 


Use Per 
Customer 


Per 
kWh 
¢ 


1.60 
1.61 
1.71 
1.68 
1.71 
1.71 
1.82 
oT. 
2.20 
2.42 
3.08 


4.18 
3.76 
3.67 
3.38 
3.54 
3.54 
3:09 
3.50 
3:97, 
4.17 
5.48 


1.67 
eee, 
1.78 
1.76 
[go 
TRS 
1.87 
2.06 
2.24 
2.46 
SHAD 


1.09 
V2 
1.18 
ey Be, 
123 
a 
ee) 
1.56 
E89 
OF 
2.48 


cont. 
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ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Class of Service 


General 


Street Lighting ....... 
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POWER DISTRICT 


Sales 


kWh 


11,135,524,656 
1272025210, 909 
12,386,195. 752 
13,679,543,400 
13,726,750,226 
13,538,850,802 
14,074,713,154 


14,829,333,524 
12,587,707,832 
14,070,761,535 
15 PS 75209.992 


36,941,600 
40,267,000 
44,749,000 
43,406,400 
48,902,200 
52,870,300 
57,534,400 


*Data revised to include sales to other utilities in all years shown. 


Revenue 


59,591,901 
66,004,042 
73,052,574 
86,704,233 


94,931,719 


94,366,011 
108,640,954 
125,486,334 
125,701,038 
170,666,087 
244,981,084 


516,935 
563,720 
626,568 
678,389 
824,536 
9595593 
1,329,050 


Customers 


Monthly 
Use Per 
Customer 


Revenu: 
Per 
kWh 
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SUPPLEMENT 


Municipal Electrical Service 


The 352 municipal electrical utilities associated with Ontario Hydro provided 
retail electrical service in most Ontario urban municipalities and served 1,979,- 
494 customers in 1977. The statistics shown in graphic and tabular form are 
for these retail customers only. 


At the end of 1977, 340 utilities were using the general rate for former com- 
mercial and industrial customers and 150,875 customers were being billed on 
this rate schedule. To compare data for the years before this schedule was in 
effect, commercial and industrial customers are grouped in the general service 
class. This makes a year-to-year comparison at average energy use and reve- 
nue per kWh approximate only. 


Energy sales by municipal electrical utilities rose by 1.9 percent over those of 
1976. This increase together with higher electricity rates to recover costs pro- 
vided an increase of $296 million or 28.8 percent over 1976 service revenue. 
Rate increases provided about 26.4 percent of this increase. The revenue for 
each class of service for the years 1976 and 1977 is compared below: 


me NICIPAL ELE GHRICAILCSER VIC Bis == 62) eae ee 


Increase 
Class of Service 1977 1976 Per Cent 
Bresiclenitial). <.., Mere “oe ed Bae we ae $ 431,271,516 $ 340,934,916 26.5 
Bree ral (42) vis. Saeki vet ates aaa ney 878,014,740 675,282,802 30.0 
Bercel Lighting... eee nee 13,429,128 10,490,524 28.0 
otal Service Revenue’ ...),.....2. pe 9): A Kas 9373 1,026,708,242 28.8 
Miscellaneous Revenue ............ 38,275,202 35,662,978 fhe 


mera Revenve.4 if aoh4e ee 1,360,990,636 10G2-37.1220 


Total costs increased by $291.1 million or 28.4 percent over amounts in 1976. 
Of this increase, the cost of power and local generation rose by $274.0 million; 
Operation, maintenance, financial and administrative costs by $14.7 million, 
and depreciation charged by $2.4 million. Other costs were unchanged. 
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Net income was $45.6 million, $7.5 million more than in 1976. Ontario Hydro, 
in exercising its control and regulation of municipal electrical utilities as re- 
quired by Provincial Statute, considers various factors related to the financial 
condition of a municipal utility before approving changes in electricity rates. 
In addition Hydro has also assured that rate increases conform to the intent of 
anti-inflation guidelines. 


The municipal electrical utilities increased their net investment in fixed assets 
by $92.0 million to new total of $1,405.8 million at the end of 1977. Net in- 
come for the year together with depreciation charged, contributed capital, new 
borrowings and an increase in other liabilities provided for that increase and 
for increases of about $36.4 million in current assets. Other assets of the utili- 
ties decreased by about $1.3 million. 


Municipal electrical utilities 


Revenue million $ 


e 1,600 


“<=:1 street lighting and other 
4 general i 


residential 
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New borrowings amounted to about $12.1 million. After redeeming about 
$10.3 million of long-term debt, debt from borrowing showed an increase of 
$1.8 million at December 31, 1977. The sinking fund for redemption of deben- 
tures, in municipalities which issue sinking-fund debentures, was decreased by 
$1.5 million in 1977 to a new total of $23.9 million. Contributed capital in- 
creased $18.1 million to $136.9 million in 1977. 


Total assets of the 352 municipal electrical utilities at December STS 1OTT. 
amounted to $2,136.0 million after deducting total depreciation of $393.5 mil- 
lion. The increase of $160.0 million over 1976 includes an increase of $59.8 
million for equity of the utilities in the assets of Ontario Hydro. This equity 
shown in Statement A at $833.6 million constitutes 39.0 percent of utility total 
assets and the share of each utility in this total equity represents its accumu- 
lated contributions in the charges for power towards repayment of Ontario 
Hydro’s long-term debt. These utility equities, and their sum, would corre- 


Municipal electrical utilities 
Financing of annual additions to fixed assets 


million $ 
@ 100 

os224 funds borrowed 

gc4 funds contributed = Petey 
faa funds from revenue 
(including depreciation) 

e 80 
® 60 
e 40 
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Municipal Electrical Utilities 


MUNICIPAL UTILITY 


ELECTRICITY SALES, REVENUE AND CUSTOMERS 


Monthly | Revenu 


Class of Service Revenue Customers | Use Per Per 
Customer kWh 
kWh $ ¢ 
Residential ............ 10,634,265,804 | 120,844,582 13133351 1.14 
11,357,000,552 | 134,729,574 1,538,061 1.19 
11,920,728,345 | 146,021,338 1,559,605 | OP 
12,553,703,089 | 160,456,208 1,572,066 1.28 
13,112;193,740 | 175,857,379 1,586,841 1.34 
13,775,879,806 | 198,268,553 Glo hi2 1.44 
14,263, 163,142 | 219,290,605 627,714 I 1.54 
14,811,689,136 | 241,837,888 1,654,065 1.63 
15,394,846,066 | 278,928,028 1,676,629 1.81 
16, 152,623,151 | 340,934,916 | tags ea 2.11 
16,383,587,605 | 431,271,516 1,746,882 2.63 
Generale acs ae ee 18,929,941,955 | 186,262,616 (595753 98 
20,839,948,607 | 211,093,327 171,050 1.01 
22842 142.122 236.698, 739 178,907 1.04 
24,778,200,979 | 267,381,677 194,020 1.08 
27,078,525,324 | 305,161,350 202,758 Pgs 
30,154,315,895 | 352,286,480 208,683 | ay, 
33,058,492,115 | 411,964,102 214,184 125 
34,897,481,468 | 462,205,739 218,396 pes? 
36,561,986,163 | 540,399,426 222.103 1.48 
38,858,731,855 }| 675,282,802 228,589 1.74 
39,679,621,678 | 878,014,740 232,612 pe 
Street Lighting ........ 482,795,970 6,040,001 1:25 
507,749,701 6,741,395 133 
528,418,006 7,376,508 1.40 
586,670,947 8,439,527 1.44 
608,288,454 10,490,524 1.72 
617,494,280 13,429,128 2.17 


Notes: 


1. Estimated energy use for flat-rate services are included in class totals. 


2. Street lighting data prior to 1971 was not compiled on a comparative basis. 


3. The Monthly Use of kilowatt-hours per customer is calculated by dividing the average of the custome 
served at the end of the current and previous years into the current year’s kWh sales. 
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spond to those shown on the Ontario Hydro schedule of equities accumulated 
through debt retirement if these were available when the utilities close their 
books at the end of the year. Since this is not possible, the equities are, with a 
few exceptions, those at the end of 1976 rather than 1977. 


The books of account, from which the foregoing information is derived, are 
kept by the utilities in accordance with a standard accounting system designed 
by Ontario Hydro for use by all municipal electrical utilities. These records are 
periodically inspected by the Corporation’s municipal accountants. From time 
to time adjustments and improvements in accounting procedures and office 
routine are recommended as required. By providing this type of assistance and 
supervision, Ontario Hydro seeks to ensure the correct application of rates and 
standard procedures and the observance of a uniform classification of reve- 
hues and expenditures. The work performed by the Corporation’s municipal 
accountants does not, however, constitute an audit of their accounts. The mu- 
nicipalities must make their own arrangements for this audit. 
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Municipal Electrical Utilities 


V CATES Pens. catty etter olan teen er Aue ack oe e e 1968 1971 
Number of Municipal Utilities Included ....... 354 go3 
Niginberot Customers: setae ttn oo Se eee 1.709.111 [738i 1,766,086 1,789,599 
A. BALANCE SHEET 
FIXED ASSETS $ $ 
PlantanGatachicies:alcOst wen nk caer eee 759.163.167 815.382.191 866,551,765 921,558,139 
Less accumulated depreciation ............. 200,212,484 ALAR LL:) 238,749,590 257,488,023 
NieiutixGdeasSeLSee ieee tee ue ee weber ee. 558,950.683 596,144,193 627,802,175 664,070,116 
CURRENT ASSETS 
GAshronwlianGeanlcalnuly nike ey aes nee aera 11,554,954 12,739,781 11,889,717 14,698.217 
Investments—term deposits...) 25482: 20s 21957092 23.006.015 29,340,687 30.408.1 10 
PDOs eee ee ee eee 8.252.468 7.844.003 5,827,448 52 Dalz 
INCCOUNISIRECEIVA DIGI Ct) ee tetenee or eee ere 27,549,947 31,285,055 32,352,591 36,133,163 
@Unenee tee sol bee ee ee 1.488.012 3.029.452 2.928.405 3,196,264 
TOALGITNRS NUACSAIS “Gow 4a dg eed cone seb ie 76,802.473 77,904.306 82,338,848 89,707,906 
OTHER ASSETS 
[VENEORICS Mra ee cunt ce oes Fn ee 15,883,122 17.486.722 18,107,495 18,556,619 
Sinking fund on debentures ................ 11,969,393 13,651,400 14.859.915 17,834,443 
Muascellameous assets) wae nee ceeds mete eee 11,696,011 14,171,097 14,822,683 17,868,993 


39,548,526 
464,803,659 


iro talkothemassetSiem eieeaeme as eae arae ea 
Equity in Ontario Hydro..................... 


45 309.219 48,790,093 54,260,055 
492.190.861 520,667,796 $52,515,442 
1,211,548,579 1,279,598,912 1,360,553,519 


TOtaltasSetSi. 4 snc ahh Be ck Ra eae ae 1,140,105,341 es : 


DEBT FROM BORROWINGS 


DebEMtUTeS Outs tal Cn Cee ne rte eee ner tates 108,216,271 115.947.129 117,438,918 121,562,154 


Other long-term debts as she yepe 3 ooh 1,343,259 
Total long-term debt... 22h ee hss 108,216,271 115,947,129 117,438,918 121,562,154 
LIABILITIES 
UREN CADIIECSs oh ie A eas senha et ee oe 40.797.753 48 349.939 50,925,570 57,209,863 
Oper liabilities oye kis ictal tan! saws 13.61 1.744 14,857,102 15,748,438 1} 823.0 14 
Rovahhiabiliiies sata ah. (es Aner wee. tes 54.409.497 63,207.041 66,674,008 75,033,237 


EQUITY 


Debtredeemedss ana er rr eee 116,735,092 126552301 128,751,301 134,884,232 
Sinking fundion debentures: 422... 2256. , 11.969.393 13,651,400 15,859,915 17,834,443 
Accumulated net income invested in plant 

or held’as working funds... 40:.. 2.2.2.4 355,282,175 369,349,157 388,752,020 408,399,919 
Contrinuted capitale ey. = usec ere races 27,350,519 33,201,470 40,387,679 49,263,494 
@ihemreserves wees ea ee ee ee I Siekeh, SS 1.346.164 1,067,275 1,060,598 


512,675,914 
464,803,659 


PoOeal WUEY CQUMY ie At ees oe et 
Reserve for equity in Ontario Hydro......... 


540,203,548 574,818,190 611,442,686 
492,190,861 520,667,796 552,515,442 


1,140,105,341 1,211,548,579 1,279,598,912 1,360,553,519 


Total debt, liabilities and equity ........... 


B. OPERATING STATEMENT 


REVENUE 
Sale ol cleciicalvenerg yews nance sete se 353,980,197 393,604,382 439.342.533 487,247,297 
MiISCelAMCOUS aes etree 10,952,677 13,402,863 14,908,233 22,258,811 
Total revenues acc 5 sr il a) Oana eae 366,932,874 407,025,245 454,250,766 509,506,108 


EXPENSE 
Power purchased, 279 2.5. ceuewe ease ord pW Sep nee a Wl 288,156,598 325,567,580 373,906,802 
DOcareenernion. cu. (seus Saath eh eee ao 749,020 813.078 877.188 967,032 
Operation and maintenance ...........5-++- 28,713,279 30,231,314 33.066.815 35,900,479 
PUI PRISIPOUION Se %c fSeds tion oo See ae ore aoe 29,316,059 32,811,759 34,289,142 36,375,738 
PARRA ee ase 2 )2 8 has oO uae eae 13,359,494 14.683.093 15,530,872 15,796,567 
Depreciation 22.018.755 23,592,618 24,729,702 26,024,776 
Other 67,422 68.9 10 66.934 25,000 


346,779,746 


390,357,370 434,128,233 488,996 394 
16,667,875 20,122,533 20,509,714 


Total expense 


Net Income (net expense) ........... 20,153,128 


Statements A and B 


Consolidated Financial Statements 1968-1977 


1972 1974 1975 
353 353 353 
1,821,795 1,841,958 1,872,461 1,899,392 

$ $ $ $ 

982,727,779 1,050,510,249 1,127,845,090 1,222,600,065 
275,053,201 295,645,842 317,736,586 341,767,379 
707,674,578 754,864,407 810,108,504 880,832,686 
20,189,935 17,271,409 17,069,199 19,171,650 
34,361,115 37,882,051 39,216,408 47,054,671 
5,133,856 4,692,984 3,941,154 3,993:812 
44,081,793 47,931,017 52,321,061 62,301,976 
3,170,023 4,235,553 3,792,226 4,532,934 
106,936,722 112,013,014 116,340,048 137,055,043 
20,701,911 DOV BSS 36,424,909 41,186,818 
20,615,968 24,737,545 ZY DUST 27,534,285 
15,512,583 19,185,690 19,654,847 21,336,793 


1,941,100 


$ 
1,313,766,639 
366,581,475 


947,185,164 


22,896,700 
69,707,343 

3,788,276 
70,905,792 
5.614.111 


L729 12222 


35,802,071 
25,329,055 
21,001,356 


56,830,462 66,643,570 83,377,433 90.057.896 82,132,482 
587,606,219 626,886, 194 671,088,687 720,149,305 773,785,627 


1,459,047,981 1,560,407,185 1,680,914,672 1,828,094,930 
Se ee ee 


$5 rrr 


1,976,015,495 


122,967,025 123,477,707 124,962,937 128,822,972 136,533,544 
1.189.080 1,343,259 T,515,741 27088 3,570,683 
124,156,105 124,820,966 126,478,678 130,350,910 140,104,227 
64.349 460 73,849,720 83,092,574 93,976,387 113,926,549 
16,238,438 20,595,099 21,374,804 30,669,209 29,811,489 
80,587,898 94.444 819 104,467,378 124,645,596 143,738,038 
141,415,655 148,111,734 154,.611.276 162,739,091 173,492,096 
20.6 15.968 24,737,545 ZT IO) 27,534,285 25,529,055 
445 801.618 470,065,391 513.412,651 561,339,106 598,553,749 
SAO) > 69.030. 143 81.592.486 99,209,592 118,837,242 
961.743 2310393 1,965,839 2,127,045 2,175,461 
666,697,759 714,255,206 778,879,929 852,949,119 918.387.603 
587.606,219 626,886,194 671.088.687 720,149,305 773,785,627 
1,459,047,981 1,560,407,185 1,680,914,672 1,828,094,930 1,976,015,495 
A i eS MT 
556,595,034 637,996,102 711,420,135 827,766,98 | 1,026,708 ,242 
24,158,685 26,541,627 28,118,970 30,530,757 35,662,978 
580,753,719 664,537,729 739,539,105 858,297,738 1,062,371 ,220 
419,458,744 508,212,216 550,814,374 649,968,084 840,854,888 
1,013,587 999,948 1,080,488 1,369,493 1,627,252 
38,769,966 41,686,082 48 091.376 54,897,952 64,532,421 
36,226,052 38,710,621 44 965,100 53,384,198 60,882,890 
16,146,289 16,575.465 16,820,625 17,281,365 19,367,416 
27,904,709 29,437,838 31,346,995 BSi51 25295 35,951.862 
2,124,612 2.20 lize 752,637 872,936 1,032,158 


541,643,959 637,823,397 693,871,595 811,286,323 


1,024,248,887 


38,122,333 


39,109,760 26,714,332 45,667,510 47,011,415 


9] 


1,979,494 


$ 
1,405,758,279 
393,495,079 


1,012,263,200 


28,320,311 
87,659,595 
3,350,673 
88,012,448 
1,970,133 


209,313,160 
34,645,265 
23,982,073 
22,172,040 


80,799,378 
833,618.95] 


2,135,994,689 
138,844,292 
3,010,058 
141,854,350 


139,280,710 
33,734,221 


173,014,931 


183,794,668 
23,860,540 


642,359,337 
136,917.38 1 
574,531 


987,506,457 
833,618,951 


2,135,994,689 


1,322,715,384 
38,275,252 


1,360,990,636 


1,114,650,685 
1,779,650 
73,251,438 
66,087,265 
20,196,605 
38,388,338 
1,025,996 


1,315,379,977 


45,610,659 
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Municipal Electrical Utilities Financia! 


Municipality ..... A Ale elekeatrner Res Acton Ailsa Craig Alexandria Alfred 
INDINDEHO LG@NSLOMERS pert cen wane pe terre te Dont 290 1,384 438 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plantandiacihities:alcOstarer er eer tee 1,314,945 129,839 3,318,968 WUE: 152,730 
Less accumulated depreciation ............ 300,199 30,763 933,950 316,552 70,888 
NIGHT ASGL EISSN, 5 eins Pe eet a ok ante Ue eh 1,014,746 99,076 2,385,018 461,169 81,842 
CURRENT ASSETS 
@ashronshandand inibank ase. - eee 137,679 9,677 326,355 73,637 31155 
Investments—term deposits ............... 20,000 — 225,000 3,000 = 
—bonds Pinata at Rcngd or gsk der 3,000 a Bae asks ada) 
Accountsreceivable (net) 5)... 44.... 22... 40,024 1,750 123,200 17,734 5,154 
Other. — 3,490 — 
MOTACLERTENGASSCLS inane see ee 678,045 36,909 


OTHER ASSETS 
Invien Ones aces ys rd oars bela CP Nae 
Sinking fundionidebenturessjy- na... 32 
Miscellaneousrassets mami asia tite ie an 


74,751 


200,703 11,427 
642 — 
a EA 23,913 
Totabother assets ..oc.cssecegeserenees Es 
Bnitysin © ntanioy bay Grogs e eu s-uenne fal vere 960,962 96,762 1,155,219 508,516 97,447 


Total assets . se, re. tbe! 2,177,053 207,265 4,316,946 1,093,732 216,198 


DEBT FROM BORROWINGS 
Debentures outstanding Ave: Ee 484,344 32,300 = 
Other long-termdebt ..... sa Utre Meet: = ts ae: 
iotalion Paternied CDi mem mnie w er eeu ees ws = 484,344 32,300 — 
LIABILITIES 
Gurrentiabiiuesnera cece e ee chee 105,696 14,279 303,097 87,971 23,702 
Other liabilities vente Asie ee es 6,773 684 122,414 66,225 1,986 


oval (vapilitiest Unter toni ps oo tar Bes 112,469 425,511 154,196 25,688 
EQUITY 

Debtredeemed'. = 2... Dill ele ebeah ay | alae 
SUIS uM CO MyGe DEMUUe See aneaperae rae 
Accumulated net income invested in 

plant or held as working funds .......... 634,510 
GContributedicapitalsaeme ee cey ie te 385,173 
OPNETTESCLVCS. te tes tat: kee eee pie. Gea — oa — 


ANG VAT MRSS), no noe eee soe: 1,103,622 95,540 2,251,872 398,720 93,063 
Reserve for equity in Ontario Hydro ....... 960,962 96,762 1,155,219 $08,516 97,447 
Total debt, liabilities and equity.......... 2,177,053 207,265 4,316,946 1,093,732 216,198 


B. OPERATING STATEMENT 


83,939 


510,472 70,778 37,481 


1,003,760 317,616 50,535 
737,640 10,326 5,047 


’ 


REVENUE 
Sale of electrical energy pom 1,165,428 141,825 2,932,595 838,806 236,416 
Miscellaneous ee eee ce eee ee 26,660 3,156 94,061 18,889 1,876 
fame i 

EXPENSE 
Power purchased....... eee Vets 759,301 206,597 
Local generation ... NEE ako oes? Ears 7 —z 
Operation and maintenanc Sey tat 392) aM 5,758 
Administration .. nae + 4 56,840 11,882 
Financial PT ae ee 7,146 = 
Depreciation os 20,913 5,463 
Others..5 — 


Total expense.......... Mee 1,176,369 144,139 2,943,238 876,357 229,700 
Net Income (net expense) _ . sep dh 15,719 ene 83,418 (18,662) 8,592 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Alliston 


1,680 


$ 
738,991 
251,060 


487,931 


54,568 
75,000 
25,000 

7,234 


161,802 


10,587 


10,587 
500,713 


1,161,033 


85,404 
19,214 


104,618 


29,990 


429,780 
95,932 


555,702 
500,713 


1,161,033 


819,068 
24,489 


843,557 


714,809 


38,551 
54,085 


19,571 


827,016 


16,541 


Almonte Alvinston Amherstburg | Ancaster Twp. 


Apple Hill Arkona 
1,425 363 118 218 
$ $ 


34,311 64,834 
18,799 38,260 


$ 
975,811 
326,183 


$ 
123,330 
61,675 


$ 
1,011,825 
309,290 


$ 
796,863 
224,686 


649,628 61,655 702,535 SM2NTT 15,512 


5,966 


18,217 369 6,512 


— — 59,500 3,000 

7,000 — 14,000 — — 

14,894 3,440 ELMS 5,556 1,263 
748 


28,608 


23,022 


21,657 154,750 

307 40,918 

529 Z iz Zz < 
310,069 89,578 840,938 29,285 69,520 


94,499 9,595 
17,187 468 


111,686 10,063 


127,631 
20,378 


51,350 
63,131 


148,009 114,481 


72,000 


235929 


68,237 


135,246 


482,592 
35,509 


590,101 73,556 750,194 487,802 30,708 
310,069 89,578 840,938 394,896 29,285 69,520 


1,011,856 173,197 1,739,141 1,125,179 55,572 109,794 


36,235 
13,792 


616,423 
65,534 


148,664 
203,892 


600,805 96,058 1,185,640 592,274 30,561 58,446 
13,733 901 18,356 TEM 782 761 
614,538 96,959 1,203,996 600,071 31,343 $9,207 


455,126 1,052,982 416,883 56,243 


27,521 — — — 

33,645 46,811 27,649 1,242 

65,503 72599 72,688 Ze 

3,310 — La2 1,101 

26,217 S22 22,130 1,256 2599 
— 38,573 


33,069 63,512 


=< 
as Td 


3,216 


93 


Arnprior 


2,524 


$ 
1,231,343 
433,472 


797,871 


61,200 
25,000 


50,883 


137,083 


1,221 


425 


1,646 
903,643 


144,098 
100,736 


244,834 


142,612 


492,514 
52,640 


687,766 
903,643 


1,840,243 


1,714,688 
42,528 


1,757,216 


1,552,433 


48,754 
83,339 

8,237 
41,672 


1,734,435 


22,781 
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Municipal Electrical Utilities Financial 


Municipality : ; Arthur Athens Atikokan Twp. Aurora Avonmore 


Number of Customers 725 445 1,978 4,150 120 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost 385,164 158,799 955,056 1,834,750 58,332 
Less accumulated depreciation 117,902 50,433 486,144 381,768 26,545 

Net fixed assets .. 267,262 108,366 468,912 1,452,982 31,787 

CURRENT ASSETS 
Cash on hand and in bank 2,950 13,279 280 250,077 2,894 
Investments—term deposits . . — 5,000 75,000 260,000 — 

—bonds 10,000 — — — — 
Accounts receivable (net) 29,147 3,452 32,635 48,369 1,917 
Other 975 3,333 4,540 — 


Total current assets 
OTHER ASSETS 
Inventories a 
Sinking fund on debentures 
Miscellaneous assets 


200 
21,931 111,248 562,986 4,811 
— 25,086 — 
310 — 2,319 
Total other assets PSH) 
Equity in Ontario Hydro |... 221,430 106,527 523,650 1,073,416 22,001 


Total assets 533,676 237,134 1,128,896 3,136,234 60,918 


DEBT FROM BORROWINGS 
Debentures outstanding ._. 104,900 59,000 9,000 
Other long-termdebt........ — aa eas 


Total long-term debt — -- 59,000 9,000 
LIABILITIES 
Current liabilities 16,324 11,760 172,169 3,706 
Other liabilities 6,785 34,418 63,604 245 
Total liabilities 42,935 23,109 46,178 23503 3,951 
EOI: 
Debt redeemed 44,014 12,988 400,000 161,513 14,000 
Sinking fund on debentures = = — = = 
Accumulated net income invested in 
plant or held as working funds 118,341 92,652 129,359 1,107,153 7,789 
Contributed capital 2,056 1,858 29,709 499,379 4,177 


Other reserves 


Total utility equity 164,411 107,498 559,068 1,768,045 | 25,966 
Reserve for equity in Ontario Hydro 221,430 106,527 523,650 1,073,416 22,001 
Total debt, liabilities and equity 533,676 237,134 1,128,896 3,136,234 60,918 


B. OPERATING STATEMENT 


> 
’ 


REVENUE 
Sale of electrical energy 387,661 155,925 127452 2,156,287 34,813 
Miscellaneous 5,731 1,769 37,967 76,343 1,676 
EXPENSE 
Power purchased 337,162 1,857,383 27,647 
Local generation = — — 
Operation and maintenance 20,076 150,143 2,531 
Administration 14,365 4,001 
Financial 14,691 ; 2,154 
Depreciation 10,697 ; ; 43,980 2,075 
Other — 


Total expense 157,294 1,075,781 2,148,917 38,408 
Net Income (net expense) (3,599) Te 89,638 83,713 (1,919) 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Aylmer 


2,001 


$ 
886,525 
375,285 


511,240 


91,588 


21,938 


113,526 


1,005 
812,691 


1,438,462 


52,250 


52,250 


116,824 
500 


117,324 


90,935 


300,828 
64,434 


456,197 
812,691 


1,438,462 


1,023,246 
12,869 


1,036,115 


940,716 


53,966 
44,524 

9,949 
25,839 


174,213 
65,694 


108,519 


7375 
20,000 


27,567 


184 


184 
189,003 


Baden Bancroft Barrie Barry’s Bay Bath 


353 940 12,254 517 


$ 
750,132 
314,215 


$ 
200,176 
62,637 


143,774 
61,113 


8,991,560 
2,070,322 


182,018 
67,023 


82,661 


435,917 6,921,238 137,539 114,995 


28,666 


31,585 


869,722 


7,073 


5,695 


28,710 28,271 


11,715 


8,963 


450,724 


57,376 59,856 1,320,446 18,788 14,658 
— 2,620 268,422 — 
46,221 


’ 


— 2,620 314,643 n27, — 
214,737 221,280 4,076,691 94,928 72,917 


325,273 354,774 719,673 12,633,018 | 21,982 | 202,570 


114,993 
1,305 


133,801 120,802 430,985 6,372,214 104,714 
189,003 214,737 221,280 4,076,691 94,928 


727 


1,020,000 


28,000 — 


18,938 40,003 
297 27,405 


951,525 
212,588 


14,829 
1,481 


67,408 1,164,113 24,340 16,310 


131,497 


432,331 


22,500 


17,500 


79,995 
15,848 


113,343 
U2 S)NT) 


114,420 
1,382 


249,602 3,477,158 78,510 
49,886 2,462,725 3,704 


’ 


325,273 354,774 719,673 12,633,018 | 251,982 | 202,570 


236,551 


4,374 
21,559 


6,146 


| 
1,074,994 175,929 503,346 8,146,668 218,639 154,907 


193,405 515,039 8,504,914 223,588 140,108 
ATE 22,518 99,743 2,370 3,800 


196,136 537,557 8,604,657 | 225,958 | 143,908 


157,189 6,873,414 183,062 131,016 
5,670 551,614 4,880 6,166 
8,786 331,197 17,334 11,604 

ea 169,437 7,026 — 
4,284 6,337 6,121 


95 


Beachburg 


25) 


$ 
121,812 
51,076 


70,736 


12,909 


5,054 


17,963 


1,465 


1,465 
52,025 


142,189 


22,100 


22,100 


16,413 


16,413 


39,900 


1,994 
bie 


51,651 
52,025 


142,189 


112,671 
774 


113,445 


92,189 


3,014 
6,266 
5,485 
3,920 


110,874 


2,571 
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Municipal Electrical Utilities Financial 


Beachville Beamsville Beaverton Beeton Belle River 


Municipalityiaempe cms 9 eee t ee eae 


NUMbDeMOmGUstOMenrs) a. eee oes ae ae 


359 1,612 926 578 1,230 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantiandtfacilities'aticostem. cre ke 190,918 363,749 198,466 638,233 
Less accumulated depreciation ............. 123,815 61,656 107,763 

INieiiixedeassetSe-. Saree £4 nots Gaktene nhs 239,934 136,810 $30,470 

CURRENT ASSETS 
Gashionshandiandunibanks 9. .5.2 ee a: 23277 37,526 — 
Investments—term deposits ............... — — — 

= DONUS Meee Ee eee =: — — 2,000 
ANccounts recelvabie (Net)ie-ee. arr ones a: 5,302 7,942 5,543 16,468 


Motalkcurrent.assetSiaa wie on ee bee a 77,514 49,801 33,219 43,069 18,468 
OTHER ASSETS 
INVentOnies#.. Monae ee yeti es 62 as 80 2,134 678 
Sinking fund’on(debentures ee jenna e —s — — “=: — — 
Miscellaneousrassetsuam urn were name rsr: 208 467 — — 7,585 
SehotallotherassetSseita ens eee 270 467 80 2,134 8,263 
Equity in Ontario Hydtot.... 1.428. 448,720 341,416 260,047 137,244 226,347 


Totaliassets:::24. cere tees conch wan eee 625,711 800,735 533,280 319,257 783,548 


DEBT FROM BORROWINGS 
Debenturesioutstandinge yee eee tse 20,000 50,000 41,000 
Othemlone-tenmxdeb tae msenr ites ee reer — _— pe 


Motalslong-tenmede bt renee eens: — _ 41,000 
LIABILITIES 
Gurrentiiabilitiess «2h eae. one. ee 36,311 19,993 50,344 
Othenliabilitics: we eee ee eee 4,581 | 7,097 3,104 
Motalilabilitiesw#®. cmp wee cee eee 17,265 40,892 27,090 53,448 
EQUITY 
Debtiredecmed’= catgwatas steer ee. 37,500 12,839 13,610 48,555 
Sinking fund on debentures............... — — = — 
Accumulated net income invested in 
plant or held as working funds .......... 86,448 266,891 213,959 140,880 279,876 
Continbutedica pita liane mare ern er 716 87,663 5,543 433 134,322 


Othenresernves: . nas Ree eee ere 


Total utility equity......... iyo ranime gets 92,761 | 392,054 232,341 154,923 462,753 
Reserve for equity in Ontario Hydro ....... 448,720 341,416 260,047 137,244 226,347 
Total debt, liabilities and equity.......... 625,711 800,735 533,280 319,257 783,548 


B. OPERATING STATEMENT 


REVENUE 
Salelofelectrical’enersy iain, aa. eam ees 528,903 $20,131 412,002 222,827 477,872 
MISCElANeCOUS ae aN es. eee ee: 3,963 15,506 12,872 1,147 9,452 
Totalireyenue (3, : 2 ease. oe. eae 532,866 487,324 

EXPENSE 
Power purchased! spe iirc s onc ec 505,917 465,397 361,717 177,587 394,869 
Wocaligeneralonin: yey eneaiys yates = = = = aa 
Operation and maintenance............... 8,929 20,434 19,163 9,634 38,416 
AAniinistrationie fas ete. ee ee 15,159 53,649 27,871 16,702 31,333 
Financial ....... RE OR ARUN td, 29-6 297 269 — — 10,458 
Deer scrsth «0258 Pode oes ass oat 7,248 19,500 11,290 6,254 14,748 
mercer. ss — 


Totaliexpense ¢ 22> Site: sos Rees. 537,550 559,249 420,041 210,177 489,824 
Net Income (net expense).............. (4,684) (23,612) 13,797 (2,500) 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Belleville 


13,141 


$ 
9,103,808 
2,815,843 


6,287,965 


736,435 


736,435 


167,355 


25,080 


192,435 
4,465,458 


~ 11,682,293 


1,717,032 


1,717,032 


997,871 
73,390 


1,071,261 


782,965 


3,468,865 
176,712 


4,428,542 
4,465,458 


11,682,293 


7,480,479 
395,634 


7,876,113 


6,360,309 


369,841 
481,809 
231,181 
260,987 


7,704,127 


171,986 


Belmont Blenheim Bloomfield Bobcaygeon Bolton 


288 1,472 326 949 2,096 


$ 
133,371 
43,839 


$ 
674,726 
261,862 


$ 
105,374 
55,451 


$ 
1,914,431 
272,263 


$ 
454,295 
178,908 


169,766 
61,669 


89,532 412,864 108,097 275,387 1,642,168 


37,897 59,580 


18,352 22,468 26,826 


=] a. 15,000 = 60,000 
roa = 2,946 oy = 
10,923 19,092 14,226 1,886 43,209 


50,524 

114 

is 12,163 
101,442 408,217 99,490 153,191 167,084 
seam [neon [wea [mie [ess | ta 


23,50 1000 | side sa00 | 155000 


10,000 os 155,000 


11,532 


24,354 141,567 


6,543 2,984 


6,519 


Pp HHT 


135,933 
5,329 


80,401 13,462 22,977 53,290 141,262 


98,679 


115797 


16,033 


68,900 


175,341 


308,745 28,699 


153 


103,408 
20,000 16,317 
197,057 


70,345 427,424 40,649 135,758 
101,442 408,217 99,490 153,191 167,084 


199,131 
2,590 


98,737 
29,420 


344,372 
977,263 


675,256 
11,595 


130,186 207,022 414,981 . 993,453 
2,096 2,999 6,176 22,148 


194,641 


180,160 


320,194 801,937 


18,635 45,612 


7,165 4,643 

6,343 10,501 44,353 63,406 
4,995 13,955 37,214 
3,963 5,144 14,807 39,966 


(15,386) 32,003 (3,950) 9,573 9,213 27,466 


oF 


Bothwell 


409 


$ 
165,021 

78,777 

86,244 


30,432 


6,234 


36,666 


952 
114,515 


238,377 


16,846 
4,036 


20,882 


5,534 


94,738 
2,708 


102,980 
114,515 


238,377 


154,743 
6,739 


161,482 


125,441 


5,450 
16,852 


5,714 


153,457 


8,025 


98 Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


Municipality. dacs sche peed fargiae Bowmanville Bracebridge Bradford Braeside Brampton 


Number of Customers ....... ee eerie! ct 4,394 


1,632 1,976 187 15,776 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant and facilities atcost.............- 2,923,556 1,568,520 1,099,755 96,621 18,324,179 
Less accumulated depreciation . 854,158 543,774 265,572 Sis 3,390,065 

IN‘e tifixe dialSSetSi ee anne sr romeeimen ert 2,069,398 1,024,746 834,183 64,848 14,934,114 

CURRENT ASSETS 
Cashionthand and imbank 2.) 2a a 127,696 2,359 44,706 34,691 1,200 
Investments—term deposits .............. 10,000 a — — — 

—bonds Ae 39,883 = = 3,000 = 
INECOUN{SILECELVADICIUMEU) = meee nei eers cr: 9,266 12,427 80,431 8,636 702,772 
Othete else oe es rane code: 3,964 103,222 

GhotalGurrentassetS emits eee 186,845 129,101 807,194 

OTHER ASSETS 
TAVENTOLICS +. 5 tet ee ee ot 37,777 3,009 996,565 
Sinking fund on debentures....... Ast — — a 
Miscellaneous assets ...... ae Rae a 1,411 10,507 113,415 


THOCAUIROGNCICASSC (Saeed on tue a ee 39,188 — 1,109,980 
Equity in Ontario IBAWGNC) Gracie opis aah: eo 255523 189,239 4,192,575 


Total assets .............-.-- peg saeacae 3,820,954 1,233,129 1,357,403 300,414 21,043,863 
DEBT FROM BORROWINGS 

Debentures outstanding. .... ee 148,665 58,000 207,000 3,713,891 

Otherlong-termdebt ...............--. a= = = = 

Total long-term debt.... 148,665 = 3,713,891 

34,354 1,727,433 

563 1,104,623 


LIABILITIES 
Current liabilities : he et Se ORE 
Other liabilities — 0 .2.>-- Pr a: eee 


227,156 
50,175 


172,675 
61,893 


Total liabilities 2775331 234,568 2,832,056 
EQUITY 
Debmredeennc dg se rrmera yates hate metc 75,843 570,800 7p) | 1,815,293 
Sinking fund on debentures . — — — a 
Accumulated net income invested in 
plant or held as working MBYOS: ho oka 1,128,332 382,370 447,760 4,588,341 
Gontributedica pital eave. eee 665,260 12,381 60,121 212 3,901,707 


Other reserves .. 


Total utility equity. 1 1,869,435 965,551 535,232 76,258 10,305,341 
Reserve for equity in Ontario Hydro |... 1,525,523 156,138 380,603 189,239 4,192,575 
Total debt, liabilities and equity , 3,820,954 1,233,129 1,357,403 300,414 21,043,863 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 787,853 897,088 217,307 10,686,705 
Miscellaneous ; 22,088 27,510 2,640 70,355 
Total revenue 219,947 10,757,060 


EXPENSE 
Power purchased |. . 2,106,461 8,021,336 
Local generation a = 
Operation and maintenance 127,865 469,660 
Administration 151,842 782,717 
Financial 19,348 651,163 
Depreciation 77,498 Ki i 381,616 
Other — 


Total expense 2,483,014 782,002 918,280 216,802 10,306,492 
Net Income (net expense) 50,394 27,939 6,318 3,145 450,568 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Brantford 


25,304 


$ 
15,890,191 
4,569,723 
11,320,468 


165,672 
200,000 


359,798 
5,288 


730,758 
478,792 
263,133 


741,925 
10,625,308 


23,418,459 


130,000 


130,000 


1,161,246 
574,319 


1,735,565 


1,564,683 


7,194,236 
2,168,667 


10,927,586 
10,625,308 


23,418,459 


13,156,048 
433,722 


13,589,770 


11,726,537 


514,662 


13,188,958 


400,812 


Brantford Twp. Brechin Bridgeport Brigden 


3,267 673 


$ 
2,585,991 
976,216 


$ 
76,027 
40,578 


1,609,775 


177,149 


262,301 10,122 
150,000 — 


45,078 
1,332 


56,532 
309 


46,820 


459,121 18,989 


52,427 


4,315 — 


56,742 — 
1,316,112 40,912 
3,441,750 80,424 418,528 


4,319 20,685 211 
501 31945)! — 


23,976 211 


301,639 


665,857 39,650 


854,182 
164,460 


1,684,499 
1,316,112 


157,198 
13,166 


210,014 
184,538 


34,692 38,825 
40,912 U2NSZ 


2,676,554 50,323 309,024 
52,700 925 11,672 


2,729,254 | sta | 320,696 


224,696 


’ 


2,215,585 


43,631 


22,022 


153,878 


791 
91,459 3,523 28,823 
40,613 — — 
81,901 Upp 
4,942 — 1,332 


Brighton 


1,364 


599,405 


Brockville 


7,699 


$ 
715,007 
163,219 


$ 
4,493,260 
1,204,248 


551,788 3,289,012 


40,850 


198,031 


219,291 


14,623 


417,322 


140,309 


1,558 


309 — 40,532 141,867 
184,538 72,132 329,894 3,234,536 
977,687 7,082,737 


66,300 328,000 


328,000 


388,696 
2,146 


83,388 390,842 


68,700 


972,342 


388,214 1,748,871 
41,191 408,146 


498,105 Bn 99359 
329,894 3,234,536 


5.750 vigsas | unas | omnes | rowaza 
57,008 
1,213 


4,783,056 
83,610 


591,433 
Ushi 


461,388 


4,056,463 


209,353 


22,633 

49,186 221,623 
10,590 82,843 
17,802 129,162 


am [em | mom [ame [wim | ome 


oo 


Brussels 


447 


$ 
166,725 
42,056 


124,669 


UST) 
15,000 


9,874 


32,251 


148 
149,665 


306,733 


23,559 
889 


24,448 


28,000 


98,652 
5,968 


132,620 
149,665 


306,733 


176,011 
2,712 


178,723 


151,292 


2,676 
12,780 


4,977 


171,725 


6,998 
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Municipal Electrical Utilities Financial 


Municipality Be etd batt Burford Burgessville Burk’s Falls Burlington Cache Bay 
Number of Customers 423 30,472 262 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant and facilities at cost... 64,891 203,461 23,980,515 108,500 
Less accumulated depreciation . 22,554 50,335 5,202,203 46,315 
Net fixed assets ...... arenes 42,337 153,126 18,778,312 62,185 
CURRENT ASSETS 
Cash on hand and in bank .. wie 3,116 1,692,834 2,701 
Investments—term deposits ........ — 400,000 — 
SOV ne a we ee a 1,500 10,000 2,000 
Accounts receivable (net)............... 1,838 1,509,863 4,367 
there tes eet Ate ee ee teaienet aes tare sal 34,072 377 
Totalicurrent assets)... 4... 7. 3,646,769 9,445 
OTHER ASSETS 
Iity EntOLIeSme cee nates he 312,771 65 
Sinking fundon debentures) eps.) o- = — 
MiscellaneousrassetSa-r amy. acer attra: 27,839 = 
Notallother-assets a5 =. Yo A A Ree CY — 340,610 65 
Equity in-Ontario Hydrom 7... 222.2 117,504 6,844,545 55,325 


Totallassets)<-. fact pee eee: 266,389 299,157 29,610,236 127,020 


DEBT FROM BORROWINGS 
Debenturesioutstandingasw...42.2--e re 2,417,300 = 
Other long-term debt ....... a eae == = 


Motallong=ternudeb thea... a-)-nie ees — _— _— 2,417,300 — 
LIABILITIES 
Current liabilities ........ sn Soe ste 13,013 5,032 28,189 1,992,640 9,438 
@theriabiliiesmen-merads ae iets ARES 8 2,438 575 2,473 730,700 882 
Motaliliabilitiesp ae te so eto eae 30,662 2,723,340 10,320 
EQUITY 
Debtredecemed errr. ciate Res ete 29,147 2,679,079 295359) 
Sinking fund’on debentures. ........:...... = —_— 
Accumulated net income invested in 
plant or held as working funds ..... h 100,435 11,222,931 34,174 
Gontributedicapital teense.) sam aseree — 21,409 3,723,041 1,842 


@Othemreservcsn. see ieiae ertiaetc 


Total wilitweguitye. e268 acu. dew Ben ; 91,626 44,623 150,991 17,625,051 61,375 
Reserve for equity in Ontario Hydro ....... 159,312 48,255 117,504 6,844,545 55,325 
Total debt, liabilities and equity.......... 266,389 98,485 299,157 29,610,236 127,020 


B. OPERATING STATEMENT 
REVENUE 


Sale of electrical energy 159,949 49,376 219,876 19,177,235 88,570 
Miscellaneous ne nee, ue es 13,928 1,679 95- 654,717 884 

Total revenue .. 89,454 

EXPENSE 

Rowempurehased metres i tek errr 76,629 
Local generation ......... = 
Operation and maintenanc 5,704 
Administration 5,705 
Financial 29 
Depreciation 7,604 3,757 
Other. Brainy: t saee —s — —_— —_ 

Total expense _. r; : 49,712 207,561 91,224 


Net Income (net expense)............. (15,123) 12,220 1,201,066 (1,770) 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Caledonia 


1,364 


$ 
530,939 
106,114 


424,825 


117,749 


5,849 


123,598 


8,555 


8,555 
254,833 


811,811 


31,027 
17,969 


48,996 


153529) 


361,100 
131,357 


507,982 
254,833 


811,811 


433,737 
25,623 


459,360 


331,552 


27,565 
52,951 


13,095 


425,163 


34,197 


Carleton Place 


Campbellford | Campbellville | Cannington Capreol Cardinal 


1,354 703 2,298 


$ 
1,174,331 
407,378 


$ 
287,722 
83,252 


$ 
695,257 
137,335 


$ 
185,333 
EYP 


$ 
975,737 
245,265 


766,953 557,922 112,221 730,472 


32,633 
20,000 


41,135 


43,077 


14,982 


a 15,000 
12,355 25,114 


15,318 


28,006 
1,287 


56,453 


55,432 


51,244 a= _ 1,505 — 18,741 
192,090 38,69 160,860 307,902 167,692 851,997 
1,092,213 | shor 413,752 923,782 335,345 1,656,306 


17,548 124,304 
1,373 10,804 


18,921 135,108 


36,400 13,000 


66,145 
25,602 


46,366 
12,903 


91,747 23,902 59,269 


116,100 


19,932 


105,785 


11,014 


108,049 


644,687 134,219 
11,189 70,219 120,715 48,054 
148,732 


771,976 35,926 224,370 543,611 669,201 
192,090 38,695 160,860 307,902 167,692 851,997 


1,092,213 | gion | 413,752 923,782 335,345 1,656,306 


616,645 64,974 270,856 570,444 185,678 967,178 
25,522 1,829 7,563 5,776 4,333 12,062 


317,111 136,699 


1,019 


513,098 


161,834 853,062 


5,091 52,669 


8,991 57,853 
= 2,779 
8,375 TAA 25,705 


101 


Casselman 


518 


$ 
288,281 
77,208 


211,073 
33,310 


3,000 
14,962 
26 


51,298 


343 
129,290 


392,004 


43,000 


43,000 


30,833 
2,065 


32,898 


66,162 


95,770 
24,884 


186,816 
129,290 


392,004 


320,389 
4,540 


324,929 


268,771 


10,375 
17,130 
4,379 
7,883 


308,538 


16,391 


102 


Municipality 
Number of Customers 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities at cost . 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits . 
—bonds . 
Accounts receivable (net) . 
Other... 


Total current assets . . 
OTHER ASSETS 
Inventories ce ee 
Sinking fund on debentures 
Miscellaneous assets 


Total other assets ; 
Equity in Ontario Hydro ... 


Total assets ........... 


DEBT FROM BORROWINGS 
Debentures outstanding . 
Other long-termdebt ...... 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities 


otalulialbilitics eases eer 
EQUITY: 
Debtredcemedin amass 
Sinking fund on debentures 
Accumulated net income invested in 


plant or held as working funds ... 


Contributed capital . . 
Other reserves ............- 


Potali utility equityeae sr. 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


Chalk River |Chapleau Twp. Chatham 


1,184 12,974 


$ 
153,716 
63,295 


$ 
690,351 
62,582 


$ 
7,923,708 
1,958,037 


187,557 90,421 627,769 5,965,671 


24,708 15,975 25,424 185,561 
— — — 100,000 
8,642 14,465 13,382 687,335 
989 1,396 55,578 


1,028,474 


33,350 31,429 
850 = 297,355 
e 106 131,470 
121,805 71,183 187,266 5,049,409 


343,562 193,139 858,632 12,472,379 


fess pee ee 


65,000 


62,468 
72,633 


668,592 
17,825 


20,246 135,101 686,417 


20,000 


132,043 


1,479,035 


173,027 
8,484 8,179 


4,422,372 
835,146 


201,511 86,883 471,265 6,736,553 
121,805 71,183 187,266 5,049,409 


343,562 193,139 858,632 12,472,379 


185,296 146,774 7,962,466 
7,998 1,835 127,751 
193,294 148,609 592,806 8,090,217 


439,110 


37,806 690,024 
78,223 543,392 
14,735 _— 
165,734 


192,108 140,521 583,910 7,661,654 
[ie [se [ae [oe 


6,262,504 


Chatsworth 


187 


60,479 


134,675 


Statements A and B 


Statements for the Year Ended December 31, 1977 


342,020 
131,917 


210,103 
12,225 
4,000 
40,702 


56,927 


66 
313,579 


580,675 


35,068 
5,786 


40,854 


24,410 


185,902 
15,930 


226,242 
313,579 


$80,675 


341,681 
4,756 


346,437 


283,239 


329,449 


16,988 


Chesterville 


Chippawa Clifford Clinton Cobden Cobourg 


569 1,706 307 1,423 471 4,465 


$ 
254,662 
79,412 


$ 
141,339 
37,660 


$ 
116,879 
53,479 


$ 
2,070,521 
1,048,614 


740,422 
301,125 


175,250 542,065 103,679 439,297 1,021,907 


5,524 27,624 


10,713 


18,043 
41,800 


172,712 
300,000 


16,887 


21,110 1,974 108,799 


10,028 48,734 20,703 581,511 

= 10,137 | — 35,297 
358 14,670 == a | 60 = 
289,891 275,065 89,433 487,537 109,525 1,995,668 
san [scan 


— 207,366 
40,115 
11,236 


51,351 


10,822 51,404 15,650 
157 25,202 311 


297,962 
15,918 


42,949 
39,552 


82,501 10,979 76,606 313,880 


5,889 


134,868 


14,929 


121,673 


105,993 


124,260 169,940 
4,136 20,931 


81,732 
8,726 


314,698 
6,520 


1,204,841 
14,001 


> 
’ 


134,285 325,739 105,387 442,891 68,202 1,324,835 
289,891 275,065 89,433 487,537 109,525 1,995,668 


475,527 890,671 205,799 1,007,034 193,688 3,634,383 


412,291 528,200 107,229 561,400 168,538 3,150,975 
Sy Iye 8,740 2,096 22,336 3,464 94,603 


416,023 536,940 109,325 583,736 172,002 3,245,578 


2,855,472 


57,750 
117,993 


369,255 362,976 


453,910 


7,459 36,126 
21,180 76,208 
1,142 41,293 


42,969 
53,450 

109 
8,082 15,264 21,179 


72,757 
4,268 


407,118 533,302 108,107 571,617 170,846 3,108,240 


1,435 


103 


Cochrane 


1,706 


$ 
1,483,464 
323,893 


1,159,571 


163,904 


20,102 
182 


184,188 


49,012 


49,012 
423,098 


1,815,869 


487,000 


487,000 


257,670 
48,234 


305,904 


143,101 


398,116 
58,650 


599,867 
423,098 


1,815,869 


1,110,958 
39,561 


1,150,519 


893,191 


93,007 
77,483 
62,907 
37,339 


1,163,927 


(13,408) 
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Municipal Electrical Utilities Financial 


MU icl alli y fpr one enter he Sue ence Colborne Coldwater Collingwood Comber Coniston 


Number of Customers 2 i ag Ee 752 415 


4,770 302 854 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost...... {ee 476,923 137,711 2,389,671 154,933 312,657 
Less accumulated depreciation 88,435 40,436 589,961 62,197 84,540 

ING fx GPaSSCIS ee eeteetear, forte yee 388,488 1,799,710 92,736 228,117 

CURRENT ASSETS 
Cash on hand and in bank ... Pe 2,069 475,338 9,050 66,340 
Investments—term deposits ............... = es == _ an 

—bonds . Beate ork — 15,500 — —_ a 

Accounts receivable (net)............ 16,650 4,747 61,131 5,547 5,681 
OU erage es ae cee 1,014 — 174 
WNoOtalicunnenivassetS eee a pe roel eee 19,733 25,882 536,469 72,195 

OTHER ASSETS 
INVEN{OLICS geyser ce eee fo roe 9,038 625 49,157 1,750 
Sinking fundiomdebentures= saree ere — — — _ 
Miscellaneousassetsia ao aan ee 1,100 —_ 9,041 9,380 


Total other assets........ PF ee dee oe 10,138 625 58,198 149 11,130 
Equity in Ontario Hydroms::.... 4.1 eer rs. 197,195 137,711 1,814,778 101,850 141,667 
Total ausets ne. wees | 615554 261,493 } 4,209,155 | 209,332 453,109 


DEBT FROM BORROWINGS 
Debentures outstanding ..... § Fala, eae 96,332 
Othenlone-tenm deb (ewegere se saree ae 


Wotallong-tenmncdeb ley were eer 
LIABILITIES 


96,332 


Gurrentliabilities: | saree mere oe ae 50,375 278,666 11,268 33,330 
©f{henliabiliteses eee: aes Res 3,498 86,193 469 13,252 
Total liabilities... . Be he AO 53,873 364,859 46,582 
EQUITY 
Debtredecined. Barrer ute ee uk 15,862 183,183 49,633 
Sinking fund on debentures......... : = — — 
Accumulated net income invested in 
plant or held as working funds .......... 242,820 1,409,454 50,831 207,255 
Contributed| capital tase... 9,472 227,881 29,288 7,972 


OtherneserveS+ ss rs e aeee Dearie — 


(Rotautilityie quit yereeteerr ee tte te 268,154 | 107,859 1,820,518 95,745 264,860 
Reserve for equity in Ontario Hydro ....... 197,195 137,711 1,814,778 101,850 141,667 
Taal debe liabilities andlequity: 20rea | 615,554 | 261,493 | 4,209,155 209,332 453,109 


B. OPERATING STATEMENT 

REVENUE 
Saleomelectnicalienensyiretnn wer a tere 
Miscellaneous ...... Pa: Were 


353,786 
10,779 


163,088 
2,072 


3,417,269 
67,912 


116,198 302,069 
2,065 8,062 


Total reyenue* ce rie cee sk oe ee 310,131 
EXPENSE 

Power purchased ....... 299,103 2,990,038 256,769 
ocalicenerationnr nae: == — = 
Operation and maintenance... . 16,761 136,581 je} 
Administration ...... pre she.) 28,130 19,079 
Financial ... 13,792 —_— 
Depreciation . 10,910 60,482 8,864 
Other — 


Total expense . : cia A 3,337,057 112,839 297,923 
Net Income (net expense) .. . eee (4,131) (3,530) 148,124 p42 | 12,208 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Cookstown 


391 


$ 
142,689 
32,782 


109,907 


28,467 


2,545 


31,012 


16,053 
1,901 


17,954 


12,001 


80,237 
30,727 


122,965 
87,453 


228,372 


148,204 
15195 


149,399 


123,420 
1,074 
12,234 
4 

3,986 
140,718 


8,681 


Deep River Delaware Delhi 


1,682 


Cottam Creemore Dashwood 
284 476 199 
$ 


$ 
186,079 
62,962 


$ 
1,297,578 
454,477 


72,704 


, 817,253 
16,703 


243,835 


40,037 123,117 843,101 573,418 


28,863 5,322 


25,000 


11,000 5,000 = ol 
990 8,415 11,180 13,410 
= 1,155 = ub 


40,853 


36,180 13,410 


42,390 


a 10,749 1,485 


5,009 2,029 — 53,139 35159 58,757 
62,191 122,639 76,795 493,274 51,053 438,520 
148,090 267,677 148,601 1,425,694 Pres 1,084,105 


— = — 240,653 
11,314 16,447 7,087 
— 11,932 — 


11,314 28,379 


57,272 


106,743 
46,375 


153,118 106,373 


13,893 


2,824 


211,347 


85,000 


54,656 
6,036 


113,762 
73 


104,339 34,477 
222,963 322 17,604 


74,585 116,659 64,719 538,649 38,799 439,212 
62,191 122,639 76,795 493,274 51,053 438,520 


148,090 267,677 148,601 1,425,694 1,084,105 


336,608 


85,725 183,955 83,486 1,142,620 57,679 657,600 
3,146 6,965 959 18,358 3,563 10,976 


530,994 
34,410 
81,964 


8,179 
21,892 


87,111 186,993 82,270 1,190,236 677,439 
3,927 2,175 (29,258) (4,849) (8,863) 


105 


Deseronto 


654 


$ 
288,504 
139,402 


149,102 


13,695 


13,028 


26,723 


21,724 


21,724 
223,816 


421,365 


35,550 
10,186 


45,736 


15,000 


130,533 
6,280 


151,813 
223,816 


421,365 


413,895 
2,711 


416,606 


345,329 


18,474 
28,863 

1,356 
10,618 


404,640 


11,966 


106 


Municipality 
Number of Customers . 


A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds 
Accounts receivable (net) 
Other 


Total current assets 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


Total other assets . 
Equity in Ontario Hydro 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding 
Other long-term debt 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities 
EQUITY 
Debt redeemed 
Sinking fund on debentures 


Accumulated net income invested in 


plant or held as working funds 
Contributed capital 
Other reserves 


Total utility equity 


Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


Dorchester Drayton Dresden Drumbo 


410 338 1,080 201 


$ $ $ $ 
179,819 198,660 526,220 64,994 
136,431 32,099 


126,801 389,789 


148,955 32,895 


28,303 


9,366 


13,584 


— — 14,883 = 
94,751 112,084 389,362 60,724 


250,929 291,904 | sas2 | 103,492 
18,693 14,718 53,298 5,870 
= 4,822 14,282 a5 


67,580 


51,223 


147,753 313,803 


131953 


137,485 160,280 378,979 36,823 
94,751 112,084 389,362 60,724 


250,929 291,904 | eson || 103,492 


152,288 152,710 611,523 70,277 
2,366 896 7,278 2,253 


153,606 618,801 72,530 


123,381 122,334 498,546 


7,582 5,821 24,723 
12,618 S99 


2,713 


Dryden 
2,483 
$ 
1,536,522 
636,478 
900,044 


68,703 


35,337 


104,040 
28,167 
1,568 


295135 
534,791 


1,568,610 


18,000 
39,559 


SLB ee, 


121,075 
728 


121,803 


209,802 


621,645 
23,010 


854,457 
534,791 


1,568,610 


1,215,970 
35,049 


1,251,019 


917,371 


95,371 
110,333 
24,353 
46,740 


1,194,168 


56,851 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Dublin 
129 
$ 
66,127 
30,024 
36,103 


15,326 


56,411 


108,085 


36,758 
1,467 


44,425 
56,411 


108,085 


60,466 
993 


61,459 


49,848 


2,812 
3,463 


2355 


58,478 


2,981 


Dundalk Dundas Dunnville Durham Dutton East York 


619 5,870 DppA\\) 1,027 421 24,761 


$ $ $ $ $ $ 
265,790 4,357,204 1,229,197 469,377 159,328 15,933,892 
46,405 1,364,297 269,229 165,624 49,072 5,204,484 


219,385 2,992,907 959,968 


303,753 110,256 10,729,408 


21,008 64,208 73,366 34,004 16,943 56,853 
— 400,000 150,000 20,800 — 875,000 
1,500 — — — — — 
15,325 115,426 15,286 34,839 14,524 1,411,932 
— 6,306 — 1,990 


579,634 244,958 89,643 


2,345,775 


93,298 84,321 1,776 583,650 


a 701,592 


37,833 
145 
611 10,730 SHI 368 5,867 51,682 


756 104,028 87,516 2,144 6,116 1,336,924 
163,704 1,817,080 816,241] 348,617 123,867 11,683,699 
421,678 5,493,649 2,108,683 744,157 271,706 26,095,806 


47,000 | 950,700 192,000 18,000 1,841,903 


950,700 1,841,903 


435,806 
205,334 


1,428,122 
390,000 


641,140 


100,284 48,776 19,017 1,818,122 


994,495 


147,939 


44,324 


8,907 


1,671,370 
701,593 


676,257 
413,977 


725,690 
126,529 


286,115 
5,325 


99,724 
2,191 


7,998,563 
380,556 


166,245 2,084,729 1,000,158 335,764 110,822 10,752,082 
163,704 1,817,080 816,241 348,617 123,867 11,683,699 


421,678 5,493,649 2,108,683 744,157 271,706 26,095,806 


269,049 2,896,379 934,749 407,468 133,942 16,503,395 
2,370 92,883 39,469 15,170 B25 556,511 
271,419 2,989,262 974,218 422,638 137,173 17,059,906 


241,530 ENTS EM 703,871 356,747 94,568 13,618,816 


5,576 167,060 81,776 22,827 7,845 1,115,570 


16,235 245,884 79,254 30,585 Sk) 899,367 
8,158 186,581 24,879 2,790 1,386 193,918 
6,514 129,215 28,484 12,354 4,958 526,490 

— 25,733 


278,013 2,930,444 918,264 425,303 122,516 16,354,161 
(6,594) 58,818 | 58.954 | (2,665) 14,657 705,745 


107 


Eganville 


563 


$ 
290,622 
136,929 


153,693 


26,447 
15,000 


9,163 
4,524 


55,134 


5,025 


5,025 
93,611 


307,463 


29,151 
1,701 


30,852 


98,007 


TN 
7,881 


183,000 
93,611 


307,463 


175,819 
BwZ5 


178,944 


142,603 
16,088 
6,375 
6,541 


8,983 


180,590 


(1,646) 
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Municipal Electrical Utilities Financial 


Municipality Me Elmira Elmvale Elmwood Elora Embro 
Number of Customers : 2,222 520 159 904 322 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant and facilities at cost . 1,209,098 38,748 360,812 144,460 
Less accumulated depreciation 398,490 18,064 156,997 46,363 
Net fixed assets 810,608 127,158 20,684 203,815 98,097 
CURRENT ASSETS 
Cash on hand and in bank 200 6,607 33,520 8,370 
Investments—term deposits . 155,000 22,500 = = 
—bonds — 10,500 _— _ 
Accounts receivable (net) . 158,508 4,992 1,923 9,608 4,615 
Other 15,000 376 —_ 


Total current assets 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


328,708 


2,940 


44,599 8,957 43,128 12,985 

589 60 1,120 — 

6,250 a fe s z 

Total other assets... 589 1,120 — | 
Equity in Ontario Hydro 971,143 158,189 46,120 281,087 98,160 


Total assets 7 2,119,649 330,535 75,821 


SS SSS 


DEBT FROM BORROWINGS 
Debentures outstanding : Lag, 136,000 == 
Other long-term debt — = 
Total long-term debt. . 136,000 = == = = 
21,066 S72 B3y255 10,849 
914 448 6,361 11,821 


LIABILITIES 
Current liabilities 
Other liabilities 


141,757 
28,110 


Total liabilities . 169,867 39,616 22,670 
EQUITY 
Debt redeemed 42,821 19,862 7,500 
Sinking fund on debentures — = — 
Accumulated net income invested in 
plant or held as working funds 651,260 139,982 17,201 175,754 66,034 
Contributed capital 148,558 3,840 234 12,831 14,878 


Other reserves 


Total utility equity 842,639 150,366 23,541 208,447 88,412 
Reserve for equity in Ontario Hydro 971,143 158,189 46,120 281,087 98,160 
Total debt, liabilities and equity 2,119,649 330,535 75,821 | 529,150 | 209,242 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 1,544,878 224,876 40,181 401,376 119,519 
Miscellaneous 25,663 6,067 734 12512 2,846 
Total revenue 1,570,541 230,943 | 40.915 | 413,888 122,365 
EXPENSE 
Power purchased 1,308,747 205,579 108,815 
Local generation : — — — 
Operation and maintenance 62,413 6,156 B35 
Administration 72,919 9,891 5,189 
Financial 17,409 135 271 
Depreciation 34,985 6,463 4,870 
Other a> — ate 
Total expense 1,496,473 | 228224 | 122,880 


Net Income (net expense) 74,068 2,719 (2,351) (515) 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Embrun 


540 


$ 
338,121 
89,026 


249,095 


4,048 


10,393 


14,441 


6,409 


6,409 
123,425 


393,370 


101,000 


101,000 


41,244 
300 


41,544 


61,000 


58,594 
7,807 


127,401 
123,425 


393,370 


342,570 
7,389 


349,959 


302,395 


14,924 
13,634 
19,161 

9,238 


359,352 


(9,393) 


Erieau Erie Beach Erin Espanola Essex Etobicoke 


374 143 811 2,001 2139 89,622 


$ $ $ 
28,246 449,700 893,624 1,138,261 62,208,917 
14,978 83,349 230,719 319,452 15,734,093 


13,268 


366,351 662,905 818,809 46,474,824 


7,258 29,661 
6,000 


10,518 


31,010 


30,925 
40,000 


56,847 
8,675,000 
1,973,852 
12,618 


15,626 23,403 


1,499 


46,179 10,718,317 


2,514 


1,353,892 
3,818,859 


30 — 2,514 22,479 29,300 5,229,798 
99,158 18,669 134,613 341,274 458,262 33,237,861 
39,959 549,657 1,074,793 1,400,699 95,660,800 


35,500 — 
= 45,370 


35,500 45,370 


5,506,742 


5,506,742 


111,385 
45,565 


83,685 
34,000 


5,965,055 


,656 2,055 30,505 
135 1,000,600 


3,294 


33,799 156,950 117,685 6,965,655 


14,242 


109,500 


96,250 


7,861,956 
3,818,859 


155,411 
211,592 


57,273 19,235 381,245 541,069 779,382 49,950,542 
99,158 18,669 134,613 341,274 458,262 33,237,861 


168,222 39,959 549,657 1,074,793 1,400,699 95,660,800 


110,948 25,466 301,649 999,585 849,514 61,201,987 
769- 449 11,508 18,078 21,840 2,077,393 


287,099 491,677 31,461,276 
144,470 191,455 6,808,451 


253,888 


846,488 690,268 53,982,863 


54,839 58,814 3,256,999 


16,843 
23,486 83,481 67,128 2,174,068 
= = — 13,551 15,837 392,587 
4,143 1,094 9,915 22555 26,820 1,649,006 


105,679 27,154 304,132 1,020,942 858,867 61,455,523 


109 


Exeter 


1,637 


$ 
933,147 
334,868 


598,279 


3,000 
11,347 


53,611 
544 
66,193 


66,737 
526,296 


1,244,923 


23,866 


23,866 


68,605 
65,746 


134,351 


41,134 


459,388 
59,888 


560,410 
526,296 


1,244,923 


739,110 
19,890 


759,000 


585,875 


43,803 
76,567 

4,240 
28,448 


738,933 


20,067 
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Municipal Electrical Utilities Financial 


Municipality ......... vn Boe ets See Fenelon Falls Flesherton Fonthill 
Number of Customers 955 301 966 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ 
Plant and facilities at cost... 441,495 1,120,156 106,084 449,920 
Less accumulated depreciation 90,149 355,972 35,872 195,387 
ING tlie C: ASSES: a aoe. od a ele ae 351,346 764,184 254,533 
CURRENT ASSETS 
Cash on hand and in bank ae Pe re 7,896 240,633 9,658 
Investinents—tenm depositSe. ene 7,000 = = 
= DONCdS seer tee) SO ea the: — ate 
Accounts receivable (net) . os SPCR 9,388 18,631 64,299 
Othe hymen ee uae MAUS Teptaee, ees : a 
Motalicurrentassetsiane ee ee 24,284 259,264 73,957 
OTHER ASSETS 
EnV.entOnieSi yeaa eee a es ie Se ae IGS 674 


2,657 


153 
Motalkothenassets sae a a ne ae 153 3,772 = 20 863 
Equityan Ontartoihly drow gmme asa) aemcarn ae 100,633 1,057,697 62,438 90,628 215,589 
Totaliassets 2°) iawn. Ear eneneeer oe 476,416 2,084,917 129,278 183,143 544,942 


DEBT FROM BORROWINGS 


Sinking fund on debentures.......... 
Miscellaneousiassc Sannin itn tee Sarma 


Debenturestoutstandin caer e-em ore 18,750 
© themlones tenn ce bere eet eee ates cael = 
Motalilone-tenmidebtran..4 224-7 = 18,750 
LIABILITIES 
Current liabilities . : A ee 54,453 
Othenliabilitiess eeserewes ace ce 7,012 
otalliabilities sea ae 49,684 170,012 61,465 
EQUITY 
Debtredeemed se weetewe ao- oe eee 2 164,000 148,961 61,423 
Sinking fund on debentures............. = — — 
Accumulated net income invested in 
plant or held as working funds .......... 68,225 619,996 165,148 
Contributed capital 12,874 52,251 22,567 


Othemreservess wacee yee 


Total utility equity 


.- - 245,099 821,208 58,842 78,573 249,138 
Reserve for equity in Ontario Hydro ...... 100,633 1,057,697 62,438 90,628 215,589 
Total debt, liabilities and equity . . Ras 476,416 2,084,917 129,278 183,143 544,942 


B. OPERATING STATEMENT 


REVENUE 
Salevoficlectnicallencreyines =.=. st 393,198 1,827,036 68,305 128,410 309,532 
Miscellaneous ... : ; 3,191 27,183 3,178 2221 24,741 
EXPENSE 
Power purchased . . 314,968 1,633,781 63,691 121,933 235,042 
Local generation . — — — _ — 
Operation and maintenance 34,717 62,565 1,459 2,035 29,690 
Administration 18,791 65,311 4,696 4,112 38,904 
Financial 20,737 16,345 — 354 3,248 
Depreciation 31,977 3,041 3,547 14,960 
Other — — 


Total expense 401,343 1,809,979 131,981 321,844 
Net Income (net expense) : (4,954) 44,240 (1,404) (1,350) 12,429 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Forest 


1,146 


$ 
408,151 
181,726 
226,425 


10,393 


889 
383,034 


631,835 


46,570 
3,415 


49,985 


23535) 


165,108 
10,351 


198,816 
383,034 


631,835 


497,618 
12,759 


$10,377 


436,327 


27,144 
42,301 


16,030 


$21,802 


Frankford Galt Georgetown Glencoe Gloucester Goderich 
Twp. 
=P | 908 16,592 3,045 


$ $ $ 
277,290 9,985,789 3,209,498 296,904 
102,396 3,078,471 1,038,051 126,118 


$ 
14,010,912 
2,634,085 


$ 
1,790,209 
697,579 


174,894 6,907,318 2,171,447 170,786 11,376,827 1,092,630 


3,838 22,202 81,011 
25,000 400,000 ae 
= 50,000 sy 
2,968 202,038 52,728 12,575 


31,806 
189 oa 
189 453,294 101,235 5,141 S/IN9 6,654 
136,734 6,127,322 1,758,514 193,832 2,703,075 1,365,513 


343,623 14,162,174 4,084,224 463,345 17,128,055 2,567,601 


7,000 340,000 596,064 — 4,852,592 — 


504,730 32,945 
1,000,000 — 
— 41,000 
449,971 28,859 
5533 — 


674,240 53,028 93,586 2,072,234 102,804 


354,074 58,878 1,570 569,956 6,654 
— — -- 238,687 a 
99,220 42,357 Soy 167,276 


1,184,311 352,883 82,482 962,625 164,567 
Maite) 80,725 Mgr) 6,422 48,929 


48,671 
SBE 


969,047 213,496 


84,693 


1,422,102 433,608 


49,630 


212,960 


26,000 


827,298 


813,895 


20,113 


1,255,870 
238,687 


115,270 4,138,490 272,176 138,809 2,817,964 
8,989. 1,306,962 209,967 25,898 4,290,820 


685,697 
89,935 


150,259 6,272,750 1,296,038 184,820 8,603,341 988,592 
136,734 6,127,322 1,758,514 193,832 2,703,075 1,365,513 


343,623 14,162,174 4,084,224 463,345 17,128,055 2,567,601 


> 


266,263 8,468,643 2,582,602 312,423 9,305,299 1,829,258 
10,422 735 102,403 13,140 2999 46,933 


276,685 2,685,005 325,563 9,634,498 1,876,191 


246,665 7,290,592 2,457,175 254,266 7,642,125 1,585,074 
10,099 376,075 131,522 15,804 239,900 97,743 
24,131 289,416 160,031 26,902 553,476 151,416 

988 38,401 156,582 — 562,948 = 
9,317 259,833 100,958 9,801 327,917 51,420 
10,836 — 


| 291,200 | 265,153 306,773 | 9,326,366 | 1,885,653 


(11,425) (14,515) (321,263) 18,790 308,132 (9,462) 


111 


Grand Bend 


882 


$ 
287,708 
137,897 


149,811 


41,555 


8,964 
3,412 


53,931 


3,751 


3,832 


7,583 
148,994 


360,319 


99,983 
2,461 


185,769 
148,994 


360,319 


240,205 
125952 


252,757 


183,066 


22,292 
30,442 


8,688 


244,488 


8,269 
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Municipal Electrical Utilities Financial 


Granton 
132 


Municipality Grand Valley Gravenhurst Grimsby Guelph 


Number of Customers 487 1,862 2,520 21,474 


A. BALANCE SHEET 


Sinking fund on debentures 


Miscellaneous assets 2158 178,712 


; A 5 
Total other assets. . eS ey 216 620 8,446 2,076 541,934 
Equity in Ontario Hydro .......... a 128,000 45,252 551,780 557,038 9,150,647 


Totaliassets ...............-. 276,572 125,721 1,295,581 1,293,471 25,166,517 


DEBT FROM BORROWINGS 
Debentures outstanding ............... 85,000 32,000 1,407,000 
Othe long-termidebtt ens vse ee = ae = 


FIXED ASSETS $ $ $ 
Plant and facilities at cost 162,027 989,627 16,716,744 
Less accumulated depreciation 34,607 380,703 3,859,728 

Net fixed assets 127,420 41,763 676,659 608,924 12,857,016 

CURRENT ASSETS 
Cash on hand and in bank 13772 32,409 13,249 44,287 553,436 
Investments—term deposits . — 4,000 70,000 1,678,748 

—bonds 3,000 — — = 

Accounts receivable (net) 4,164 1,677 11,146 384,736 
Other = — — —_ 
Total current assets . 20,936 38,086 58,696 125,433 2,616,920 

OTHER ASSETS 
Inventories 216 52 5,688 363,222 

— 68 


Total long-term debt . 1,407,000 
LIABILITIES 
Current liabilities 214,309 
Other liabilities 362,444 
Total liabilities... . “big re 24,385 89,539 105,836 576,753 
EQUITY 
Debtredecmeds: anaasc Or cue 10,794 99,279 182,200 2,043,739 
Sinking fund on debentures ..... = — — — 
Accumulated net income invested in 
plant or held as working funds ... de 101,647 26,431 405,740 327,645 9,352,301 
Contributed capital... . Lie att 11,746 10,795 64,243 88,752 2,636,077 


Other reserves. 3... ae: pe a 


Total utility equity me < 124,187 43,828 569,262 598,597 14,032,117 
Reserve for equity in Ontario Hydro ....... 128,000 45,252 551,780 557,038 9,150,647 
Total debt, liabilities and equity . ene. 276,572 125,721 1,295,581 1,293,471 25,166,517 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy Me 157,990 49,815 771,561 883,577 16,014,704 
Miscellaneous ... 2,042 2,111 27,311 Disa: 612,447 
Total revenue......... j Re 160,032 | 51926 | 798,872 909,129 16,627,151 

EXPENSE 
Power purchased 640,634 13,334,550 
Local generation = — 
Operation and maintenance 33,317 598,946 
Administration 43,334 956,570 
Financial 19,855 260,558 
Depreciation 25,974 472,146 
Other = 
Total expense 15,622,770 


Net Income (net expense) 1,004,381 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Hagersville 


1,012 


$ 
407,641 
173,836 


233,805 


50,260 
85,000 


1,860 


137,120 


498,002 


"868,927 


29,187 
5,966 


35,153 


8,000 


326,235 
1537, 


3353772 
498,002 


868,927 


364,516 
26,445 


390,961 


314,164 


oso 
29,954 

5 
11,674 


409,094 


(18,133) 


Hamilton 


Hanover Harriston Harrow Hastings Havelock 


115,440 2 Sil 866 513 533 


$ 
58,306,038 
12,549,708 


$ 
920,862 
338,618 


$ 
482,709 
173,632 


$ $ 
238,320 174,953 
89,566 86,452 


45,756,330 582,244 338,739 309,077 148,754 88,501 


207,911 100,334 34,047 16,868 e922 8,113 


2,880,000 = oa 35,000 Ae, 40,000 
cae 22,000 = _ _ = 
8,216,779 26,014 1,467 7,221 3,887 1,050 
205,193 849 431 1,400 


11,509,883 149,197 


1,966,452 


35,514 59,089 22,240 50,563 
504 834 — 368 
7871 358 - 465 539 

83,904,286 989,619 326,048 344,215 102,452 140,260 


143,144,828 1,754,900 701,163 713,215 273,911 280,231 


= 15,000 = Pot 
42,487 41,335 16,125 
10,683 LSs153 860 


53,170 56,488 16,985 


33,840 


8,784,115 


LOWS 
610,125 ; 


7,487 


9,394,240 12222 


7,709,892 


80,162 


50,708 


12,000 


62,696 


40,031,384 534,638 
1,968,457 23259 18,765 
136,569 a — 


49,846,302 638,059 306,945 S122 120,021 122,986 
83,904,286 989,619 326,048 344,215 102,452 140,260 


143,144,828 1,754,900 701,163 713,215 273,911 280,231 


193,725 172,116 
6,596 4,680 


237,472 235,155 DdgII5 


64,757 4,375 


105,234,589 1,443,162 386,582 
15735733 13,693 3,589- 


94,707,091 


305,768 1555795 


151,646 


20,167 


3,331,034 7,424 6,412 
2,930,491 18,422 20,203 21,675 
— 2,990 4,843 = 
1,365,506 13,044 7,662 6,477 
532,616 Pag 


102,866,738 


3,941,584 


360,391 439,474 197,044 186,210 
22,602 (5,391) 3,277 (9,414) 


Ils 


Hawkesbury 


3,565 


$ 
1,472,857 
449,740 


1,023,117 


22,925 
110,000 


24,544 
Sy li2 


160,641 


41,247 


41,247 
911,564 


2,136,569 


241,659 
36,320 


QAI 


283,867 


615,699 
47,460 


947,026 
911,564 


2,136,569 


2,743,828 
53,784 


2,797,612 


2,583,242 


46,206 
116,211 


45,081 


2,790,740 


6,872 


114 


Municipality mrewe.: ayers reek. ogee 


Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost . . 


Less accumulated depreciation | 


Net fixed assets ........... 


CURRENT ASSETS 
Cash on hand and in bank ... 


Investments—term deposits . . 


—bonds . 
Accounts receivable (net) . . 


Total current assets . 


OTHER ASSETS 


Inventories : ee 
Sinking fund on debentures 
Miscellaneous assets . 


Total other assets . 
Equity in Ontario Hydro . 


Total assets 


DEBT FROM BORROWINGS 


Debentures outstanding . 
Other long-term debt . 


Total long-term debt 
LIABILITIES 

Current liabilities 
Other liabilities 


Total liabilities 

EQUITY 

Debt redeemed 

Sinking fund on debentures 


Municipal Electrical Utilities 


Accumulated net income invested in 


plant or held as working funds 


Contributed capital 
Other reserves 


Total utility equity 


Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 


Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 


Power purchased 

Local generation 
Operation and maintenance 
Administration 

Financial 

Depreciation 

Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities Financial 


Hearst Hensall Hespeler Holstein 
1,337 413 2,489 109 
$ $ $ 
1,020,508 309,904 1,477,383 31,039 
107,615 405,971 7,926 


202,289 1,071,412 


25,451 
100,000 


231,277 
2,556 


359,284 


756,515 
209 


186,547 107,446 
231 46 
- _ 10,597 


231 46 10,806 = 
463,485 206,610 1,437,767 26,287 
1,406,778 516,391 2,879,269 | 55,028 | 


6,000 
206,508 2,456 
157,801 76 


245,701 
13,612 


578,984 ZT 313 1,194,565 
463,485 206,610 1,437,767 


1,406,778 516,391 2,879,269 | 55,028 | 


321,634 


1,285,221 1,807,885 27,892 
24,646 1,443 49,095 708 
1,309,867 323,077 1,856,980 28,600 


1,163,934 252,848 


1,615,430 


LS 


11,036 61,018 

55,410 21,418 73,401 
16,512 — se 
28,336 8,763 37,896 
1,264 


1,281,971 294,065 29,439 
27,896 29,012 67,971 (839) 


Huntsville 


1,588 


$ 
759,328 
22S 


547,213 


88,089 
45,000 


45,319 


178,408 


18,912 


1,104 


20,016 
678,305 


1,423,942 


61,000 


61,000 


63,309 
6,162 


69,471 


19,697 


588,204 
7,265 


615,166 
678,305 


1,423,942 


829,981 
12,092 


842,073 


705,829 


30,606 
30,698 

7,789 
20,984 


795,906 


46,167 


= 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Ingersoll 


3,137 


$ 
1,973,756 
668,711 


1,305,045 


17,851 
100,000 


85,002 


202,853 


156,793 


45,189 


201,982 
1,436,516 


3,146,396 


196,000 


196,000 


129,395 
| 14,998 


| 144,393 


201,554 


i a 


I 1,051,314 
116,619 


1,369,487 
1,436,516 


3,146,396 


(1,468,281 
| 66,792 


1,535,073 


1,212,374 


99,107 
109,760 
22,842 
52,752 


1,496,835 


i 


38,238 


Iroquois Jarvis Kapuskasing Kemptville } Killaloe Stn 


487 2,530 1,054 


$ $ 
252,090 1,458,070 
121,067 363,581 


$ 
677,010 2,340,936 
159,758 982,229 


131,023 149,769 1,094,489 STezoZ 1,358,707 


53,915 34,207 31,581 61,222 34,354 
— — 100,000 
— _ 25,000 
53,001 7,940 188,083 
692 3,700 949 


10,000 


348,386 


7,215 
10,582 


71,130 43,111 
446 168 
55 S 17,163 
159,024 120,200 583,505 387,424 571,091 49,59] 


36,575 184,000 325,000 9,500 
36,451 — | — — 


— — 73,026 9,500 
180,219 182,429 USS 
23,031 24,474 472 


14,862 203,250 60,038 206,903 


10,500 266,686 62,506 290,652 


100,598 661,738 307,918 912,283 
121,031 67,088 4,219 4,401 — 


STE952 178,186 932,643 374,825 1,202,935 66,629 
159,024 120,200 583,505 387,424 571,091 49,591 


361,678 313,248 1,792,424 2,305,929 133,967 


405,644 164,202 1,221,993 595,061 1,939,910 93,017 
3,382 2,389 58,788 15,675 93,210 2,186 


409,026 | 166,591 | 1,280,781 610,736 2,033,120 95,203 


361,419 


134,799 


943,439 479,253 IPS 95 


69,546 27,912 184,273 
142,120 50,936 


10,900 
17,678 


1,683 
9,615 
165 33,278 26,870 


8,174 6,826 42,523 16,829 


398,171 153,088 


his 


Kincardine 


2,291 


$ 
1,299,847 
22,225 


1,027,622 


22,073 


61,711 


83,784 


51,238 


7h (Se 


53,390 
594,555 


1,759,351 


73,000 


73,000 


206,896 
10,128 


217,024 


62,000 


465,449 
347,323 


874,772 
594,555 


1,759,351 


1,130,163 
31,008 


1,161,171 


1,032,202 


48,573 
58,050 
11,572 
31,572 


1,181,969 


(20,798) 
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Municipality 
Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds 
Accounts receivable (net) 
Other 


Total current assets 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


Total other assets 
Equity in Ontario Hydro 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding 
Other long-term debt 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities 
BOUWIAY 
Debt redeemed 
Sinking fund on debentures 
Accumulated net income invested in 
plant or held as working funds 
Contributed capital 
Other reserves 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


King City Kingston Kingsville Kirkfield 


596 20,648 15999 122 


$ $ $ 
209,647 12,626,345 968,425 
98,803 4,491,838 296,723 


110,844 8,134,507 671,702 


7,539 592,828 
15,000 40,000 
1,366 907,282 
49 


23,905 1,540,159 S55 12 
— 410,715 3,771 

126 19,591 1,339 
ISIS} 7,608,229 531,458 28,047 


267,266 17,713,201 1,263,982 


40,500 2,405,600 82,200 


2,405,600 


IS 1139 
16,900 


96,496 


1,168,039 


2,434,585 


61,300 


4,055,797 336,317 
40,951 156,211 


64,202 6,531,333 553,828 33,084 
131,791 7,608,229 531,458 28,047 


267,266 17,713,201 1,263,982 


255,799 11,489,257 910,879 35,511 
12,101 287,803 11,023 1192 
36,703 


241,873 


9,626,589 


793,221 30,751 


37,568 1,494 


8,473 661,456 
17,631 811,903 52,788 2,117 
9,590 418,397 17,451 — 
8,171 352,935 25,264 1,377 


285,738 11,871,280 | 926,292 35,739 
(17,838) (94,220) (4,390) | ase | 


Kitchener 


40,484 


$ 
33,803,638 
9,119,167 


24,684,471 


144,936 
2,892,140 


2,095,240 
250 


5,132,566 
671,275 


18,211 


689,486 
16,941,705 


47,448,228 
1,362,000 


1,362,000 


2,831,332 
655,583 


3,486,915 


5,108,698 


18,039,071 
2,509,839 


25,657,608 
16,941,705 


47,448,228 


26,443,845 
694,667 


27,138,512 


21,550,750 
1,132,526 
1,275,810 

358,580 
810,635 
63,502 


25,191,803 


1,946,709 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Lakefield 


$ 
580,049 
207,788 


372,261 


40,392 


18,619 
3,486 


62,497 
12,384 


12,384 
301,556 


748,698 


48,447 
6,542 


54,989 


33,500 


287,207 
71,446 


392,153 
301,556 


748,698 


466,946 
9559 


476,505 


395,294 


Larder Lake 
Twp. 
488 


Latchford Leamington 


Lambeth Lanark Lancaster 
851 358 245 4,138 
$ $ 


488,293 139,302 
141,384 47,133 


$ 
139,890 
56,221 


$ 
2,002,328 
668,531 


346,909 


83,669 49,336 1,333,797 


40,795 


30,754 22,789 


299,713 
100,000 


4,351 
145 


23,935 ; 27,285 434,137 

60,173 

ri 138 
Pee ae 

199,033 90,586 67,286 117,329 30,514 IK 458, 120 


$90,809 207,375 233,696 107,135 pose 


34,424 


41,173 14,449 20,935 25,341 10, ihe 210,831 
1215 1,118 1,526 12,500 80,899 
15,567 22,461 37,84] 291,730 

C37 8,917 ISs753 113,100 


143,238 
173,650 


90,927 
2,978 


53,102 
10,389 


349,388 101,222 72,408 78,526 1,523,515 
199,033 90,586 67,286 117,329 1,458,120 
5 


590,809 207,375 | 162,155 | 233,696 107,135 3,286,36 


56,034 
6,739 


1,304,971 
105,444 


279,836 125,126 89,286 184,390 71,307 2,063,916 
9,487 6,852 2,362 2,829- 1,381 26,765 
289,323 131,978 91,648 | 181,561 | 


246,674 


102,783 


7,732 
9,639 


12,347 
16,723 


13,309 


117 


Lindsay 


5,047 


$ 
3,298,206 
970,242 


2,327,964 


147,951 
190,000 


26,398 


364,349 


78,745 


78,745 
2,130,243 


4,901,301 


71,000 


71,000 


341,103 
129,123 


470,226 


159,000 


1,899,404 
171,428 


2,229,832 
2,130,243 


4,901,301 


3,192,429 
96,647 


3,289,076 


2,629,420 


162,349 
196,966 
9,387 
89,261 


3,087,383 


201,693 
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Municipal Electrical Utilities Financial 


Municipality . Listowel London L’Ongnal Lucan Lucknow 
Number of Customers 1,921 80,903 512 564 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost . 930,871 52,532,384 261,624 307,855 216,659 
Less accumulated depreciation 407,229 17,753,808 107,673 70,927 59,197 
Net fixed assets . 523,642 34,778,576 153,951 236,928 157,462 
CURRENT ASSETS 
Cash on hand and in bank 113,915 2,244,299 22,766 15,104 14,125 
Investments—term deposits fat = 3,369,315 = | 28,141 
—bonds...... = 663,124 = — _— 
Accounts receivable (net) 16,017 4,463,552 13,115 WSa7ih2: 6,374 
Other. . _ 31,203 1,193 — 16,895 
Total current assets 129,932 10,771,493 65,535 


OTHER ASSETS 
Inventories ; 
Sinking fund on debentures 
Miscellaneous assets 


2,138,345 


37,074 


= 7 
Total other assets ee " — 2,189,635 77 2,643 = 
Equity in Ontario Hydro 883,150 27,012,567 86,977 157,903 209,653 


Total assets... $s eet 1,536,724 74,752,271 278,079 426,290 432,650 
_ 


SSS 


—— 
DEBT FROM BORROWINGS 
Debentures outstanding . 5 4,410,567 22,000 = 
Other long-term debt . = — | = 


51,290 7 — = 


Total long-term debt... — 4,410,567 = 
LIABILITIES 
Current liabilities 113,792 4,811,263 30,823 54,045 
Other liabilities ; TEA 296,061 7,076 —_— 
Total liabilities 120,963 5,107,324 30,266 37,899 54,045 
EQUITY 
Debt redeemed 132,673 9,970,986 29,122 17,614 
Sinking fund on debentures = — — = 
Accumulated net income invested in 
plant or held as working funds 351,170 23,210,205 84,064 125,083 
Contributed capital 48,768 4,921,578 25,650 26,255 
Other reserves 119,044 — = ois 


Total utility equity 532,611 38,221,813 138,836 230,488 168,952 
Reserve for equity in Ontario Hydro 883,150 27,012,567 86,977 157,903 209,653 
Total debt, liabilities and equity 1,536,724 74,752,271 278,079 426,290 432,650 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 1,240,415 41,370,696 225,952 217,140 
Miscellaneous 32,203 1,763,407 2,852 4,822 
Total revenue 221,962 
EXPENSE 
Power purchased 35,571,959 227,392 190,270 
Local generation — = = 
Operation and maintenance 1,666,274 11,202 7,402 
Administration 1,858,204 15,268 18,074 | 
Financial 933,347 805 4,224 | 
Depreciation 31,218 1,463,545 8,459 8,849 5,903 
Other a 


Total expense 1,257,312 41,493,329 232,840 | 263,516 225,873 : 
Net Income (net expense) 15,306 1,640,774 (4,036) 9,375 (3,911) 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Lynden Madoc Magnetawan Markdale Markham Marmora Martintown 


202 681 135 


612 4,618 630 


$ $ $ $ $ $ $ 
87,059 349,099 76,543 BLESS 2,993,101 326,524 44,941 
46,538 142,630 20,084 71,064 454,404 105,746 24,557 
40,521 206,469 56,459 256,251 2,538,697 220,778 
10,919 10,114 32,500 198,826 21,141 

— — — — 24,746 — 

— — — — — 3,000 

3,234 6,445 2,427 9,920 182,989 5,546 
wie 406 1,000 


407,561 


55,635 


42,826 
537 


14,153 16,559 2,480 ; 
= 976 206 
bee - 2 12,224 = 
79,429 202,204 17,659 170,970 931,017 147,682 30,267 


417,345 36,000 


417,345 


308,645 
56,817 


6,658 28,541 10,642 24,738 365,462 30,679 

4,495 24,000 21,049 9,370 233,908 19,092 
43,493 1575995 3,016 193,159 867,097 149,646 19,122 
28 3,468 24,438 15,347 1,130,305 16,180 843 


> 


48,016 185,463 48,503 217,876 2,231,310 184,918 25,512 
79,429 202,204 17,659 170,970 931,017 147,682 30,267 


134,103 426,208 76,804 470,584 | 3,945,134 399,279 58,381 


73,877 278,563 30,449 301,251 
5,849 6,099 494 2,873 


2,494,011 
61,404 


234,242 34,838 
7,964 691 


63,775 239,613 2,038,865 184,705 Sele 
7,158 7,881 118,951 7,741 2,477 
7,254 18,203 139,262 21,578 2,314 

— 3,019 60,170 Do29 = 
SEIAU/ 12,817 2,131 69,691 11,069 2 
— 320 


81,904 281,533 286,471 2,426,939 230,742 35,220 
(2,178) 3,129 (3,226) 17,653 128,476 a 


119 


213,676 
61,521 


152,155 


5,849 


6,465 
844 


13,158 


209,241 
4,859 


214,100 


184,243 
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Municipal Electrical Utilities Financial 


Municipality Wh ...0 3 Grneyeteed: 7 Sw aeubyes Maxville McGarry Twp. Meaford Merlin Merrickville 
INuniberonGustomersy sees sn oe ae ere 360 394 1,853 305 401 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantiand:tactlittesaticostiys ....406 scope ne: 167,246 125,870 1,004,925 150,147 165,714 
Less accumulated depreciation ............. 51,065 57,401 265,302 74,853 42,733 

INietihixe dUASSEtS# aren ates in eee 116,181 122,981 

CURRENT ASSETS’ 

Gashioninandrandiin banks. a. 4 .ce oaeewe 15,069 1252, 

Investments—term deposits .............-- 10,000 — 
= HONS wy sen 1 tLe eet eect = 

Accounts receivable (net))........-..<7:--: 4,430 3,381 
COTE T Me ee ee ts ete DE ah — 

MotalecurrentrassetSuwecer. ca neki eee 108,114 24,617 4,633 

OTHER ASSETS 
TnventOnies tics Te ee ae cee — 43,759 73 -- 
Sinking fund on debentures............--. — — = a 
IMiscellaneOusraSSetSumm oes sue piety ee — — 6,241 —- — 

Motallothenassets: ay weet te eee = — —_ 
Equity in Ontario Hydro ................- 121,354 110,341 84,364 
(Motaliassets: 07 ies ee cee eae 211,978 

DEBT FROM BORROWINGS 
Debentures outstanding ...............-.. = 
Otherlong-tenmideDUs ee. teaa anne — 

drotalilong-termideotyey eee — — a 

LIABILITIES 
CGutrent liabilities oe - nibs net) itech et 23,767 
OthenliabilitieSs a eves ees ter st 2,120 

Motaliliabilitiesm ay eee ee 8s eee 15,937 25,887 

EQUITY 
Debtiredeemedgis sete <n ee ee 13,642 113,725 24,647 
Sinking fund on debentures............... -~ — ae 
Accumulated net income invested in 

plant or held as working funds .......... 107,084 68,522 484,304 68,869 
Contributed capital aa) sce eee 9,017 — 87,716 8,211 


Olhersresenviesioes Bice hae nC ere ee — — — 


Total utilityequity sy akd 8 og. eR eae 129,743 82,304 685,745 91,471 101,727 
Reserve for equity in Ontario Hydro ....... 121,354 110,341 640,420 89,682 84,364 
Total debt, liabilities and equity.......... 267,034 207,801 1,538,157 189,666 211,978 


B. OPERATING STATEMENT 


REVENUE 
Salerofielectricallencroyeenmar ccs ae eel 149,674 123,148 926,999 159,032 
IMiscellancous! ace leew ecu Ne ees 2,608 3,845 19,361 2,327 
‘Total revenue:...d<. kee ees see ee | 182,282 | 126,993 161,359 
EXPENSE 


Powenpunchased Jy. da ot. 2 ee cae 788,930 138,864 
Local generation a = 


Operation and maintenance............... 41,812 6,358 | 
IAG ministration; ce. cae eed cic) aoe ee 55,849 14,816 | 
Rinanciale- eee ee eck ck oh ee ee 7 24,536 


Depreciation’. 4.4. 4.. 5,021 


OPE eee Ce eke vic Ors PRs 


‘Lotalexpense; -t: are tt. iano ue 147,767 126,080 936,013 102,583 165,059 | 
Net Income (net expense)............... 4,515 913 10,347 (710) (3,700) 


24,886 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Midland 
4,407 
$ 

2,096,744 
826,612 
1,270,132 
248,127 
100,000 


133,933 
1,264 


483,324 
16,055 
6,021 


22,076 
2,131,590 


. 3,907,122 


194,000 


194,000 


310,161 
19,916 


330,077 


167,945 


1,056,985 
26,525 


1,251,455 
2,131,590 


3,907,122 


2,744,275 
47,702 


2,791,977 


2,332,387 
101,532 
129,582 

27,616 
61,648 
2,652,765 


139,212 


Mildmay Millbrook Milton Milverton Mississauga Mitchell 


425 400 4,701 561 63,686 1,181 


$ 
138,470 
22,268 


$ 
209,051 
47,765 


$ 
3,798,355 
769,360 


$ 
278,382 
51,266 


$ 
62,683,562 
8,948,093 


$ 
739,574 
204,510 


116,202 161,286 3,028,995 227,116 53,735,469 535,064 


233,524 
254,644 
55,736 
6,304 


37,342 


680,769 57,685 


8,000 — 
5,530,281 22,383 
6,250 6,636 


40,961 6,225,300 86,704 

958 Luo ld 41,553 

— — 1,623,388 — 

— 59,875 — 1,388,245 7,416 

Palla — 68,638 958 4,584,750 48,969 
95,572 85,126 1,162,327 263,967 17,696,183 476,121 
220,099 279,871 4,810,168 533,002 82,241,702 1,146,858 

(Se 


632,676 16,852,000 


3,619 


550,208 


8,763 


353,244 
74,646 


10,285,570 
1,411,236 


427,890 24,333 11,696,806 78,162 


152,378 


24,260 


3,473,762 
1,623,388 


87,373 


102,411 1,178,865 


32,953 1,256,032 23,588 


98,252 144,764 2,587,275 244,702 35,996,713 545,875 
955512 85,126 1,162,327 263,967 17,696,183 476,121 


220,099 279,871 4,810,168 533,002 82,241,702 1,146,858 


196,854 11,999,508 421,083 


18,900,055 37,419 


143,652 152,985 2,727,348 270,632 53,778,810 621,066 
1,268 445 114,931 3,947 1,018,785 17,853 
144,920 153,430 2,842,279 274,579 54,797,595 638,919 | 


123,441 


112,895 2,308,251 48,656,236 525,254 


239,157 


1,496,279 


5,329 79,104 


6,459 7,918 24,653 
8,513 14,486 181,132 11,995 1,381,904 55,868 
1,394 3,514 75,218 — 2,325,760 10,179 
3,729 6,728 97,545 6,925 1,413,667 19,009 


143,536 | 142.952. | 2,741,250 } 265,995 55,273,846 634,963 


Pa 


125,855 
24,610 


101,245 


10,260 


8,232 


18,492 
25 
721 
746 
53,830 


174,313 


4,300 


20,359 
3,121 


23,480 


15,557 


64,592 
12,554 


92,703 
53,830 


174,313 


[22 


Municipalityamem 14... eme-taee «oe 
Number of Customers 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities at cost... .. 
Less accumulated depreciation 


Net fixed assets .... 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits ........ 
—bonds . 
Accounts receivable (net) . . 
Other Ret, ke ee 


Total current assets .. 
OTHER ASSETS 
linventOnieSi ae cks ae eee 
Sinking fund on debentures 
Miscellaneous assets ....... 


Miotalotherassets se aeee ~ 
Equity in Ontario Hydro ... 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding . . 
Other long-termdebt ..... 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities .. 


Total liabilities . . 
EQUITY 
Debt redeemed ...... Hy. 
Sinking fund on debentures . : 
Accumulated net income invested in 
plant or held as working funds .. 
Contributed capital 
@ithemnesenves eae ae 


Total utility equity...... ; 


Reserve for equity in Ontario Hydro . 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy ... 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


Moorefield Morrisburg }|Mount Brydges} Mount Forest 


155 


$ 
63,229 
29,930 


$ 
414,481 
159,502 


498,792 
197,581 


33,299 


254,979 110,841 301,211 


Passe] 10,529 18,675 50,422 
1,000 3,000 15,000 50,000 
1,000 — — — 

411 12,120 4,572 18,579 


25,649 38,247 119,001 
12,085 — 27,603 
es x 35 = 
61,362 246,549 93,186 457,267 
ipaeert 


539,262 242,309 905,082 


Se 


73,695 
2,081 


75,776 


204 40,981 
— 15,038 


56,019 219 


31,636 17,394 21,627 


123,959 
81,099 


83,913 
14,094 


329,724 
20,688 


38,103 236,694 115,401 372,039 
61,362 246,549 93,186 457,267 


539,262 242,309 905,082 


65,678 457,043 150,492 


637,625 


2,541 3,707 2,375) 10,785 
68,219 460,750 152,867 648,410 


388,908 


153395 


128,497 


4,578 
11,601 
3,872 
4,815 14,559 


66,135 448,289 153,363 629,991 


567,237 


Napanee 


2222 


$ 
1,068,913 
358,788 
710,125 


78,807 


52,986 
1,379 


13339072 


26,675 


98,112 
16,157 


114,269 


70,000 


635,548 
50,155 


755,703 


760,468 


1,630,440 


989,212 
48,270 


1,037,482 


833,665 


43,442 
79,386 


34,401 


990,894 


46,588 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Nepean Twp. 


19,332 


$ 
16,626,641 
3,734,309 


12,892,332 


566,300 
1,300,000 


499,084 
125,185 


2,490,569 


521,637 
304,105 
174,750 


1,000,492 
4,575,331 


20,958,724 


6,001,000 


6,001,000 


1,960,738 
64,647 


2,025,385 


2,799,000 
304,105 


2,293,670 
2,960,233 


8,357,008 
4,575,331 


20,958,724 


13,916,465 
433,967 


14,350,432 


11,452,645 


668,155 
830,426 
966,999 
414,839 


14,333,064 


17,368 


Neustadt Newboro Newburgh Newbury Newcastle |New Hamburg 
245 174 246 185 708 1,203 


$ $ $ $ $ 
83,055 168,735 57,790 596,747 687,460 
27,251 75,363 23,185 210,804 118,717 


34,605 385,943 568,743 


24,466 
20,000 


662 


51,901 
20,000 


538 


9,850 1,068 
4,080 


= ; 434 
= 1,000 572 434 5,104 
67,066 22,550 45,346 41,471 191,007 434,835 
133,097 76,660 149,140 77,144 1,188,528 


62,597 
8,861 5,589 
445 — 


107,945 


45,128 


179,846 


1,024 


39,411 
12,879 


11,800 


52,290 70,076 


26,998 


96,258 


80,264 


18,766 185,842 


34,518 


45,764 49,422 94,488 30,084 316,618 591,617 
67,066 22,550 45,346 41,471 191,007 434,835 


412,651 
98,702 


133,097 76,660 149,140 77,144 1,188,528 
71,598 48,040 81,891 56,718 377,438 827,782 
1,063 2,880 3,683 324 18,462 10,302 


62,103 67,465 
1,077 3,672 
3,670 138 
4,263 
2,796 


50,795 305,413 


1,612 22,708 
3,568 34,753 

— 17,054 
hee 18,561 


398,489 729,216 


611,379 


31,233 
48,932 
22,284 


oe 15,388 
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Newmarket 


4,608 


$ 
4,466,010 
961,509 
3,504,501 


426,173 


151,552 
838 


578,563 
79,358 
25,043 


104,401 
1,222,195 


5,409,660 


970,000 


970,000 


706,025 
57,300 


763,325 


311,884 


1,159,650 
982,606 


2,454,140 
V222 195 


5,409,660 


2,822,098 
143,565 


2,965,663 


2,248,096 


161,638 
117,627 
139,485 
121,814 


2,788,660 


177,003 


124 


Municipalityrn... cfastekuel weeps tenes 
Numbetom@ustOmens) tenes: paki van iyo 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities atcost................. 
Less accumulated depreciation ............ 


INietatiedcaSS@tSie men ite = ch. oni peoia ars 
CURRENT ASSETS 

Gashiomhand andiinibank 7 4)..ce 7 csea ne 

Investments—term deposits .............-: 

= DONS yh raat ken eee ee ee 


TotalicurrenUassetSmanas at ae een 
OTHER ASSETS 
ATNVSTITOLIES oie eth eel sae hogan as 
Sinking fund on debentures........-..---: 
Miscellaneous assetsmninc tet) ations core 


Tota llotner assetSweme ke aces Pere: 
Equity in Ontario Hydro ........-.-.-5-5- 


TotaliassetsS,- on see on ee adele epee 


DEBT FROM BORROWINGS 
Debentures outstanding ...............--. 
Other long-term debt .........-.--.0++55: 


Total long-term debt..........-----05-: 
LIABILITIES 

Currentdiabilities: “Meee mass: Soe tbe 

Othemliabilities ss eee et ee ea 


Motalilia Dilitiess a eemeert et ey a: 
EQUITY 

Debt redeemed ......... Mie Make 5 Store 
Sinking fund on debentures..........----- 
Accumulated net income invested in 

plant or held as working funds .......... 
Contributed capital)... .07..2...5. se. as 
OtHenreseny CSi ne obit oem acer emen ie 


Total utility equity..........-... eee 
Reserve for equity in Ontario Hydro ....... 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 

REVENUE 
Saleroftelectricalienergy® 28 7.) en dey ves 
Miscellaneousiicn chiceraone crc seup iris nc 


Totalireventie =) cehtite ass « Bikns Aas: 


EXPENSE 
Power purchased ..............:sseeeeees 
Local generation ........-.:sesn seven ees 
Operation and maintenance............-.. 
WNdmInistration swat oe cro Papua eee: 
in anciale 0 aa ante oc nes ere 
Depreécigtion vis ian ais. .s ener ee 
CDT daY=) ergy Mle eth. there ea Cbad ee MEAT plow MOR a 


Totaliexpense® seit ays oie seer 


Net Income (net expense)............... 
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Municipal Electrical Utilities Financial 


Niagara Niagara Falls | Nipigon Twp.} North Bay 


132 22,546 939 17,843 


$ $ $ $ 
698,229 14,398,495 436,501 11,574,035 
232,156 3,642,839 197,085 3,624,673 


466,073 239,416 


10,755,656 7,949,362 


30,472 39,794 102,767 
— — 560,000 
on 1,500 =e 

22,422 7,847 267,169 
903 — 


52,894 489,256 50,044 929,936 

20,248 545,605 11,762 238,677 

546 334,208 = 86,655 
389,974 7,244,482 305,878 4,963,965 


929,735 19,369,207 607,100 14,168,595 


67,091 546,424 2,902,910 


67,091 546,424 


2,902,910 


42,816 
9,839 


209,289 
741,985 


983,000 
220,836 


52,655 951,274 37,365 1,203,836 


88,378 


2,466,600 


10,000 


1,812,074 


249,650 6,685,371 237,752 3,071,492 
81,987 1,475,056 16,105 214,318 


420,015 10,627,027 263,857 5,097,884 
389,974 7,244,482 305,878 4,963,965 


929,735 19,369,207 607,100 14,168,595 


542,971 10,381,571 459,482 10,064,944 
12,870 132,441 15,274 417,490 
412,288 8,011,201 343,132 8,319,753 


52,833 506,077 57,503 519,693 

43,984 530,755 39,798 810,843 

12,085 101,469 — 389,726 

17,998 339,010 13,166 369,579 
— 51,630 — 


539,188 9,540,142 10,409,594 
16,653 973,870 21,157 


North York 


138,087 


$ 
102,564,559 
22,157,514 
80,407,045 


88,608 
9,147,889 


3,670,443 
1,674 


12,908,614 
1,996,519 
6,044,746 
2,271,068 


10,312,333 
40,406,760 


144,034,752 


6,984,813 


6,984,813 


11,114,904 
2,857,561 


13,972,465 


8,349,063 
6,044,746 


63,409,443 
4,867,462 


82,670,714 
40,406,760 


144,034,752 


100,889,942 
2,430,768 


103,320,710 


83,625,856 


5,662,282 
4,413,359 

693,326 
2,860,259 


97,255,082 


6,065,628 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Norwich 


836 


$ 
303,004 
87,286 


215,718 
41,949 
7,500 
6,971 


56,420 


1,041 


156 


1,197 
237,263 


_ 510,598 


45,318 


45,318 


855571 
17,770 


53,347 


21,898 


105,514 
47,258 


174,670 
237,263 


510,598 


251,918 
9,616 


261,534 


193,880 


25,558 
24,055 
7,603 
7,849 


258,945 


2,589 


Norwood Oakville Omemee Orillia 


Oil Springs Orangeville 


533 21,314 310 4,278 8,975 


$ 
292,888 
127,804 


$ 
24,099,462 
5,078,422 


$ 
124,652 
52,630 


$ 
2,264,340 
497,297 


$ 
12,169,773 
35995;920 


165,084 19,021,040 139,809 1,767,043 8,613,848 


26,220 3,350 14,508 306,323 253,614 


5,000 4,420,000 — — 1,090 
8,000 — — — = 
9,45] 923,044 7,874 23,198 554,490 

141 22,785 — 15,875 53,021 


48,812 5,369,179 345,396 862,215 


413,823 


26,310 380,606 


132,210 4,37] 5,761 932,366 


— 546,033 4,659 32,071 ole 9 72 
132,275 8,889,949 107,046 82,116 885,617 1,486,329 
346,171 33,826,201 197,655 244,307 3,030,127 12,275,364 

SS SS 


ee 3,048,938  jeneet 10,000 94,000 3,853,094 
— 3,048,938 94,000 3,853,094 

16,480 

907 


17,387 


2,948,269 
297,329 


6,309 
630 


157,703 
20,056 


831,858 
228,092 


3,245,598 6,939 16,075 WEIS) 1,059,950 


55,100 


3,308,026 


16,721 


12,000 


133,594 


3,198,831 


85,402 9,653,315 


56,007 5,680,375 4,608 
— 118,918 
1,872,751 


196,509 18,641,716 83,670 136,116 5,875,991 
132,275 8,889,949 107,046 82,116 885,617 1,486,329 


346,171 33,826,201 197,655 244,307 3,030,127 12,275,364 


62,341 95,900 


28,216 


906,072 
833,085 


2,115,475 
442,767 


205,738 21,685,933 78,575 134,075 1,825,134 5,385,821 
8,765 1,029,449 2,098 6,587 60,555 82,755 
214,503 22,715,382 80,673 140,662 1,885,689 5,468,576 


167,999 18,565,986 56,766 110,804 1,625,438 3,342,863 


= — — 522,026 
9,288 815,392 4,478 261,017 
13,015 833,996 9378 374,840 

—_ 463,831 201 399,408 
10,936 591,516 


4,107 6,993 53,556 280,548 


74,925 137,454 1,921,488 5,180,702 
5,748 3,208 (35,799) 287,874 


201,238 
13,265 


125 


Orono 


226,606 
83,216 


143,390 


11,746 


1,391 


13,137 


217 
102,809 


259,553 


18,45] 


18,451 


15,875 
6,174 


22,049 


335951 


81,045 
1,242 


116,244 
102,809 


259,553 


188,632 
2,140 


190,772 


142,207 


10,592 
23,697 
5,174 
7,299 


188,969 


1,803 
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Municipal Electrical Utilities Financial 


Sinking fund on debentures.........-----: = 
Miscellaneous assets ............. 


88,870 1,621,836 


TNE IOUNSCEIEIS = slaw a saw sour eau y aoe 717,067 3,377,162 721 87,653 4,132 

Equity in Ontario Hydro ...........---- 14,657,705 4 37,502,968 85,835 2,993,706 130,401 

Total assets .... 65.2.2 -4.0.+5 Ay Gace 35,421,118 121,668,007 160,261 6,698,460 354,143 
eee 


DEBT FROM BORROWINGS 
Debentures outstanding ...............-- 1,657,300 2,600,000 17,000 
Other long-term debt ...........-...-.-+: ve ae | = 


Municipality ne Pg ee ee Oshawa Ottawa Otterville Owen Sound Paisley 
Numberofi€@ustomets foe ss. ee vee 32,906 105,759 325 7,268 486 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost... . No Foes 22,257,568 79,832,540 128,216 4,099,155 245,327 
Less accumulated depreciation . 6,166,973 14,314,110 57,992 1,228,526 51,685 
Netifixed assets... S550 8.22. 3.4: 16,090,595 65,518,430 70,224 2,870,629 193,642 
CURRENT ASSETS 
Gastron handiandunibanke.. ss--- once 11,269 84,769 —_ 33,700 9,127 
Investments—term deposits . 2,155,692 9,980,000 3,000 — = 
—bonds . Lene ae —_ 200,000 5 = a 
Accounts receivable (net) .........-. es 1,787,551 4,424,640 481 710,788 16,841 
Oth ere es ae a ee 2 RS ae 1,239 580,038 = 1,984 = 
sGtalicurrentiassetsmmnnees fee aes ere 3,955,751 15,269,447 3,481 746,472 25,968 
OTHER ASSETS 
Tnventoricses arene chy eee cease 628,197 1,755,326 TPA 87,653 4,132 


Total long-term debt....... 1,657,300 2,600,000 = 17,000 
LIABILITIES 
Current liabilities sorte 2,350,644 8,074,923 10,309 581,276 33,063 
Othe Wabitresee eee 843,561 1,678,041 1,233 100,237 1,828 
Total liabilities. ..... 3,194,205 9,752,964 681,513 34,891 
BOW UR. 
Debtredcemed es. : Peat 1,480,959 10,290,698 208,372 21,623 
Sinking fund on debentures.........---- — = — — 
Accumulated net income invested in 
plant or held as working funds . 12,168,273 53,872,835 2,702,961 116,274 
Contributed capital... . 2,262,676 7,448,542 111,908 33,954 
Other reserves ....... 200,000 — = = 


Total utility equity Ua ther arnt Bs 15,911,908 71,812,075 62,884 3,023,241 171,851 
Reserve for equity in Ontario Hydro ... 14,657,705 37,502,968 85,835 2,993,706 130,401 
Total debt, liabilities and equity Blew 35,421,118 121,668,007 160,261 6,698,460 354,143 


B. OPERATING STATEMENT 
REVENUE 


Sale of electrical energy 25,191,871 73,298,743 87,072 4,203,251 209,541 
Miscellaneous 657,603 1,988,243 1,581 51,426 2,623 
EXPENSE 
Power purchased . 21,255,856 61,880,141 72,399 3,457,223 173,888 
Local generation — 693,431 = = = 
Operation and maintenance 887,222 4,603,546 3,046 1583122 7,398 
Administration 1,393,563 2,747,014 9,788 251,302 15.372 
Financial 246,862 461,182 — 11,438 4,291 
Depreciation 662,070 1,814,503 4,543 122,057 6,097 
Other — 


Total expense 24,445,573 72,199,817 89,776 3,995,142 207,046 


Net Income (net expense) 1,403,901 3,087,169 (1,123) | 259,535 5,118 | 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Palmerston 


835 


$ 
442,597 
162,277 


280,320 


31,503 
30,000 


4,426 


65,929 


1,346 


1,346 
320,359 


667,954 


11,800 


11,800 


28,327 
2,142 


30,469 


50,200 


233,844 
21,282 


305,326 
320,359 


667,954 


336,198 
5,543 


341,741 


257,862 


17,105 
28,415 

2,996 
12,394 


318,772 


22,969 


Paris Parkhill Parry Sound Pembroke Penetang- Perth 
uishene 
2,730 567 2,378 3557 1,790 2,607 


$ 
391,521 
111,281 


$ 
1,761,884 
707,552 


$ 
5,006,037 
2,468,282 


$ 
1,012,879 
315,100 


1,554,561 
553,345 


1,325,694 
496,631 


1,001,216 280,240 


1,054,332 14 ET 1/39) 697,779 829,063 


163,755 40,524 33,960 249,887 100 102,113 
= es 70,000 = 150,000 
on - ms = 10,000 

30,728 9,974 18,583 162,029 47,853 
ee = 131 a 


194,483 50,498 122,543 412,047 


207,953 316,860 


6,670 


1,260 


— igskea/ 132,892 — 


593 i 

7,263 1,260 40,910 256,714 4,940 22,860 
946,774 210,614 475,906 503,286 653,186 983,460 
2,149,736 542,612 1,693,691 3,709,802 1,563,858 2,152,243 


7S). |3) 123,822 4,940 22,860 


368,081 


110,911 137,644 
97,076 153317 


6,571 


106,467 119,713 117,482 152,961 


124,218 465,157 


205,606 


470,810 


752,000 


36,983 


85,045 


29,907 


647,065 182,006 608,022 (98,037) 549,831 843,069 
199,824 372 14,735 224,396 206,376 87,708 


1,052,495 212,285 1,093,567 878,359 793,190 1,015,822 
946,774 210,614 475,906 503,286 653,186 983,460 


2,149,736 $42,612 1,693,691 3,709,802 1,563,858 2,152,243 


1,105,300 293,163 1,008,169 3,070,319 1,074,956 1,329,446 
24,036 8,432 52,361 110,512 22,740 18,069 
1,129,336 301,595 1,060,530 3,180,831 1,097,696 1,347,515 


239,981 799,010 2 2I32 883,176 1,160,731 

— 8,734 — — 

20,758 160,109 61,859 38,906 

23,238 222,528 44,265 70,304 

, 1,687 246,618 — = 
43,020 10,071 174,196 28,703 39,660 


1,061,356 295,735 1,056,836 3,124,717 1,018,003 1,309,601 
67,980 5,860 3,694 iiss) 79,693 37,914 


127 


Peterborough 


21,601 


$ 
17,499,223 
7,096,502 


10,402,721 


917,345 
44,84] 


962,186 
116,592 
53,942 


170,534 
8,376,873 


19,912,314 
2,574,000 


2,574,000 


1,565,166 
46,405 


1,611,571 


3,182,803 


3,012,241 
1,154,826 


7,349,870 
8,376,873 


19,912,314 


12,848,767 
548,178 


13,396,945 


10,440,742 
196,422 
864,975 
898,613 
487,983 
527,553 


13,416,288 


(19,343) 
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Municipal Electrical Utilities Financial 


Municipality Petrolia Pickering Picton Plantagenet Plattsville 

Number of Customers 1,698 972 1,937 341 226 

A. BALANCE SHEET ; 

FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost 1,003,707 494,927 1,030,053 225,671 90,681 
Less accumulated depreciation 344,122 126,309 420,697 73,294 41,544 

Net fixed assets 659,585 368,618 609,356 152,377 49,137 

CURRENT ASSETS 
Cash on hand and in bank 8,563 58,503 124,727 21,400 11,966 
Investments—term deposits a= 25,000 — — — 

—bonds 15,000 — — 2,500 

Accounts receivable (net) 28,615 16,825 11,165 1,933 
Other 5,561 1,175 _— — 
Total current assets 142,727 32,565 16,399 

OTHER ASSETS 
Inventories = 58,114 — 136 


Sinking fund on debentures 


Miscellaneous assets 2,241 3,825 


Total other assets 36,270 os 60,355 3,825 136 
Equity in Ontario Hydro .... 627,511 140,995 799,689 78,904 131,220 


Total assets .. 1,381,105 601,860 1,612,127 267,671 196,892 


DEBT FROM BORROWINGS 
Debentures outstanding ... 24,000 26,500 on 
Other long-term debt = = = 


Total long-term debt . — = 
LIABILITIES 
Current liabilities 67,925 70,574 11,347 
Other liabilities 9,428 4,890 = 
Total liabilities M353 75,464 92,687 71,962 11,347 
EQUITY 
Debt redeemed 50,000 70,660 89,182 28,500 257, 
Sinking fund on debentures = As: — — == 
Accumulated net income invested in 
plant or held as working funds 566,964 139,722 586,263 59,411 49,088 
Contributed capital 59,277 175,019 20,306 2,394 — 


Other reserves .. =e 


Total utility equity 676,241 385,401 695,751 90,305 54,325 
Reserve for equity in Ontario Hydro 627,511 140,995 799,689 | 78,904 131,220 
Total debt, liabilities and equity 1,381,105 601,860 1,612,127 267,671 196,892 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 670,366 493,845 858,367 174,038 130,696 
Miscellaneous 15,844 11,013 28,246 7,814 3,051 
EXPENSE 
Power purchased 519,026 427,688 686,595 160,477 120,426 
Local generation = == — — = 
Operation and maintenance 61,116 16,122 45,732 7319 4,148 
Administration 80,939 27,010 78,744 9,705 3,344 
Financial 2,008 6,393 4,471 7,710 — 
Depreciation 24,291 135) 32,130 6,327 3,623 
Other -—— — 


Total expense _.. 687,380 490,724 847,672 ) Paneusa.s 131,541 
Net Income (net expense) (1,170) 14,134 38,941 (9,686) 2,206 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Point Edward 


947 


$ 
407,254 
187,277 


219,977 


118,288 
102,500 


13,016 
6,298 


240,102 


821 
990,364 


1,451,264 


100,916 
2,556 


103,472 


17,000 


336,994 
3,434 


357,428 
990,364 


1,451,264 


987,947 
17,866 


1,005,813 


901,215 


19,277 
59,380 


13,812 


993,684 


12,129 


Port Burwell | Port Colborne] Port Credit Port Dover Port Elgin Port Hope 


6,149 2,619 1,627 2,090 3,606 


$ $ $ $ $ 
2,955,483 2,151,484 1,040,797 1,922,949 2,672,788 
977,066 568,015 238,720 285,796 791,492 


1,978,417 1,583,469 802,077 1,637,153 1,881,296 


14,198 51,450 144,509 71,750 237,059 
100,000 440,000 85,000 — = 
10,000 3,500 _ — 
SLT 163,224 39,824 STS) 3,291 
— — a = 10,238 


I 753375 658,174 269,333 110,929 250,588 


90,380 50,205 Paps py 5,241 62,714 


39,494 34,620 3,503 1,150 = 


145 129,874 84,825 5,855 6,391 62,714 
54,277 1,812,236 1,960,722 398,933 453,287 1,649,740 
139,328 4,095,902 4,287,190 1,476,198 2,207,760 3,844,338 


= 241,654 170,000 250,000 


169,934 
35,525 


241,654 170,000 205,459 


195,879 
117,290 


298,103 
83,860 


158,016 
139,188 


268,373 
29,057 


313,169 381,963 88,749 297,204 297,430 


478,980 


226,480 


138,528 


So 


244,000 


1,214,018 
439,150 


1,202,355 1,262,191 
47,508 285,834 


77,469 1,728,843 1,774,505 738,516 1,251,810 1,897,168 
54,277 1,812,236 1,960,722 398,933 453,287 1,649,740 


139,328 4,095,902 4,287,190 1,476,198 2,207,760 3,844,338 


98,048 2,550,673 3,404,243 553,550 1,427,690 2,872,351 
3,276 47,339 66,682 18,682 23152 58,639 


317,046 
282,942 


539,092 
591,181 


2,033,796 2,421,353 


3,095,932 380,220 


1,197,558 


62,002 136,078 


144,253 56,036 46,080 

303,216 146,669 70,668 73,390 204,181 
43,259 30,759 25,610 52,842 
80,884 56,167 26,072 39,957 69,509 


95,869 2,605,408 3,391,529 558,606 1,409,827 2,831,148 
5,455 (7,396) 79,396 13,626 41,615 


129 


Port McNicoll 


811 


$ 
230,954 
75,876 


155,078 
15,803 


16,000 
36,910 
788 


69,501 


454 
195,403 


420,436 


53,795 
2,768 


56,563 


9,804 


151,245 
7,421 


168,470 
195,403 


420,436 


270,180 
6,627 


276,807 


242,787 


10,966 
19,247 
2,366 
6,683 


282,049 


(5,242) 
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Municipal Electrical Utilities Financial 


Niumicipal tty reese seer as Port Perry Port Rowan | Port Stanley Prescott Preston 
Number of Customers .......... pt, ht 1,369 412 1,154 2,022 5,683 
A. BALANCE SHEET 
FIXED ASSETS $ $ 
Plant and facilities at cost... . 906,268 3,249,354 
Less accumulated depreciation 225,926 1,210,552 
INIG (UMN CRASS CUS yey Meneses 680,342 112,024 188,312 360,924 2,038,802 
CURRENT ASSETS 
Cash on hand andinbank...........-.... 14,397 33,692 125293 96,890 192,020 
Investments—term deposits .... 120,000 20,000 — — 300,000 
== bOMdS nes eee: Oe eee = — == — 
NGCOUMIS TECCIViabDleN(Met). 5. 0 ae ree 5,355 19,436 17,256 82,302 
OMER ee hoc mee cia — — — 
MotalkeunnreneaSsctssyaeeyyas eee eee tree 31,729 114,146 574,322 
OTHER ASSETS 
[nventOnleSet: ae Seta ae oe 677 26,421 172,696 
Sinking fund on debentures............. : — — — 
MiscellamecousraSSe tSmere: meen sn tear amr se 1,018 — 423 1,038 


MotalkothemassetSeetseme a a ee 1,018 — 1,100 26,421 173,734 
Equity in Ontario Hydro ..............-:. 354,686 79,058 305,235 734,662 2,472,000 


Wotalassets (re meer ie vo 1,175,798 249,374 526,376 1,236,153 5,258,858 


DEBT FROM BORROWINGS 
Debentures outstanding...... ae 150,721 36,000 306,000 
Othemlone-tennide Die e ees sen see = = jee 


Totallongeatermy debit. sag as eee 150,721 = 306,000 
LIABILITIES 
Ginrentliabiliticswey eee ae ree 64,452 17,720 79,983 BON OBS 
Otheriiabilitiesee ae oo ec) a ee Oe 21,739 == 30,981 73,944 
Motaliliabiiives eee ee ce 86,191 17,720 32,264 110,964 395,179 
EQUITY 
Debtsnedeen ccs saree ten eran area 65,080 17,890 27,950 23,981 508,283 
Sinking fund on debentures............... — == — — — 
Accumulated net income invested in 
plant or held as working funds . pce 373,189 105,836 120,221 339,874 1,355,297 
Gontributedicapitalaeer = Fe ae 145,931 28,870 4,706 26,672 222,099 


@hennreserves: g.08e 82 6. 


Motalanbilitiyce cquiUyimeyeeey enter 584,200 | 152,596 152,877 390,527 2,085,679 
Reserve for equity in Ontario Hydro ..... 354,686 79,058 305,235 734,662 2,472,000 
Total debt, liabilities and equity... . ee 1,175,798 249,374 526,376 1,236,153 5,258,858 


B. OPERATING STATEMENT 
REVENUE 


Sale of electrical energy 92,360 292,519 869,884 3,516,448 
Miscellaneous 36,488 2,585 8,965 10,645 161,572 
EXPENSE 
Power purchased 572,914 74,795 230,675 735,336 3,128,381 
Local generation — — — —_ — 
Operation and maintenance 26,808 6,013 20,091 31,570 127,070 
Administration 40,226 6,937 36,009 55,830 192,594 
Financial 25,836 — 5,230 201 35,828 
Depreciation 25,098 4,874 11,925 27,020 99,606 
Other — 


Total expense 690,882 92,619 303,930 849,957 3,583,479 
Net Income (net expense) 35,057 2,326 (2,446) 30,572 94,541 


Statements A and B 131 


Statements for the Year Ended December 31, 1977 


Priceville Princeton Queenston 
97 212 209 
$ 


Rainy River Red Rock Renfrew Richmond |Richmond Hill 


475 


390 3,296 940 5,807 


$ $ $ $ $ $ 
37,343 74,448 68,922 248,873 158,200 2,941,608 590,691 3,387,096 
15,559 34,585 32,575 118,737 73,108 983,045 118,753 841,587 
21,784 36,347 130,136 85,092 1,958,563 471,938 2,545,509 
1,381 11,406 125555 17,364 41,565 38,939 171,684 
1,000 — 10,000 — 9,000 10,000 200,000 
1,386 1,831 4,696 2,781 96,242 13,019 129,993 
— — 1,363 365 1,656 262 1,000 
3,767 13,237 20,510 148,463 62,220 502,677 
aa — — 64,226 L335) 3,627 
— — — 26,498 — 
a -— Ue 734 73,705 


38,468 129,344 121,457 251,792 237,720 2,890,583 725,633 4,878,142 


\per=| poet alles ae 


— — — 2213: — 71,741 28,767 77,332 
12,917 77,575 71,873 90,829 132,118 711,816 162,708 1,752,624 


=n a 423,000 415,000 
2,265 20,869 17,213 117,898 349,767 
216 364 351 197,341 96,174 
2,481 21,233 17,564 315,239 63,741 445,941 
12,166 26,087 29,367 868,237 31,387 692,211 
= = a = 26,498 ai 
9,376 5 109,071 49,603 527,075 206,950 1,507,089 
1,528 4,924 4,572 9,068 45,216 150,849 65,277 


> 


23,070 43,626 39,680 139,730 88,038 1,440,528 415,684 2,264,577 
12,917 TTS 71,873 90,829 132,118 711,816 162,708 1,752,624 


38,468 129,344 121,457 251,792 237,720 2,890,583 725,633 4,878,142 


20,685 68,720 74,680 212,600 149,346 1,418,500 422,599 3,675,095 
412 2,267 787 8,358 3,869 41,203 10,284 75,265 
21,097 70,987 75,467 220,958 153,215 1,459,703 432,883 3,750,360 
| 
| 16,777 170,861 130,892 998,770 361,942 3,064,816 
— = a 77,448 Eas = 
1,121 16,199 11,864 73,526 11,618 142,919 
1,549 16,769 15,909 106,101 18,404 194,241 
78 = a 80,775 11,760 68,275 
1,299 8,899 5,286 16,999 16,005 103,951 


20,824 | sais | 212,728 163,951 1,413,619 419,729 3,574,202 
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Municipal Electrical Utilities Financial 


Municipality Ridgetown Rockland Rockwood Rodney 


Number of Customers 406 472 


i275 


1,316 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and facilities at cost . 563,609 119,013 610,744 166,768 114,514 
Less accumulated depreciation 156,497 33,941 166,464 43,194 61,829 

Net fixed assets 407,112 85,072 123,574 52,685 

CURRENT ASSETS 
Cason handrandimibank 9) 7n =. 52,783 13,947 8,145 15,874 
Investments—term deposits ............... — 10,000 

—bonds OR Sek eee, Seto rack = — 
Accounts receivable (net) . 4,703 4,097 


Other. 


18,650 10,461 229i 
3,310 185 — 


634 — 
OTANO IME ASSetS aa. Mires 4,311 — 3,887 185 — 
Eguity in Ontario Hydro Ee Seva 391,435 89,923 212,538 108,188 126,887 


Total current assets . AiG bed Sey eee as 
OTHER ASSETS 
NWSI AVES td egg Ree ae EAT ae Ree! 
Sinking fimdlenidebentuics 7 yest) eee 
Miscellaneous assets ee oe 


Total assets... Pee 860,885 193,645 733,084 242,408 209,543 
DEBT FROM BORROWINGS 
Debentures outstanding . . 21,000 38,000 1,300 = 
Other long-termdebt........... ; a= = = = 
15,489 
369 


Total long-term debt 
LIABILITIES 


38,000 


Current liabilities di: EAE. 2 OSES: 53,843 12,902 
Other liabilities .... RANA oe 15,962 1,344 
ihoralgiva bilittessean se. 48,159 15,858 69,805 14,246 
EQUITY 
Debt redeemed .. 89,360 12,744 47,000 8,500 
Sinking fund on debentures — — —_ — 
Accumulated net income invested in 
plant or held as working funds .. 309,872 59,144 296,015 57,644 
Contributed capital . 1,059 15,976 69,726 52 2,266 


Other reserves 


400,291 87,864 412,741 107,030 68,410 
391,435 89,923 212,538 108,188 126,887 
Total debt, liabilities and equity... ... 860,885 193,645 733,084 242,408 209,543 


B. OPERATING STATEMENT 
REVENUE 


Total utility equity......... Eanes 
Reserve for equity in Ontario Hydro .... 


Sale of electrical energy . 528,137 129,572 571,106 152,698 127,339 | 
Miscellaneous .. ees 11,365 780 11,124 2,966 2,741 | 
| 

Let iE ey Mteomiedias ah Poeete 3 539,502 130,352 582,230 | 155,664 130,080 


EXPENSE | 
Power purchased . . yh ae Me aE 414,451 118,299 487,592 121230 108,309 
Local generation .... Ae eb, eae: i — = — — — F 
Operation and maintenance ele eat 39,743 2132) 16,615 4,509 4,291 
Administration .. ae 42,996 4,977 32,377 14,695 10,067 - 
Financial Cie Aaa Kien Ue bast 3,285 = 7,720 1,853 = | 
Depreciation Pe. ae SI 3,466 17,889 5,160 4,291 | 
Other — 


| 

Total expense .. . PRS apne Me! 514,252 128,874 562,193 147,447 126,958 | 
i 

Net Income (net expense) bh ree eee 25,250 1,478 20,037 8,217 3,122 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Rosseau 


176 


$ 
96,291 
15,267 


81,024 
12,608 


1,000 
74) 2 


15,720 


5,576 


5,576 


11,933 


38,107 
41,128 


91,168 
37,880 


134,624 


48,025 
695 


48,720 


37,465 


2,319 
1,629 


Russell St. Catharines | St. Clair Beach 


St. George St. Jacobs St. Marys 


322 41,033 340 323 1,989 


$ 
17S ENT, 
50,851 


$ 
25,638,224 
6,207,057 


$ 
521,633 
110,937 


$ 
116,681 
46,998 


$ 
141,230 
43,088 


1,020,243 
418,082 


128,326 


19,431,167 410,696 98,142 602,161 


23,659 


2,367,736 
1,000,000 


2,566,688 


30,995 


7,528 


371 
40,000 


18,994 


33,894 
3,407 


69,118 


6,228 


109,489 


36,303 


29,887 5,934,424 31,881 
717,098 276 
396,351 = a a 
80,277 | 18,143,298 145,740 129,328 172,979 1,227,527 
= 


1,920,232 — 
1,908 67,285 
658 4,825 


72,110 


2,427,550 
828,443 


19,259 


32553993 36,354 


18,808 


1,220,472 


36,236 


6,000 


190,208 


61,892 17,462,457 102,425 


2,619,886 257,653 198 


131,459 
5,512 


451,091 
34,544 


4,896 
85,596 21,302,815 396,314 99,274 142,97] 675,843 
80,277 18,143,298 145,740 129,328 WZOT9 1,227,527 


240,132 44,622,338 609,866 231,168 315,950 1,975,480 


151,836 28,663,699 259,986 164,597 277,354 765,581 
5,433 694,201 4,148 3,659 4,548 23,758 


25,022,063 


214,647 147,691 


246,138 657,551 


15,350 4,831 


1,099,525 4,113 45,128 

14,723 91335 6,419 64,332 

7,859 1,043 — 1,028 

6,047 654,713 12,829 4,102 4,414 32,741 


157,338 27,993,210 265,408 261,802 800,780 
(69) 1,364,690 (1,274) 1,972 20,100 (11,441) 


133 


St. Thomas 


10,045 


$ 
4,601,182 
1,882,117 


2,719,065 


84,989 
250,000 
20,000 
461,797 
1,916 


818,702 
189,555 


211 


189,766 
4,147,078 


7,874,611 


59,000 


59,000 


431,098 
304,753 


735,851 


279,099 


2,636,479 
17,104 


2,932,682 
4,147,078 


7,874,611 


5,163,542 
68,136 


5,231,678 


4,217,106 


387,200 
284,511 

16,984 
133,762 


5,039,563 


192,115 
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Municipal Electrical Utilities Financial 


Miuinicip ality garen car: prema tr sane ee fee tae Sandwich West Sarnia Scarborough | Schreiber Twp. Seaforth 
Twp. 
INEM SHON (CUMMINS: 5 oe pu ar ee eb bee 4,071 17,438 93,745 965 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant-andstachlitressatcOStey.. 0) a eee ran 1,511,158 10,357,987 74,038,715 526,731 
Less accumulated depreciation ............ 516,777 4,203,320 19,639,658 128,065 
Nepiixed assets 9. ¥ fee... i. gk naka oe 994,381 6,154,667 54,399,057 170,243 398,666 
CURRENT ASSETS 
Cash on hand and in bank..............-; 143,562 321,542 42,465 30,093 33,735 
Investments—term deposits ............... jee 300,000 9,845,000 15,000 oe 
= DONG See eos ey ee ere La me ede, —_ = 
INCCOUMISRECELV.a JEN (NEL)inn = sae eee mera 49,278 473,254 6,434,082 5,976 6,178 


406 = 


51,475 39,913 
3,436 1,693 


LATS) 2,718 


TROPA TIDRANOARIAS. oo ean Re hee e 
OTHER ASSETS 
Inventories 33,245 
Sinking fund on debentures............... ime 
Miscellaneous assets 3,755 


192,840 1,112,547 16,324,265 


358,873 1,879,998 
3,665,033 


193,850 


56,795 


MrotalkOtheiassc Saas eae teen 37,000 415,668 5,738,881 3,436 1,693 
Equity in Ontario Hydro ................; 621,421 11,632,241 27,495,710 205,662 402,858 


Total assests. gota ins} Comic ae « 1,845,642 19,315,123 | 103,957,913 430,816 843,130 


DEBT FROM BORROWINGS 
Mebenturesioutstand ine ees wee eee 94,000 116,000 
Other long-termdebt.......... Peon See == = 


14,083,221 
1,020,721 


= ex | 
32,623 46,990 | 
90 9,606 | 


photalblone-te nnn Cb Urea rewee ee ea a te 
LIABILITIES 

Current liabilities .. 

Other liabilities 


94,000 


116,000 15,103,942 


170,104 
32,666 


1,098,282 
197,469 


9,840,906 
793,204 


IGEN, 9. oben ee ee ean oe 202;770 29557511 10,634,110 325713 56,596 
EQUITY 
Debtredecmedis saeepeiean ieee aero 331,996 1,467,579 10,237,756 74,440 
Sinking fundon debentures.............:. —= = 3,665,033 — 
Accumulated net income invested in 
plant or held as working funds .......... 477,471 4,612,729 29,343,546 133,944 304,343 
Gontributedicapi tall eeeweeis versa eee 117,984 190,823 7,477,816 8,497 4,893 


Other reserves 


Morale wtilityae c Ui veaeme es i eee eee 927,451 6,271,131 50,724,151 192,441 383,676 
Reserve for equity in Ontario Hydro ....... 621,421 11,632,241 27,495,710 205,662 | 402,858 
Total debt, liabilities and equity.......... 1,845,642 19,315,123 103,957,913 430,816 843,130 


B. OPERATING STATEMENT 


REVENUE 
Saleyotelectnicalienena. Vee ems 2s: mrnet 1,600,763 12,810,299 65,576,155 351,418 402,778 
Miscellaneous. = ee ee Rhee a. ee ee 35,060 152,868 2,164,706 10,816 8,694 
Motalirevenue:. pe aie oo 6. a es heen ieee 411,472 

EXPENSE 
Rowerpunchascde as tte) ee 1,368,017 11,065,867 54,787,820 308,911 297,554 
ocall Pemeratlony ema cee ee = a = a me 
Operation and maintenance............ 90,832 860,962 3,219,914 16,637 30,115 
Administration ... 76,393 588,295 2,526,304 26,177 48,910 
Buimancralse 22 asian see: ee 25,902 59,906 1,694,915 oo -—— 
Depreciation , Pee A ar One 41,809 305,047 2,078,776 10,870 12,229 
Other. . —= 5,098 — — 


Totalexpense............ ih EY AES: 1,602,953 12,880,077 64,312,827 388,808 
Net Income (net expense)... . Rds 32,870 . 83,090 3,428,034 (361) 22,664 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Shelburne 


1,116 


$ 
715,806 
211,069 


504,737 


11,639 


19,766 


| 31,405 


11,887 


| 1,914 


13,801 
265,149 


815,092 


119,000 
25,541 


| 144,541 


161,291 
865 


162,156 


58,461 


135,724 
49,061 


243,246 
265,149 


815,092 


535,668 
12,568 


548,236 


459,756 


19,235 
37,604 
33,635 
21,440 


571,670 


(23,434) 


Sioux Lookout} Smiths Falls South River 


Southampton 


1,131 475 


3,989 1,739 


$ $ $ $ 
521,549 2,032,014 963,863 209,126 276,461 
209,588 739,929 180,138 62,133 100,909 


3,535,628 
889,038 


311,961 


2,646,590 1,292,085 783,725 146,993 175,552 


56,517 73,654 


20,195 7a svall 


125,000 — 10,000 — 
162,101 29,893 34,364 2,151 3,889 
486 173 = a= 1,741] 


163,157 


11,909 


43,041 211,583 108,018 i 32,346 8,157 
21,651 34,488 22,334 — 58 
14,624 a vs 7 144 8,731 
1,789,277 352,962 1,600,634 | 341,027 109,041 65,095 
192,000 14,000 27,000 


408,000 42,000 
= = 59,271 a = 
251,271 
163,847 153,468 63,364 
94,878 57,444 37,760 


258,725 84,689 210,912 101,124 5,879 


397,435 6,000 147,662 70,829 16,000 


1,500,866 239,620 1,175,017 439,965 103,848 
271,254 4,344 4,565 50,888 39,756 


2,169,555 249,964 1,327,244 561,682 159,604 141,422 
1,789,277 352,962 1,600,634 341,027 109,041 65,095 


4,625,557 729,615 3,138,790 | 1,255,104 | 288,524 257,593 


3,149,026 594,107 1,935,585 715,214 164,052 198,503 
127,172 10,426 50,355 19,579 5,881 1,064 


3,276,198 604,533 1,985,940 734,793 169,933 199,567 


2,483,713 449,758 1,687,531 567,363 121,985 167,902 
165,453 40,917 103,997 35,061 7,468 6,785 
323,492 73,462 130,200 42,498 24,574 13,309 
116,651 7,654 — 39,281 2,476 8,076 

93,931 15,751 67,146 22,541 5,824 8,124 


3,183,240 


1,988,874 706,744 162,327 204,196 


135 


Springfield 


199 


$ 
68,453 
35,458 


32,995 


12,842 


2,052 


14,894 


SyIBe) 


5,755 
62,554 


116,198 


34,812 
972 


45,284 
62,554 


116,198 


61,151 
801 


61,952 


51,899 
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Municipal Electrical Utilities Financial 


Municipality Stayner Stirling Stoney Creek Stouffville Stratford 
Number of Customers 1,093 670 2,187 1,935 9,310 
A. BALANCE SHEET 
FIXED ASSETS $ $ 5 $ 
Plant and facilities at cost 333,085 1,089,336 1,161,694 8,591,874 
Less accumulated depreciation 118,379 444,688 177,544 1,972,00: 
Net fixed assets 422,369 214,706 644,648 984,150 6,619,873 
CURRENT ASSETS 
Cash on hand and in bank 37,185 23103 60,415 83,084 2,150 
Investments—term deposits : = = 50,000 108,000 340,000 
—bonds — — — — —_— 
Accounts receivable (net) 17,517 4,307 15,744 14,446 631,908 
Other == —_ == = 10,412 
Total current assets 54,702 27,480 126,159 205,530 984,470 
OTHER ASSETS 
Inventories : 390 —= 1,015 12,426 416,827 
Sinking fund on debentures — = — — 72,116 
Miscellaneous assets To = 387 178 110 44,375 


Total other assets 390 387 1,193 12,536 533,318 
Equity in Ontario Hydro : 235,709 190,968 576,112 470,764 4,725,733 


Total assets 713,170 433,541 1,348,112 1,672,980 12,863,394 


DEBT FROM BORROWINGS 
Debentures outstanding : 85,000 34,000 8,000 994,000 
Other long-term debt ; = = — = 


Total long-term debt a: 34,000 8,000 994,000 
LIABILITIES 
Current liabilities 26,119 92,212 101,898 647,743 
Other liabilities 4,900 10,843 42,133 36,496 
Total liabilities 39,385 31,019 103,055 144,031 684,239 
EQUITY 
Debt redeemed ae 29,557 23,000 84,460 74,382 1,431,800 
Sinking fund on debentures — — — — — 
Accumulated net income invested in 
plant or held as working funds 316,825 180,325 505,119 505,831 4,191,350 
Contributed capital 6,694 8,229 45,366 469,972 836,272 


Other reserves 


Total utility equity é 353,076 211,554 634,945 1,050,185 6,459,422 
Reserve for equity in Ontario Hydro 235,709 190,968 576,112 470,764 4,725,733 
Total debt, liabilities and equity 713,170 433,541 1,348,112 1,672,980 12,863,394 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 397,756 286,719 900,903 920,639 6,432,193 
Miscellaneous ... 6,918 12,544 47,317 35,993 284,577 
EXPENSE 
Power purchased 318,444 247,623 828,741 774,961 5,134,060 
Local generation . — — = 
Operation and maintenance 23,126 7,636 299,018 
Administration hyo 255 20,037 373,975 
Financial 12,584 — 4 174,109 
Depreciation 133153 12,203 39,137 217,280 
Other — — 


Total expense... . eh 384,562 287,499 989,229 927,246 6,198,442 
Net Income (net expense) Re 2 Ee ce (41,009) 29,386 518,328 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Strathroy 


2,864 


$ 
1,714,135 
549,218 


1,164,917 


20,915 


65,873 


86,788 


5,065 


1,471 


6,536 
946,695 


2,204,936 


121,000 


121,000 


144,901 
48,476 


193,377 


136,251 


641,049 
166,564 


943,864 
946,695 


2,204,936 


1,429,960 
30,823 


1,460,783 


1,133,637 


96,209 
99,098 
19,364 
43,287 


1,391,595 


69,188 


Streetsville 


Sturgeon Falls Sunderland 


Sundndge Sutton 


2,462 2,210 397 1,099 


$ 
1,310,377 
277,550 


$ 
1,118,977 
303,931 


$ 
183,798 
45,156 


$ 
491,44] 
131,598 


23,888,102 
6,964,563 


101,578 
49,838 


1,032,827 815,046 16,923,539 138,642 359,843 


111,362 4,960 1,550 6,451 38,936 


135,000 = 780,924 — 15,000 
= ae = 5,000 = 
41,150 50,176 1,498,459 1,070 22,826 
2,641 O15 323327 —_ 3,800 


290,153 56,051 80,562 


2,313,260 12,521 


16,770 856,934 = 4,784 535) 


1,910 5,303 181,145 3,263 


18,680 5,303 1,038,079 — 4,784 3,798 

575,982 435,503 7,655,178 93,487 81,482 301,869 

1,917,642 1,311,903 27,930,056 174,100 237,429 746,072 
= ee ee 


55,581 


8,231,360 


8,231,360 


127,342 
129,422 


2,255,578 
963,748 


56,185 
20,704 


129,764 256,764 3,219,326 76,889 


154,125 


156,703 


2,724,691 


26,000 


557,248 
500,523 


383,873 4,642,611 


3,460 1,456,890 112,487 
, 134,545 


1,211,896 544,036 8,824,192 311,733 
575,982 435,503 7,655,178 81,482 301,869 


1,917,642 1,311,903 27,930,056 174,100 237,429 746,072 


1,154,781 
28,386 


173,246 


1,005,721 15,054,235 96,180 166,457 506,485 
SST) 845,553 4,712 1,878 S12 


881,484 


12,416,158 


90,601 1,036,812 

63,760 15,232,239 

15,374 1,044,723 : 

31,883 715,859 4,838 11,077 
— 49,824 


1,083,102 


16,495,615 104,847 164,998 488,923 


1,163,799 
(595,827) (3,955) 3,337 21,474 


19,368 


(18,054) 


137 


148,176 
34,637 


1133539 


1,250 
115,797 


277,907 


16,099 
707 


16,806 


14,264 


126,282 
4,758 


145,304 
115,797 


277,907 


169,627 
4,011 


173,638 


152,509 


5,077 
2,928 


4,209 


164,723 


8,915 
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Municipal Electrical Utilities Financial 


Municipality : Tavistock Tecumseh Teeswater Terrace Bay Thamesford 
Twp. 
Number of Customers Se 666 1,781 459 642 542 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost 368,972 858,319 162,234 385,089 224,734 
Less accumulated depreciation 143,529 333,928 51,194 155,136 91,140 
Net fixed assets . 524,391 229,953 133,594 
CURRENT ASSETS 
Cash on hand and in bank 114,085 10,702 43,343 
Investments—term deposits 15,000 55,000 — 10,000 
—bonds = = == a 
Accounts receivable (net) 2,096 60,300 5,612 5,328 


Other 282 = 


87,078 229,385 16,596 58,671 

764 43,495 968 ad 

810 2,551 = a 4,143 

Equity in Ontario Hydro 323,267 415,885 171,446 247,582 190,353 


Total assets 637,362 1,215,707 317,249 495,099 386,761 
|‘ — eS 


——————————— 
DEBT FROM BORROWINGS 
Debentures outstanding . 30,000 32,800 a 
Other long-term debt = 


Total current assets 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities 


21,901 2,212 35,559 
451 — 787 


Total liabilities PAs 36,346 
BOW 
Debt redeemed 45,284 78,000 8,289 
Sinking fund on debentures = — _— 
Accumulated net income invested in 
plant or held as working funds 190,187 317,247 161,345 136,653 
Contributed capital 13,867 243,527 5,960 15,120 


Other reserves 


Total utility equity 249,338 608,974 123,451 245,305 160,062 
Reserve for equity in Ontario Hydro 323,267 415,885 171,446 247,582 190,353 
Total debt, liabilities and equity 637,362 1,215,707 317,249 495,099 386,761 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 376,378 703,044 202,590 408,989 253,843 
Miscellaneous 11,663 34,367 3,087 3,629 9,760 
EXPENSE 
Power purchased 322,794 623,475 196,260 347,364 238,812 
Local generation — — = 
Operation and maintenance 9,672 50,052 7,079 
Administration 17,142 50,856 10,174 
Financial 4,587 S212 = 
Depreciation 12,530 22,431 5,124 8,582 
Other _— — = 


Total expense 366,725 752,033 212,754 401,268 264,647 
Net Income (net expense) 21,316 (14,622) (7,077) 11,350 (1,044) 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Thamesville 


461 


$ 
212,389 
113,846 


98,543 


15,213 
27,594 


7,021 


49,828 


313 


313 
178,552 


327,236 


15,198 
5,053 


20,251 


18,881 


105,623 
3,929 


128,433 
178,552 


327,236 


205,270 
4,527 


209,797 


159,985 
10,150 
20,624 
785 
6,818 


Thedford Thessalon Thornbury Thorndale Thornton Thorold 


330 \ 685 750 162 179 2,783 


$ $ $ $ 
134,672 283,420 467,011 1229539511 
53,027 105,056 93,641 470,397 


178,364 373,370 758,954 


22,895 15,554 17,949 
— = 50,000 
12,290 16,558 18,561 
3,400 — 


38,585 S22 86,510 


=. 22,995 49,773 


5,130 19,533 


~- B72 28,125 — 69,306 
108,069 117,879 151,865 36,175 1,599,205 


212,558 338,200 $85,472 98,973 87,892 2,513,975 


10,808 B9I555 33,926 
468 3,035 873 


42,590 34,799 


: 


107,123 


189,607 


61,588 


87,714 


126,778 


568,686 
14,551 29,699 


93,213 ABIES | 300,808 34,214 44,864 725,163 
108,069 117,879 151,865 59,432 36,175 1,599,205 


338,200 585,472 98,973 2,513,975 


126,076 296,627 320,325 58,599 67,073 1,168,715 
2,605 2,345 2,914 1,300 34) 21,699 


128,681 298,972 323,239 67,600 1,190,414 


902,655 


116,143 


198,543 


109,732 


62,303 


591 
1,453 


2,094 35,497 


5,680 
5,502 


124,730 


139 


Thunder Bay 


38,679 


$ 
27,875,131 
8,990,671 
18,884,460 
1,394,541 
1,800,000 
32,168 
5,292,508 
915,158 


50,261 


965,419 
26,156,236 


51,298,623 
2,948,000 
156,496 
3,104,496 


2,042,225 
277,376 


2,319,601 


2,765,778 


12,960,746 
3,991,766 


19,718,290 
26,156,236 


51,298,623 


21,997,581 
1,024,616 


23,022,197 


18,096,379 


1,164,177 
1,623,911 
543,527 
785,384 


22,213,378 


808,819 
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Municipal Electrical Utilities Financial 


Municipality Tilbury Tillsonburg Toronto Tottenham Trenton 


Number of Customers : 1,579 


3,019 


195,076 932 5,590 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Plant and facilities at cost 2,376,138 181,045,623 3,811,899 
Less accumulated depreciation 594,382 68,778,062 1,231,740 

Net fixed assets 1,781,756 112,267,561 264,123 2,580,159 

CURRENT ASSETS 
Cash on hand and in bank 61,813 305,664 22,988 394,681 
Investments—term deposits = 9,600,000 20,000 100,000 

—bonds = 38,580 oe —_ 

Accounts receivable (net) 113,096 18,091,342 13,367 74,264 
Other = 99,321 — 
Total current assets 174,909 28,134,907 568,945 

OTHER ASSETS 
Inventories 1,534 118,101 3,112,955 176,118 
Sinking fund on debentures = oa 7,487,049 


43,412 10,887,071 2,469 1,921 


342 
Total other assets 178,039 
Equity in Ontario Hydro 537,283 1,106,439 | 161,778,320 136,271 2,716,395 
DEBT FROM BORROWINGS pc i 


Debentures outstanding 14,000 422,900 7,487,050 87,000 182,000 
Other long-term debt acs 


Miscellaneous assets 


Total assets 


Total long-term debt 14,000 422,900 7,487,050 182,000 
LIABILITIES 
Current liabilities 63,963 222,488 13,225,394 479,082 
Other liabilities 25,490 Bie235 6,996,287 319,575 
Total liabilities 89,453 253.123 20,221,681 44,130 798,657 
EQUITY 
Debt redeemed 98,157 222,347 37,477,045 43,752 372,154 
Sinking fund on debentures == — 7,437,631 — — 
Accumulated net income invested in 
plant or held as working funds 335,078 930,977 83,202,282 89,548 1,493,878 
Contributed capital 81,298 288,231 6,063,854 59,093 480,454 


Other reserves back 


Total utility equity 514,533 1,441,555 | 134,180,812 192,393 2,346,486 
Reserve for equity in Ontario Hydro 537,283 1,106,439 | 161,778,320 136,271 2,716,395 
Total debt, liabilities and equity 1,155,269 3,224,617 | 323,667,863 459,794 6,043,538 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 830,225 1,872,381 171,599,137 352,592 3,984,210 
Miscellaneous 5,706 68,995 6,729,718 5,844 90,027 
Total revenue 835,931 1,941,376 178,328,855 358,436 4,074,237 
EXPENSE 


Power purchased 680,814 1,599,743 138,442,452 293,829 3,616,894 
Local generation — — — — — 
Operation and maintenance 31,013 108,604 18,001,995 14,111 116,078 
Administration 54,461 98,534 10,526,969 24,421 170,764 
Financial 8,035 55,879 399,067 15,406 56,849 
Depreciation 20,377 57,607 5,723,085 1/58) 107,185 
Other — — — 


Total expense 794,700 1,920,36 173,093,568 355,298 4,067,770 
Net Income (net expense) 41,231 21,009 5,235,287 6,467 


Statements A and B 14] 


Statements for the Year Ended December 31, 1977 


Tweed Uxbridge Vankleek Hill | Vaughan Twp. Victoria Walkerton Wallaceburg Wardsville 
Harbour 
760 1,188 691 9275 622 1,835 3,992 187 
$ $ $ $ $ $ $ $ 

325,269 662,190 345,553 8,566,386 168,301 916,116 2,856,241 60,981 
114,686 234,358 128,706 2,159,401 65,146 299,250 1,090,083 29,539 
210,583 427,832 216,847 6,406,985 103,155 616,866 1,766,158 31,442 
8,323 52,157 129,634 9,620 56,290 136,984 300 
5,000 30,000 — — — 125,000 — 
25,000 2,973 — as _ — = 
2,766 10,553 621,205 11,317 63,649 82,111 829 
—_ 32,478 a 2,923 ae 
41,089 783,317 119,939 347,018 1,129 


232,732 49,509 157,976 


20,937 

1,266 
180,332 = 1,860 22,126 
a 
251,377 403,985 114,837 2,482,480 102,778 685,032 2,550,009 45,598 
503,049 927,648 10,085,846 4,843,287 78,169 


ies toed es 


269,000 


3,418,000 


3,418,000 


29,589 1,249,815 36,239 307,192 4) 
84] 316,280 1,828 18,107 256 
30,430 64,800 33,924 1,566,095 38,067 102,321 325,299 297 
19,000 71,090 44,314 1,202,592 18,781 66,749 101,446 7,562 
195,686 354,690 87,297 (332,015) 61,184 540,207 1,393,428 23,995 
6,556 14,083 57,374 1,748,694 7,326 28,897 204,105 ZAMg) 
221,242 439,863 188,985 2,619,271 87,291 635,853 1,698,979 32,274 
251,377 403,985 114,837 2,482,480 102,778 685,032 2,550,009 45,598 


$03,049 927,648 337,746 10,085,846 | 228,136 | 1,473,206 4,843,287 78,169 


331,281 586,067 258,784 8,794,383 200,037 1,134,889 3,727,140 66,833 
10,621 23,300 2,962 150,923 4,090 39,344 53,330 1,123 
341,902 609,367 261,746 8,945,306 204,127 1,174,233 3,780,470 | 67,956 
291,989 511,810 223,474 7,394,760 163,381 989,932 3,092,769 57,044 
8,481 6,949 251,071 167,754 931 
20,189 195759 399,224 225,782 5,401 
= — 602,769 31,903 — 
10,881 10,706 243,127 5,496 27,383 77,479 Des, 


331,540 607,009 260,888 8,890,951 214,931 1,123,295 3,595,687 65,735 
10,362 858 $4,355 (10,804) 50,938 184,783 2,221 
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Sinking fund on debentures . 


18,229 41,461 


eee S 165 
Motaliother aSsclSimeae ee eer — 30,226 1,351 1,716 674,710 
Equity in Ontario Hydro ...... Ee oe: 65,798 684,311 235,504 301,686 4,961,001 
(otaliassetS Viera ee oh 173,176 2,031,649 | 587.565 791,729 16,379,270 


DEBT FROM BORROWINGS 


Debentures outstanding .......... ae 648 150,000 30,000 2,000 1,147,000 
Othemloneetermidebtgueee erase = 745,543 = 


Miscellaneous assets ......... 


Municipality . en cece eee ee ee Warkworth | Wasaga Beach} Waterdown Waterford Waterloo 
Number of Customers ....... 5,131 770 1,059 12,400 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant and facilities at cost... 1,885,743 420,420 510,808 11,285,845 
Less accumulated depreciation 671,222 129,421 119,978 2,478,566 
INefitixed assets weenie are mencarne 1,214,521 290,999 390,830 8,807,279 
CURRENT ASSETS 
Cash on hand andinbank............ : 45,307 29,499 100 364,632 
Investments—term deposits ......... — 20,000 90,000 700,000 
—bonds . sf, ese we ao =* = 
Accounts receivable (net)........... 56,132 10,212 7,397 862,314 
Other ee is, en eel ne 1,152 = — 9,334 
Total current assets . . 102,591 59,711 97,497 1,936,280 
OTHER ASSETS 
Inventories . . = 11,997 709 1,551 633,249 
642 


Motallong-termidebt 2a. 2-2 =e 648 895,543 2,000 1,147,000 
LIABILITIES 
Gurren tliabDiliticsm eae. ane pp Ass, 10,071 135,724 82,034 1,170,503 
Othemltabiliticss eyelet rere rs. 565 5,548 26,854 5) PRM 
Wovaliliabilitiesie ese ee 10,636 141,272 32,830 108,888 1,687,740 
EQUITY 
Debtnedeemeds qe aererare cc) boa 14,125 142,985 35,632 40,123 2,012,071 
Sinking fund on debentures............--; — — _ _— = 
Accumulated net income invested in 
plant or held as working funds ...... 63,299 92,452 169,880 281,231 4,974,064 
@ontnibuted!capitalenceme ae 18,670 75,086 83,719 57,801 1,597,394 


@ther eserves ss 0ee 


Total utility equity....... Se Nee 96,094 310,523 289,231 379,155 8,583,529 
Reserve for equity in Ontario Hydro ....... 65,798 684,311 235,504 301,686 4,961,001 
Total debt, liabilities and equity - 173,176 2,031,649 | 587,565 | 791,729 16,379,270 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy ; 110,665 1,526,262 364,169 418,930 9,727,674 
Miscellaneous = ' ob , 4,816 64,693 7,784 16,057 339,467 
EXPENSE 
Power purchased .. 322,406 8,116,995 
Local generation . : : = = 
Operation and maintenance 47,060 342,518 
Administration ; 28,441 606,068 
Financial . é ; 1,728 178,764 
Depreciation ‘ 13,087 270,884 
Other 11,435 


Total expense ee 109,518 1,618,075 367,120 412,722 9,526,664 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Watford 
650 
$ 
208,067 
102,560 
105,507 


43,108 


15,629 


58,737 


2,201 


20,810 
2,007 


22,817 


9,056 


122,133 
12,439 


143,628 
275,773 


442,218 


267,620 
4907 


272,527 


215,519 


10,841 
28,577 


6,614 


261,551 


10,976 


Waubaushene Webbwood Welland 


Wellesley Wellington West Lorne 


475 180 359 539 535 


14,411 


$ 
140,018 
21,749 


$ 
107,672 
29,632 


$ 
9,788,778 
3,075,426 


$ 
158,256 
40,734 


$ 
181,145 
80,127 


$ 
228,578 
110,318 


6,713,352 117,522 101,018 118,260 


198,436 
1,000,000 


5,270 


24,702 13,129 


15,000 


4,000 


179,393 10,403 2,206 8,514 
6,519 — 775 — 


36,643 


3,301 


1,384,348 15,673 31,683 

283,833 — ae 
36,615 - 106 = 

75,372 28,303 5,183,211 108,536 147,320 250,797 
va 


1,168,208 


632,545 
38,481 


12,540 
845 


15,676 


671,026 13,385 


28,381 


1,734,785 


12,428 


121,681 38,961 
26 1,569 


3,653,587 63,962 109,541 
1,190,542 43,420 18,191 


124,949 68,911 6,578,914 119,810 104,811 135,732 
M312 28,303 5,183,211 108,536 147,320 250,797 


219,669 1 12,890 13,601,359 241,731 280,127 409,001 


137,562 75,468 7,306,087 131,816 190,477 247,312 
971 2,112 303,653 2,459 By y28i/ 6,785 


59,431 


3,196 
5,916 

950 
3,290 


18,812 230,882 6,987 


112,467 


3,681 


222,299 


5,968,294 


13,916 
15,995 


406,416 


143 


Westport 


371 


$ 
126,697 
25,480 


101,217 
1,780 
1,000 
9,583 


12,363 


129,636 
921 


130,557 


118,711 
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Municipal Electrical Utilities Financial 


Marnicipal ity aac: a enter ese: heer eiee Wheatley Whitby Wiarton 


Williamsburg | Winchester 
Number off@ustomerswa rt eee re 617 9,315 948 149 788 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plantianditaciities: auCOSUa mals ce eae ee 334,302 7,611,648 431,334 335,100 
Less accumulated depreciation............ 118,100 1,598,573 134,481 113,390 
Neb fixedtaSSetSieet ana 7 en aaa 216,202 6,013,075 296,853 221,710 
CURRENT ASSETS 
Cashiomhand:andim bank =): 42-55) 57,618 64,446 
Investments—term deposits ............... = soe, 
= HONGS Mie eat ere = pid 
Accounts recehvable (net) ya... ey ee 511,657 9,703 
OMeRe ea ed nee tc ae een a: as 2,102 
Motalicurrentassets gages. ee ene eee 3,781 569,275 65,102 76,251 
OTHER ASSETS 
INVENtOLleS eee Pate eo ce we eae 1,815 234,631 23,108 —_ 
Sinking fund!on'debentures .....277.5:..-. — — —_ 
Miscellaneous assets: a.) + eee 79,488 115 47 


Totaliotherassetsrpeane ye ai ee ee 1,815 314,119 23,223 — 47 
Equity imO ntarioliiy drome se hierar 194,819 2,714,948 296,441 58,573 308,427 
Motaliassetst sp ett es ae ee: 416,617 9,611,417 681,619 93,294 606,435 


DEBT FROM BORROWINGS 
Debentures outstanding) ae eee 
Othenlong-termidebtne: oe ane ere nearer: 


Totalilong-temm debts.) .4. 2. Scie — 
LIABILITIES 


1,937,633 


Gurrentiliabthitiese cates ote eae 606,686 59,545 
@thenliabilitieserreete es 0 eee ee 189,070 3,186 
otal liabilities! ssa ee ee SRE 795,756 43,487 62,731 
EQUITY 
Debtredeemied bay pew ces.) ade ets 1,058,852 44,400 29,162 
Sinking fund on debentures............... -— --- — 
Accumulated net income invested in 
plant or held as working funds .......... 1,506,702 232,686 202,115 
Contnibutedicapitale ears ee eee 1,597,526 11,605 4,000 


OHemneservese. cg see oes ea eee es — = aces 


Motaliutiityequityeg es oi erro eae 201,759 4,163,080 288,691 19,220 235,277 
Reserve for equity in Ontario Hydro ....... 194,819 2,714,948 296,441 58,573 308,427 
Total debt, liabilities and equity.......... 416,617 9,611,417 681,619 | 93,294 | 606,435 


B. OPERATING STATEMENT 


REVENUE 
Saleiof clectricalenerovaewwi: ee ee 5,943,873 429,389 51,918 589,507 
Miscellaneous]. .7- ee ee Soe be ko ae 11,442 697 8,203 


Totalirevenue’. 6. °eR eee sae eee 597,710 
EXPENSE 

Poweriourchased «2 e ce. erase ae 212,183 4,793,519 529,526 
Local peneration any ts ence uae ean ate aS a a 
Operation and maintenance........... 9,039 194,089 11,281 
Adinimistratlon + {mene ait is fe een ent 14,618 345,812 19,643 
Frnancialiee ae iene a aicok ela eee eae 130 313,517 — 
Dieprecuetinns 26.3.5. 3 Re sos oe ae ds 9,228 192,790 10,363 
Othee 2 eae Sete he rae — — _ = 

co ee eee 570,813 


Net Income (net expense)............. ; (4,642) | ogee | 24.130 | (1,221) 26,897 


Statements A and B 


Statements for the Year Ended December 31, 1977 


Windermere 


151 


$ 
66,743 
20,824 


45,919 


6,532 


1,179 
500 


8,211 


2,084 


2,084 


11,238 


40,447 
1,861 


53,546 
37,630 


93,260 


44,756 
914 


45,670 


37,623 


3,691 
1,461 


2,140 
44,915 


755 


Windsor Woodbridge Woodstock Woodville Wyoming 


65,907 942 9,580 Di 617 


$ 
399,536 
195,056 


$ 
5,941,370 
2,047,182 


$ 
98,297 
33,649 


$ 
211,302 
84,519 


41,134,795 
14,422,466 


717,797 
294,892 


26,712,329 422,905 3,894,188 64,648 126,783 


211,722 46,297 12,845 2,968 


964,000 


30,000 ube = 
21,418 — 3,000 1,400 
72,503 89,026 2,984 10,648 


1,000 


5,633,354 170,218 1,054,026 


1,062,720 276,576 


15,016 
51,764 < 599 

10,878 i = By a = 
30,536,729 587,130 442,247 4,632,697 61,439 120,190 


680,300 — — 


4,604,185 ; ; 
171,326 


78,522 60,538 
13,014 Dd, 597) 


495,676 
130,235 


8,749 18,482 
832 1,246 


4,775,511 91,536 625,911 9,581 


5,296,740 


81,155 


429,776 


5,248 


21,812,520 423,741 


854,210 48,455 382,677 


27,963,470 553,351 217,158 4,598,879 73,896 122,670 
30,536,729 587,130 442,247 4,632,697 61,439 120,190 


63,956,010 1,232,017 725,480 9,857,487 144,916 262,588 


40,998,487 881,513 520,492 5,936,865 84,090 188,990 
797,645 12,118 17,146 166,233 1,483 3,036 


3,786,426 53,034 


15,614 


98,895 
14,075 


a 
= 
= 
s 
[ed 
=) 
NS) 
s 
& 
— 
Wn 
Ge 
= 
i 
© 
SS 
= 
& 
S 
e 
fi 
n 
wu 
x 
o 


36,312,018 


763,929 456,175 5,136,945 


29,018 20,786 269,633 


2,426,531 
1,698,479 51,829 38,357 228,421 
135,886 _ _ 959 
1,143,306 18,292 17,262 169,988 3,288 


41,716,220 863,068 532,580 5,805,946 82,475 Le 
79,912 30,563 | 5.058 | 297,152 3,098 (4,486) 


145 


York 
34,751 
$ 
19,261,762 
6,422,679 
12,839,083 


358,703 
1,300,000 


2,802,787 
385,849 
430,958 


816,807 
14,343,278 


30,801,955 


1,560,285 
1,769,486 


3,329,771 


790,979 


12,272,865 
65,062 


13,128,906 
14,343,278 


30,801,955 


18,325,315 
522,646 


18,847,961 


14,790,974 


1,200,631 
1,351,425 
10,533 
613,747 
113,156 


18,080,466 


767,495 
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Municipal Electrical Utilities Financial 
Statements for the Year Ended December 31, 1977 


Municipality ... Total 


Numbernot Gustomersere = sso 


1,979,494 


A. BALANCE SHEET 
FIXED ASSETS 

Plant and facilities atcost............ 

Less accumulated depreciation ............ 


$ 
1,405,758,279 
393,495,079 


$ 
183,570 
46,848 


Net fixed assets .... 
CURRENT ASSETS 
Cash on hand andinbank......... 
Investments—term deposits . . 
= hONnGS een a eae he 
Accounts receivable (net) . . a et tesa 5,031 
Others. eras oe a naeapaates ay 


136,722 | 1,012,263,200 


13,897 
15,000 


28,320,311 
87,659,595 

3,350,673 
88,012,448 
1,970,133 


Motal cunrenteassetsse ae 
OTHER ASSETS. 
Inventories: 92... fraheagat Pere 
Sinking fund on debentures ........ 
Miscellaneous assets 


209,313,160 
34,645,265 


23,982,073 
22,172,040 


2,022 80,799,378 
115,836 833,618,951 


288,508 | 2,135,994,689 


18,465 
5,202 


TotalothelvaSse (Sia eer nea 
Equity in Ontario Hydro . 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding 
Other long-term debt 


138,844,292 
3,010,058 


Total long-term debt . 
LIABILITIES 
Current liabilities . 
Other liabilities 


141,854,350 


139,280,710 
33,734,221 


TiawNWALNOES 4 oe eae a: 23,667 173,014,931 
EQUITY 
Debt redeemed 5,592 183,794,668 


Sinking fund on debentures .... eee = 
Accumulated net income invested in 
plant or held as working funds 
Contributed capital 

Other reserves 


23,860,540 


135,128 
8,285 


642,359,337 
136,917,381 
574,531 


149,005 987,506,457 
115,836 833,618,951 


288,508 | 2,135,994,689 


161,360 
188 


122,198 


Total utility equity en 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity . . 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


1,322,715,384 
38,275,252 


Total revenue 


EXPENSE 
Power purchased 


1,114,650,685 


Local generation — 1,779,650 
Operation and maintenance 9,454 73,251,438 
Administration 13,190 66,087,265 
Financial — 20,196,605 
Depreciation 5,133 38,388,338 
Other 1,025,996 


Total expense 


11,573 45,610,659 


Net Income (net expense) 
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STATEMENT “C*% 


Statement C records revenue, use of energy, number of customers, average use 
per customer, and average revenue per kilowatt-hour for each of the main 
Classes of service for all the municipal electrical utilities supplied under cost 
contracts with Ontario Hydro. The number of customers shown is that at the 
end of the year under review, but the calculation of monthly energy use per 
customer is based on the average of the numbers served at the end of the year 
under review and the preceding year. The revenue and use of energy for house 
heating and the use of flat-rate water heaters are included in the total shown, 
the flat-rate water-heater kilowatt-hours being estimated on the basis of 16.8 
hours’ use per day. 


The average revenue per kilowatt-hour is the average paid by the customer, 
that is the average revenue per kilowatt—hour received by the utility. Such a 
Statistical average does not represent the utility’s actual revenue from deliver- 
ing one kilowatt-hour. However, a comparison of this average over a number 
of years gives some indication of the trend of revenue in any one municipality, 
and the general trend may be seen in the table on page 88. 


The general service class includes data on both industrial and commercial 


_ customers. 


_ Information on monthly rates and comparative bills are published separately 


from this publication. Readers who require this information may obtain it by 


_ Tequest to the Rates and Utilization Department of the Regions and Market- 
_ ing Branch, at the Ontario Hydro Head Office, Toronto. 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


Mthly. 
Use Rev. 
per per 
Revenue j|Customers}| Cust. kWh 


MUNICIPALITY TOTAL TOTAL 
SALES REVENUE 


kWh $ kWh $ ¢ 
PR OROM(O)7 ccrenssecereeatrenssees 7,198,423,322 171,599,137 195,076 1,249,718,017 30,889,090 | 163,525 2.47 
HamiltOniiiesccccrsessecesssessree 5,213,205,470 105,234,589 115,440 721,213,786 19,984,748 | 104,417 924 1) 
North York ..........:ccc08 4,190,208,360 100,889,942 138,087 1,313,213,318 33,727,887 | 123,512 2.57 
Ottawa rr cscccececcsscersscsone 3,239,764,550 73,298,743 105,759 857,750,967 20,367,561 93,095 2.37 
Scarborough.............00 2,762,84 1,670 65,576,155 93,745 948,449,020 23,838,620 83,651 Pie) | 
EtODICOKE 2a rccesnssecssssssce 2,723,067 ,222 61,201,987 89,622 750,049,693 18,812,140 82,628 2.51 
Mississauga ...........+ss0ese0 2,454,014,831 53,778,810 63,686 583,390,063 14,643,960 57,299 2.51 
Windsor ise ureter ccorececs 1,835,810,242 40,998,487 65,907 466,079,534 12,416,699 58,572 2.66 
MOnGOnt erect crcecceseses 1,764,420,254 41,370,696 80,903 597,055,890 16,586,823 73,769 2.78 
St. Catharines ................ 1,262,517,082 28,663,699 41,033 281,653,301 8,564,615 37,424 3.04 
Kitchenenice cesses 1,119,548,764 26,443,845 40,484 316,204,851 8,051,089 36,555 2.35 
Oshawa ein: ccnc.cercesstesceceos 1,095,509,864 25,191,871 32,906 331,989,426 8,532,587 29,542 2.5K 
Oakville er on, scssstsceecar 981,970,355 21,685,933 21,314 212,660,287 5,997,092 18,472 2.82 
Thunder Bay..............00. 912,156,870 21,997,581 38,679 330,364,053 8,962,770 34,963 2.71 
V OF keiseccrerscesscottceneseesseereed 777,304,840 18,325,315 34,751 249,385,586 6,297,306 30,663 2.53 
Burlington ............:cs0 770,121,220 19,177,235 30,472 305,236,175 8,402,177 28,012 2.15 
Easts Y¥Ork tor cecrcerstercteaes 693,692,037 16,503,395 24,761 184,999,945 4,716,043 22,190 255 
Guelph ini, cies. -cocctscoanssuee 687,021,275 16,014,704 21,474 211,384,790 5,731,596 19,596 QU 
SALMA, ccclecicesWecenceressestser 609,017,730 12,810,299 17,438 149,025,230 3,776,492 15,569 2.53 
SUCDULY <..:cc.cecsesscsesssess05s0 598,627,297 15,054,235 30,200 277,486,103 7,004,770 27,004 May. 
Brantford te ceccceceevncre ts 582,591,527 13,156,048 25,304 182,066,627 4,737,783 22,811 2.60 
ING pean wp stonscscsscnss-7 577,077,947 13,916,465 19,332 232,620,608 6,056,194 17,186 2.60 
Peterborough .................. 545,468,027 12,848,767 21,601 200,136,540 5,421,463 18,920 2.71 
Kin gstonrear.ces.scstaseeot: 493,228,432 11,489,257 20,648 153,903,160 3,974,416 17,144 2.58 
Waterloo; enn nc 411,182,172 9,727,674 12,400 117,638,735 3,126,896 10,975 2.66 
North Bayiercstecre-sec-ss: 409,614,286 10,064,944 17,843 168,830,262 4,608,475 15,547 2.13 
Niagara Falls................. 402,280,147 10,381,571 22,546 143,995,419 4,374,693 20,033 3.04 
Brampton. cctssccecsssscerrrs 398,982,237 10,686,705 15,776 125,406,398 3,972,481 14,252 3.17 
Gloucester Twp............. 371,780,575 9,305,299 16,592 176,226,697 4,717,410 15,233 2.68 
Galtier racers 358,727,820 8,468,643 13,471 111,790,500 2,920,773 11,953 2.61 
Vaughan Twp. ..........0. 353,664,739 8,794,383 9:2 )5 87,479,199 2,473,327 7,386 2.83 
Barrie tan ceetetecctes 336,052,145 8,504,914 12,254 105,664,120 3,057,764 10,539 2.89 
Belleville scieascssscssczssressrsets 316,636,875 7,480,479 13,141 110,090,662 2,799,208 10,952 2.54 
Chatham si. ces sc ceees 305,531,540 7,962,466 12,974 82,713,069 2,670,778 11,290 3.23 
Welland) iireccc.stescateccecesnss 285,277,843 7,306,087 14,411 79,961,969 2,428,498 12,793 3.04 
Woodstock ........cccceeceeee 256,873,348 5,936,865 9,580 75,656,936 2,065,506 8,488 2.73 
Stratford ic ecce-sccereassces: 255,435,636 6,432,193 9,310 84,559,753 2,358,714 8,249 2 ig 
WIDY <i scceseccesrcccctce-thees 241,094,912 5,943,873 9315 97,784,921 2,695,423 8,397 2.76 
Orillia ficsccstcisssctegesscesncaes 212,191,003 5,385,821 8,975 77,578,601 2,035,537 7,854 2.62 
St Thomas csc ccccerresccesss 210,638,077 5,163,542 10,045 67,549,319 1,981,135 8,992 2.92 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1977 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) 


Rev. 
Custo- | per 
Sales Revenue mers kWh Sales Revenue 


STREET LIGHTING 


! Custo- 
Sales Revenue mers 


kWh $ kWh $ kWh $ 
4,251,808,701 | 104,993,829 | 31,527 | 11,250 1,629,524,084 | 34,316,777 67,372,520 | 1,399,441 
1,293,305,590 | 30,430,316 | 11,009 9,811 3,169,631,214 | 54,141,576 29,054,880 677,949 
2,738,152,162 64,327,273 | 14,573 | 15,788 95,028,000 1,782,007 43,814,880 | 1,052,775 
2,017,545,183 EDY SUS) || IPS |P jigveiey 333,396,800 6,911,713 31,071,600 714,236 
1,527,495,530 | 36,445,351 10,088 | 12,735 253,448,800 4,575,829 33,448,320 716,355 
1,772,084,969 38,517,923 6,991 | 21,337 170,827,200 3,323,337 30,105,360 | 548,587 
1,367,247,658 30,031,550 6,380 [| 18,105 481,134,870 8,645,024 22,242,240 458,276 
840,683,108 18,805,922 7,329 9,637 504,628,800 9,248,152 24,418,800 527,714 
1,034,891,804 22,066,955 7,133 | 12,280 109,963,200 MPM 22,509,360 465,191 
367,459,421 8,553,132 3,603 8,233 598,636,800 | 11,225,167 14,767,560 320,785 
535,350,513 13,087,577 3,924 | 11,503 253,300,000 4,980,388 14,693,400 324,791 
332,457,024 7,690,248 3,359 8,287 421,147,214 8,746,470 9,916,200 222,566 
294,514,736 7,181,246 | 2,839 8,743 468,083,492 8,346,140 6,711,840 161,455 
540,173,577 12,109,160 SS e 12150 27,504,000 617,738 14,115,240 307,913 
425,132,404 10,098,090 4,085 8,675 94,922,290 1,746,628 7,864,560 183,291 
456,515,045 10,595,172 2,460 | 15,908 — 8,370,000 179,886 
437,709,332 10,340,448 2,570 | 14,257 63,547,320 1,277,543 7,435,440 169,361 
355,460,565 7,894,941 1,876 | 16,103 112,644,000 2,225,507 7,531,920 162,660 
251,351,140 5,556,402 1,866 | 11,258 201,763,200 3,338,693 6,878,160 138,712 
313,588,754 7,879,536 3,196 8,373 — 7,552,440 169,929 
364,237,740 7,730,982 2,493 | 12,239 28,233,600 519,431 8,053,560 167,852 
341,360,979 7,789,404 2,146 | 13,866 — 3,096,360 70,867 
274,573,348 5,997,017 2,680 8,964 64,183,459 129 2F 222 6,574,680 138,065 
301,436,712 Ooo 7. 3,503 25m 32,486,400 | 647,139 5,402,160 116,145 
230,955,877 D,33/-627 1,424 | 13,826 56,640,000 1,129,665 5,947,560 133,486 
237,877,384 5,391,071 2,296 8,719 — 2,906,640 65,398 
251,100,928 5,850,588 OS 8,544 — 7,183,800 156,290 
268,130,119 6,582,429 1,524 | 14,901 — 5,445,720 131,795 
157,677,118 3,882,087 1,358 | 10,084 34,056,800 615,141 3,819,960 90,661 
242,163,720 5,440,993 1,518 | 13,454 4,773,600- 106,877 
264,249,100 6,276,519 1,889 7 11,948 1,936,440 44,537 
228,487,225 5,403,697 VIDS 1 e15505 1,900,800 43,453 
201,725,093 4,578,873 2,189 7,812 4,821,120 102,398 
217,909,871 5,178,789 1,684 | 10,857 — 4,908,600 112,899 
154,009,994 3,548,680 1,616 7,920 46,264,800 1,218,282 5,041,080 110,627 
177,451,532 3,792,693 1,092 | 13,667 — 3,764,880 78,666 
167,116,403 3,987,223 1,061 13,514 — 3,759,480 86,256 
119,073,011 2,704,884 917 | 10,916 20,606,740 463,101 3,630,240 80,465 
131,306,522 3,274,987 1,121 9,836 — 3,305,880 75,297, 
140,406,038 3,124,062 OSS ate, 202 - 2,682,720 58,345 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ ¢ 
ACtOM.:......csccreseeneernseeneenss 46,848,155 1,165,428 20,931,880 555,501 2.65, 
Ailsa Craig ................--+-. 5,867,870 141,825 2,980,450 72,095 2.42 
AJAX coseeecseeeesseceeseeseseenseees 124,953,073 2,932,599 36,827,981 985,504 2.68 
Alexandria ...........:-2ese0 34,976,728 838,806 15,334,810 386,772 Jigsye 
Alfred itctereccersecesetsceeccss: 9,301,800 236,416 5,799,890 146,545 7338) 
AllistOn’......::.is.cccecec-neeese- 33,920,495 819,068 12,735,409 343,543 2.70 
Am Onte less sce-cet-enceee-e-- 24,598,716 600,805 13,698,368 360,187 2.63 
AIViNStoN........::ceeteeereeeees 3,367,400 96,058 1,648,000 50,162 3.04 
Ambherstburg..........-.0-++ 52,690,914 1,185,640 18,721,720 459,781 2.46 
Ancaster Twp. .......++ 20,339,441 592,274 13,859,819 428,348 3.09 
Apple Hill ............-:-+ 1,215,620 30,561 965,950 24,204 2.51 
ATK OMA eesesccsccseaen see otaneworse 2,495,590 58,446 1,810,530 42,417 2.34 
AIMPTIOF «......--eseseseesseeeees 76,099,587 1,714,688 22,095,055 549,774 2.49 
Ath necccssecsse-sneserecees- eens 15,977,235 387,661 5,966,160 157,722 2.64 
JIN URSNS copcererre tree cone 5,958,610 155,925 3,848,600 101,150 2.63 
Atikokan Twp... 44,270,011 1,127,452 17,377,185 527,186 3.03 
PAUT OL access recent eer eeeensect= 92,664,552 2,156,287 39,078,622 945,812 2.42 
AVONMILE .....:.s0.000e0-002--2- 1,201,200 34,813 881,980 25,35// 2.88 
AyIMe.........eeseeseeseseeeee: 44,291,540 1,023,246 21,836,820 504,216 2.31 
AYP coecsssssseeseeneeneseeenenneenees 10,711,048 263,537 4,760,477 116,722 2.45 
Badentcsctcccccssessesceressre=--== 7,725,245 193,405 3,287,686 83,007 296 2.52 
Bancroft .......:-.-..:..0.0ne0---- 20,147,360 515,039 8,442,260 236,624 746 2.80 
Bargiene ester 336,052,145 8,504,914 105,664,120 3,057,764 10,539 2.89 
Barry’s Bay...........-+.00-++-- 7,974,395 223,588 3,832,355 115,328 414 3.01 
[SEAL cconoprearernececcartoncraceer 5,565,203 140,108 3,276,981 82,618 381 MBY: 
Beachburg.............:.-0.-..-- 4,299,650 112,671 3,229,880 82,280 258 Diese: 
Beachvilletosc.sccreccces-s---- 26,818,299 528,903 3,079,410 89,203 321 2.90 
Bearmsvillerrcr:sssecreaner=- 20,864,970 520,131 11,552,829 299,406 1,430 2.59 
Beaverton .......:...---:--e0---- 16,933,978 412,002 9,140,150 229,731 7719 2) 
Beetoniegr ccc accveeeecae:- 7,962,140 222,827 4,550,640 127,532 506 2.80 
Belle) Riveniinccseccece--s----- 18,544,680 477,872 12,702,060 335,821 1,120 2.64 
Bellevillene nrc. 316,636,875 7,480,479 110,090,662 2,799,208 10,952 2.54 
Belmonttescsrcecete ees. 9,030,850 199,131 3,197,547 71,536 251 2.24 
Blenheitn)iccnc.ctetner- D295 675,256 9,976,705 269,907 1,245 2.71 
Bloomfich deere: 5,015,161 130,186 2,656,062 68,178 259 2.59 
Blyth o......nsnccccsesecesteneeneess 8,379,499 207,022 3,744,222 94,691 2.99 
Bobcaygeon ..........:::10 14,207,109 414,981 8,500,960. 251,635 2.96 
Bolton@eceecetaeenee a 37,238,568 993,453 16,466,690 487,154 2.96 
Bothwelli@ccsceeerecss: 5,774,851 154,743 3,563,370 90,848 2.53 
Bowmanville ..............+- 101,037,420 2,444,450 46,734,769 1,205,667 2.58 


Statement C [5] 


SALES, REVENUE AND CUSTOMERS 
December 31, 1977 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
25,301,395 596,642 aly 614,880 13,285 
| 2,758,900 66,965 4,297 128,520 2,765 
87,052,652 1,923,681 14,394 1,072,440 23,410 
19,293,798 444,693 6,827 348,120 7,341 
3,393,190 87,524 3,983 108,720 2,347 
| 20,863,606 468,703 7,676 321,480 6,822 
| 10,507,948 232,694 5,062 392,400 7,924 
1,597,720 43,347 2,064 121,680 2,549 
33,315,794 712,029 8,913 653,400 13,830 
6,025,662 153,967 4,116 453,960 9,959 
225,550 5,837 964 24,120 520 
599,380 14,409 1,665 85,680 1,620 
53,358,692 1,150,562 12,650 645,840 14,352 
9,758,355 224,509 5,809 252,720 5,430 
1,947,650 51,170 2,352 162,360 3,605 
26,210,626 585,641 7,857 682,200 14,625 
52,007,330 1,176,863 9,850 1,578,600 33,612 
269,180 8,317 1,094 50,040 1,139 
22,029,920 509,708 6,799 424,800 9,322 
5,779,931 143,079 5,734 170,640 3,736 
4,248,199 106,351 5,710 189,360 | 4,047 
11,390,460 PAN ABs) 4,957 314,640 6,680 
228,487,225 5,403,697 11,505 1,900,800 43,453 
3,931,800 103,708 3,228 210,240 4,552 
2,180,942 55,382 3,867 107,280 2,108 
986,250 28,596 2,283 83,520 1,795 
23,567,889 435,734 52,373 171,000 3,966 
8,894,181 212,099 4,050 417,960 8,626 
7,551,188 177,241 4,340 242,640 5,030 
3,214,580 915062 3,882 196,920 4,233 
5,487,660 134,630 4,195 354,960 7,421 
201,725,093 4,578,873 7,812 4,821,120 102,398 
5,738,623 Vail 13,102 94,680 1,884 
15,316,850 395,903 5,882 428,040 9,446 
2,256,139 59,772 2,725 102,960 2,236 
4,455,997 108,422 4,528 179,280 3,909 
5,381,069 155,980 2,471 325,080 7,366 
20,247,718 494,956 5,662 524,160 11,343 
2,018,161 59,725 2,064 193,320 4,170 
52,769,051 1,206,231 11,204 1,533,600 32,552 
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Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ ¢ 
31,136,936 787,853 15,494,600 406,932 1,319 2.63 
34,888,830 897,088 16,080,450 444,249 1,731 2.76 
8,080,874 217,307 1,742,770 46,463 164 2.67 
398,982,237 10,686,705 125,406,398 3,972,481 14,252 B.17 
582,591,527 13,156,048 182,066,627 4,737,783 22,811 2.60 
102,108,632 2,676,554 39,811,893 1,072,184 2,829 2.69 
1,970,960 50,323 952,400 23,674 89 2.49 
12,669,534 309,024 9,140,064 218,848 593 239 
2,530,620 57,008 1,388,120 28,555 176 2.06 
22,234,264 591,433 12,539,090 353,264 1,170 2.82 
201,139,919 4,783,056 68,916,240 1,894,458 6,797 2S 
7,038,940 176,011 4,088,600 101,183 353 2.47 
6,253,465 159,949 3,954,255 99,036 377 2.50 
1,880,000 49,376 1,338,800 33,814 100 IE 
8,128,350 219,876 4,632,310 124,257 341 2.68 
770,121,220 1931775235 305,236,175 8,402,177 28,012 2.75 
3,479,901 88,570 3,008,960 T3299 244 2.50 
15,097,047 433,737 8,432,188 262,550 1,198 Sell 
30,848,803 616,645 14,202,940 288,992 1,322 2.03 
2,755,036 64,974 2,267,470 Sys1as) 112 2.33 
10,773,241 270,856 7,763,800 192,618 577 2.48 
21,704,150 570,444 14,944,070 408,089 1,244 2.13 
7,258,520 185,678 5,031,330 133,199 630 2.65 
39,134,460 967,178 20,500,850 556,688 2,069 2.72 
11,765,260 320,389 5,986,295 169,648 421 2.83 
6,833,360 185,296 3,690,150 99,877 407 2.10 
5,968,165 146,774 4,481,410 111,320 340 2.48 
19,976,152 581,740 10,846,316 337,488 1,001 3.19 
305,531,540 7,962,466 82,713,069 2,670,778 11,290 3.23 
2,879,350 73,583 1,674,750 43,591 146 2.60 
13,227,147 341,681 8,851,708 227,232 738 2.57] 
17,459,574 412,291 6,630,355 168,557 2.54 
17,955,853 528,200 11,684,508 366,250 3.13 
4,125,357 107,229 2,716,768 67,463 2.48 
21,685,032 561,400 11,332,792 302,099 2.67 
6,665,675 168,538 4,476,545 109,335 2.44 | 
140,664,122 3,150,975 31,771,301 859,226 2.70 
42,806,257 1,110,958 15,773,003 471,714 2.99 
14,449,162 353,786 8,430,200 212,661 2.5@ 
6,126,737 163,088 3,907,700 100,297 2.59 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1977 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
15,059,136 368,707 4,016 583,200 12,214 
18,187,020 439,247 6,186 621,360 13,592 
6,299,584 170,020 22,825 38,520 824 
268,130,119 6,582,429 14,901 5,445,720 131,795 
364,237,740 7,730,982 12,239 28,233,600 519,43] 8,053,560 167,852 
43,720,379 1,058,451 8,603 18,194,400 537,648 381,960 8,271 
985,800 25,933 2,567 - 32,760 716 
3,292,950 85,217 3,367 236,520 4,959 
1,068,700 27,124 1,713 73,800 1,329 
9,334,814 230,563 4,094 360,360 7,606 
106,640,759 2,306,534 9,968 2,014,920 43,832 
2,831,180 72,362 2,458 119,160 2,466 
2,174,650 S22 2,048 124,560 2,701 
502,320 14,708 1,580 38,880 | 854 
3,379,040 93,064 2,802 117,000 2,555 
456,515,045 10,595,172 15,908 8,370,000 179,886 
399,661 737 1,959 71,280 1,534 
6,237,179 162,068 3,169 427,680 9,119 
16,104,423 317,877 4,961 541,440 9,776 
433,566 11,082 2,190 54,000 1,169 
2,840,961 74,736 2,690 168,480 3,502 
6,354,360 153,453 4,792 405,720 8,902 
2,017,310 48,362 2,303 209,880 4,117 
18,051,850 398,825 6,598 581,760 11,665 
5,645,405 147,743 4,825 133,560 2,998 
2,870,330 79,662 2,466 272,880 S15 
1,372,275 33,032 3,315 114,480 2,422 
8,878,916 238,543 4,054 250,920 5,709 
217,909,871 5,178,789 10,857 4,908,600 112,899 
1,078,600 27,321 2,247 126,000 2,671 
4,070,159 108,140 2,440 305,280 6,309 
10,661,819 239,974 10,154 167,400 3,760 
5,804,785 151,607 3,901 466,560 10,343 
1,325,069 37,978 D9 83,520 1,788 
9,894,320 249,249 3,748 457,920 10,052 
2,020,650 55,504 2,187 168,480 3,699 
107,974,821 2,272,664 14,489 918,000 19,085 
26,629,694 629,961 8,327 403,560 9,283 
5,704,682 134,558 4,851 314,280 6,567 
2,137,677 60,997 2,720 81,360 1,794 
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MUNICIPALITY 


Collingwood... 
Gombe eee 
Gonistoncc eee 
GookstOwiese eee 
Gottaminnn tee teees 


Greemores ete esecerees= 
Dashwood ..........::ssscssseee 
Deep Rivef........-:-ssee 
Delaware. 


Deseronto.........-:sesccsseeees 
Dorchestet..........--:::ss08++ 
Drayton ......ssecsecseeseceseees 
Dy gate (o) Naga per eeonoaccoore 


Elimvalle:i.cesccecceecctseccressce 
Elmwood cise cee teeseenscrccss 


Etobicoke ...c.ccsee nesses 
ixetetes. f-.iec cee 
Fenelon Falls................. 


TOTAL TOTAL 
SALES REVENUE 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


Sales Revenue |Customers 


kWh $ kWh $ ¢ 
147,458,840 3,417,269 4,770 41,572,840 1,117,261 4,115 2.69 
3,914,250 116,198 302 1,913,150 58,759 247 3.07 
12,175,170 302,069 854 9,131,190 229,778 790 Pesye 
5,678,940 148,204 391 4,444,150 113,540 330 2D) 
3,111,980 85,725 284 2,030,086 54,867 235 2.70 
7,065,170 183,955 476 5,126,360 134,005 413 2.61 
3,303,180 83,486 199 1,879,050 47,605 163 253 
47,484,304 1,142,620 1,682 23,497,545 611,027 1,538 2.60 
2,515,400 57,679 168 1,977,339 44,208 149 2.24 
24,952,745 657,600 1,836 10,391,194 281,522 15523 Pai 
16,365,422 413,895 654 6,588,430 185,431 562 2.81 
5,766,127 152,288 410 2,755,667 74,530 333 2.70 
5,603,100 152,710 338 2,791,110 76,413 274 2.74 
23,491,005 611,523 1,080 6,935,275 208,410 885 3.01 
2,574,195 70,277 201 1,974,378 92500 166 2.67 
44,100,440 1,215,970 2,483 20,044,460 636,403 Dah] Sh I7/ 
2,225,450 60,466 129 968,150 25,367 93 2.62 
10,883,915 269,049 619 5,598,650 137,068 509 2.45 
105,740,931 2,896,379 5,870 52,166,595 1,617,295 5,200 3.10 
33,913,255 934,749 PAINS) 11,519,409 385,355 1,881 3.35 
15,914,063 407,468 1,027 8,341,112 PGI 870 2.60 
4,514,796 133,942 421 2,467,076 74,069 346 3.00 
693,692,037 16,503,395 24,761 184,999,945 4,716,043 22,190 255 
7,472,591 175,819 563 4,303,563 99,564 458 2.31 
64,698,555 1,544,878 2,222 19,461,292 494,364 1,916 2.54 
9,592,860 224,876 520 4,592,320 103,404 408 2.25, 
1,590,990 40,181 159 1,164,500 28,102 136 2.41 
15,042,926 401,376 904 8,359,880 229,402 Wis 2.74 
4,925,370 119,519 B22 3,747,350 86,821 261 2.32 
13,597,530 342,570 8,523,410 216,585 44] 2.54 
3,966,630 110,948 2,801,599 76,809 321 2.74 
793,095 25,466 725,647 23,492 137 3.24 
12,360,870 301,649 8,322,700 198,853 683 2.39 
40,364,019 999,585 25,483,100 634,798 BMA 2.49 — 
33,149,999 849,514 17,747,787 481,614 1,897 2.71 
2,723,067,222 61,201,987 750,049,693 18,812,140 82,628 251 
27,720,876 739,110 16,014,176 427,811 1,369 2.67 
14,906,690 393,198 8,919,450 236,942 790 2.66 | 
78,688,228 1,827,036 19,767,976 547,798 1,857 2.7 
2,735,815 68,305 1,387,885 34,055 149 2.45 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1977 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
104,874,040 2,278,274 13,950 1,011,960 21,734 
1,904,260 55,191 3,734 96,840 2,248 
2,750,220 66,494 3,667 293,760 5,797 
1,136,150 32,570 1,632 98,640 2,094 
1,023,934 29,623 1,741 57,960 1,235 
1,811,010 47,198 2,304 127,800 Daf fay 
1,363,650 34,553 3157, 60,480 1,328 
23,083,519 511,769 13,547 903,240 19,824 
477,581 12,262 2,095 60,480 1,209 
14,003,191 363,539 3,728 558,360 12,539 
9,581,872 224,126 8,632 195,120 4,338 
2,852,420 74,089 2,990 158,040 3,669 
2,697,150 IBVIPAY 3,458 114,840 2,570 
16,203,290 395,242 6,872 352,440 7,871 
559,137 16,673 1,331 40,680 893 
22,837,740 553,151 5,158 1,218,240 26,416 
1,205,100 33,939 2,643 52,200 1,160 
5,134,785 128,795 3,962 150,480 3,186 
51,298,416 1,229,931 6,338 2,275,920 49,153 
21,821,446 536,981 5,364 572,400 12,413 
7,310,151 184,862 3,893 262,800 5,395 
1,930,360 57,213 Pay) UU 117,360 2,660 
437,709,332 10,340,448 14,257 7,435,440 169,361 
3,028,988 73,469 2,499 140,040 2,786 
44,767,823 1,040,169 12,394 469,440 10,345 
4,825,940 117,955 3,623 174,600 3,517 
378,610 11,088 1,288 47,880 99] 
6,492,246 167,816 4,162 190,800 4,158 
1,118,620 31,454 1,504 59,400 1,244 
4,908,160 22533 4,174 165,960 3,452 
1,096,631 32,621 1,647 68,400 1,518 
44,048 1,476 816 23,400 498 
3,803,450 97,958 2,556 234,720 4,838 
14,438,119 354,862 5,220 442,800 9'925 
14,882,012 356,746 5,093 520,200 11,154 
1,772,084,969 | 38,517,923 21,337 30,105,360 548,587 
11,136,460 298,376 3,444 570,240 12,923 
5,709,320 150,246 2,901 277,920 6,010 
58,337,052 1,266,342 19,446 583,200 12,896 
1,228,050 31,683 2,326 119,880 2,567 


156 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ ¢ 
Bleshertoms.:crreee-cceene--- 5,217,366 128,410 2,548,750 61,473 231 2.41 
ontinal eee rensceesecsncorncass 10,796,075 309,532 7,548,175 ZIII355 863 291 
| EGS ip peccoenanrbenocmoco mecoeore 20,232,024 497,618 11,452,660 278,103 954 2.43 
FerankfOrd rcerecs-csers-<-cc-cs- 11,047,839 266,263 7,436,490 180,159 672 2.42 
Cea eccsa ash ccteeeers steers 358,727,820 8,468,643 111,790,500 2,920,773 15953 2.61 
Georgetown .........eeee 118,988,314 2,582,602 54,374,850 1,226,758 S73 2.26 
Glen COC rere etareecacecesneseanss 11,577,631 312,423 4,782,298 128,959 751 2.70 
Gloucester Twp. .........+ 371,780,575 9,305,299 176,226,697 4,717,410 15,233 2.68 
GOderiCh rarest teeeeeserereee- 79,909,884 1,829,258 28,032,775 711,386 2,612 2.54 
Grand Bend..............04 8,302,760 240,205 882 4,542,820 136,855 741 3.01 
Grand Valley ............... 6,473,920 157,990 487 4,379,400 106,606 408 2.43 
GrantOn reer werereseccesens 1,694,448 49,815 132 1,187,600 32,098 114 2.70 
Gravenhufst..........:.s0e0e0 30,161,825 771,561 1,862 15,135,228 401,405 1,544 2.65 
GPIMSDY 6. 6500.00- 2s eneaseeenees 36,945,684 883,577 2,520 17,471,270 444,198 2,178 2.54 
Guelph............cc..-s--cecneeeee 687,021,275 16,014,704 21,474 211,384,790 5,731,596 19,596 Pacis 
Hagersville ............-:00+ 14,806,154 364,516 1,012 7,094,490 177,348 837 2.50 
ha miltonys:areeccsresrsseeses--r 5,213,205,470 105,234,589 115,440 721,213,786 19,984,748 | 104,417 2.77 
Hanover icccnserreccser-ccrsses 58,290,387 1,443,162 sei 1931325250 494,241 1,978 2.58 
le E¥ eu 00) Ne rrerecoceneccoe 14,605,732 386,582 836 7,126,363 199,071 690 Dy 
EEE RO) ocaeceenean poiocors 15,307,926 420,866 866 8,269,450 229,835 686 2.78 
Hastings 20.0. )..c.0:-.ccnenesnsese 7,297,395 193,725 513 4,449,550 117,690 420 2.64 
I AVelOCK i aveseestesterssezenes 7,308,270 172,116 533 4,421,120 103,662 452 2.34 
Hawkesbury.............0 125,526,900 2,743,828 3,565 35,260,311 823,387 3,185 2.34 
|e (hes ae pan cso cope 54,665,043 1,285,221 1,337 16,427,860 436,068 1,107 2.65 
lensall ene tecerscssre tices 11,062,575 321,634 413 3,709,345 90,095 326 2.43 
Hespeler .......:.:0:2:.s200202+0-- 78,978,272 1,807,885 2,489 18,184,291 494,560 2,242 DAZ 
PUELOMSCEIN vecccreceretescesasese ons 947,230 27,892 109 766,000 21,828 85 2.85 
BRU MISVilleccre arenestcsascererse 34,423,818 829,981 1,588 13,302,400 341,574 1,295 2S 
Ingersoll ...c.c....-ccccssecsssenee 61,071,011 1,468,281 33137) 23,695,205 642,675 2,764 2.71 
MPOGUOIS deeqenesteecestecenernc-ss 18,074,460 405,644 487 4,928,640 124,623 402 2.53 
WANVIS Sreyesrctestreceotrarsancnens 6,250,771 164,202 478 3,020,660 85,377 393 2.83 
Kapuskasing ...........00 44,261,307 1221995 2,530 21,998,591 642,497 2,163 2.92 
Keemptvillecisccverscrtenc--es 23,361,301 595,061 1,054 11,238,441 301,144 894 2.68 
IR@n OF a sisesesteeseescraceccestrnss 76,200,724 1,939,910 4,872 35,174,581 930,566 4,136 2.65 
ON a1 Oe aS Utiencscencsccres-set 3,335,761 93,017 315 1,996,248 56,638 264 2.84 
IRNCarG ine ecsesst-s 46,662,521 1,130,163 2,291 28,800,490 702,991 1,980 2.44 
ne City cara tasceeccsans 11,208,712 2553799 596 6,967,485 158,370 S20 2.20 
ING SCONE tee aeraeneecccracs 493,228,432 11,489,257 20,648 153,903,160 3,974,416 17,144 2.58 
mpgs ville crcreccrs-aceo 37,434,032 910,879 1,999 18,237,239 486,402 125 2.67 
Karktrel ic tensrccrccersces 1,346,300 555011 122 919,120 23,702 96 2.58 


Statement C 


SALES, REVENUE AND CUSTOMERS 
December 31, 1977 


Sales 


kWh 
2,572,856 
3,059,980 
8,397,044 
3,420,549 
242,163,720 


63,288,304 
6,550,893 
157,677,118 
50,787,389 
3,406,780 


1,984,000 
473,728 
14,430,077 
18,680,974 
355,460,565 


7,406,024 
1,293,305,590 
38,638,657 
7,174,449 
6,816,716 


2,652,365 
2,711,110 
89,195,589 
37,839,383 
7,224,710 


60,083,701 

163,950 
20,807,498 
36,020,766 
13,018,740 


3,061,631 
21,563,236 
11,707,060 
39,387,423 

1,228,993 


17,194,231 
4,131,067 
301,436,712 
18,692,793 
381,820 


GENERAL SERVICE 
(under 5,000 kW) 


Revenue 


$ 
64,925 
85,875 
211,444 
82,229 
5,440,993 


1,329,620 
178,030 
3,882,087 
1,094,565 
95,628 


49,117 
16,938 
357,402 
423,022 


7,894,941 | 


Custo- 
mers 


2,741 


3,477 


9,707 
2,013 


2,093 
2193 
3,892 

4,525 
16,103 


3,130 
2,476 
3,712 
13,454 
9,686 


10,084 


kWh 


GENERAL SERVICE 
(over 5,000 kW) 


Rev. 
Custo- | per 
Revenue mers kWh 


112,644,000 2,225,507 


181,196 
30,430,316 

937,109 
180,881 
186,326 


71,705 
64,797 
1,896,579 
840,444 
228,745 


1,298,397 

5,671 
481,669 
796,923 
278,264 


HdSS5il 
563,912 
284,585 
972,526 
34,018 


413,185 
95,156 
(//S) Say 
414,311 
10,831 


3,620 
9,811 
9,684 
4,067 
3,165 


2,364 
2,738 
20,420 
13,418 
6,881 


20,312 
581 
5,938 
8,037 
12,839 


2,950 
4,876 
6,194 
4,565 
2,028 


4,549 
4,849 
7,257 
5,685 
1,224 


3,169,631,214 


54,141,576 


32,486,400 


647,139 


Sales 


kWh 
95,760 
187,920 
382,320 
190,800 
4,773,600 


1,325,160 
244,440 
3,819,960 
1,089,720 
353,160 


110,520 
33,120 
596,520 
793,440 
7,531,920 


305,640 
29,054,880 
519,480 
304,920 
221,760 


195,480 
176,040 
1,071,000 
397,800 
128,520 


710,280 
17,280 
313,920 
1,355,040 
127,080 


168,480 
699,480 
415,800 
1,638,720 
110,520 


667,800 
110,160 
5,402,160 
504,000 
45,360 


157 


STREET LIGHTING 


Revenue 


$ 
2,012 
4,302 
8,071 
3,875 
106,877 


26,224 
5,434 
90,661 
23,307 
(Bip? 


2,267 
Wag 
12,754 
16,357 
162,660 


9Tz 
677,949 
11,812 
6,630 
4,705 


4,330 
3,657 
23,862 
8,709 
2,794 


14,928 
393 
6,738 
28,683 
an ES] 


3,474 
15,584 
9,332 
36,818 
2,361 


13,987 
2213 
116,145 
10,166 
978 


158 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 
Katchenetie. 2. scrtecne-- 1,119,548,764 26,443,845 316,204,851 8,051,089 
ake tield@cec--serrccerrc-- 18,515,826 466,946 9,625,383 246,788 
eam bethitesctsst cess 11,067,681 279,836 TEMIEIS 202,695 
| VEE Cccceeen nanedo osgongaandsce 4,555,282 125,126 2,746,337 75,806 
Wancasten sess: timesets 3,737,170 89,286 2,238,300 525253 


Larder Lake Twp. ........ 6,214,742 184,390 4,414,220 132,420 
Watchfordty-ecemeeecrs<: 2,870,225 71,307 1,659,935 43,390 
Leamington............1++ 87,746,683 2,063,916 27,554,890 766,664 
Lindsay............20.00-+-0n00+-2: 134,672,273 3,192,429 40,579,601 1,119,160 
Wistowellenccns eee steee- 54,355,048 1,240,415 18,278,544 442,520 
ond Ones. eeeeaecn cc: 1,764,420,254 41,370,696 597,055,890 16,586,823 
L’Orignal .........--4-.-.:.0000++5 8,817,004 JE) soy! 5,450,014 144,407 
| EV YCE Neco eopccece secon Poo eee 10,266,569 261,663 7,669,950 191,896 
SUCKM OW estescsrersterreereers 8,548,280 217,140 4,665,670 117,427 
Lynden ..........eceseeseseeses 2,943,807 73,877 129975232 50,260 
Mad Ocrrsne atereenetesns 10,992,086 278,563 5,788,590 144,107 
Magnetawan............:.:00+ 1,225,170 30,449 794,750 195392 
Miarkdalemeccsreeusct 11,392,610 301,251 6,224,150 166,527 
Markham: scr ce-ccatteres-- 101,676,549 2,494,011 | 62,035,283 15592595 
IManimOrarersc-stcteese eee 8,764,017 234,242 5,346,069 145,756 
MartintowN........ccceeeee 1,253,390 34,838 931,750 | 25,610 
MaSSey.......2000-+c-ecereerenees 8,890,336 209,241 5,876,202 139,267 
Maxvilletietencscrereeress-c- 5,966,452 149,674 3,118,081 77,068 
McGarry Twp... 4,635,210 123,148 3,711,970 98,116 
Meaford ren: cetarstrets 37,030,998 926,999 15,061,375 428,922 
Menlinee csc terete esters 3,622,318 95,693 2,346,160 59223 
Merrickville.............0:0+ 6,371,320 159,032 3,240,800 85,789 
Midlan@ secrete 113,149,480 2,744,275 35,634,315 1,002,973 
Mildmay........-<..2..20---+----- 5,844,500 143,652 4,014,100 94,107 
Mill brooke ce secestserss: === Sy W VATS) 152,985 353215295 101,885 
Miltonice cet tree. 113,809,772 2,727,348 41,961,323 1,123,892 
IMilvertODiee-ns-tsscrrstsreer 10,431,680 270,632 5,085,590 130,206 
Mississauga .........:+s0 2,454,014,831 53,778,810 583,390,063 14,643,960 
Mitchells cccnerearscesesrese 23,243,401 621,066 10,590,647 279,488 
Moore) Dwpitesenac- 3,228,390 95,226 2,232,300 68,130 
Moorefield aetesccer-< 2,519,142 65,678 1,423,822 38,387 
Morrisburpecrnses nese: 17,758,977 457,043 10,018,025 261,977 
Mount Brydges.............. 5,825,689 150,492 3,870,319 99,348 
Mount Forest............+ 25,964,870 637,625 14,549,000 353,974 
Napanee ........:.::csssceecee0e-e- 39,294,850 989,212 13,415,857 373,635 


Statement C 


SALES, REVENUE AND CUSTOMERS 
December 31, 1977 


Sales 


kWh 
535,350,513 
8,449,803 
2,897,426 
1,709,225 
1,361,350 


1,646,082 
1,132,170 
59,066,073 
92,801,712 
35,470,984 


1,034,891,804 
3,181,950 
2,411,219 
3,698,290 
852,975 


4,946,816 
370,300 
4,971,900 
38,536,066 
3,176,388 


273,400 
2,820,094 
2,687,811 

746,840 

21,264,383 


1,199,838 
2,940,080 
76,677,805 
1,670,200 
1,686,420 


70,291,809 
5,092,290 
1,367,247,658 
12,305,714 
875,850 


1,024,760 
7,370,872 
1,833,330 
11,077,110 
25,373,553 


GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) 


Custo- 


Revenue mers Sales Revenue 


$ 
13,087,577 
210,268 


kWh 
11,503 
4,726 


kWh 
253,300,000 


$ 
4,980,388 


GENERAL SERVICE 


Rev. 
Custo- per 
mers kWh Sales 


kWh 
14,693,400 
440,640 


71,657 
47,300 


2,728 
2,456 


253,080 
99,720 


34,255 1,907 
48,272 
26,254 
1,273,949 


2,195 
359311 
7,590 


137,520 


154,440 
78,120 
1,125,720 


2,044,939 10,831 


1,290,960 


784,505 11,592 


605,520 


22,066,955 
77,606 
65,684 


12,280 
3,489 
2,543 


2 ZONI 2 


22,509,360 
185,040 
185,400 


OBIS) 
21,643 


2,840 
2,633 


128,905 

9,894 
130,420 
910,812 


2,356 

964 
3,556 
6,899 


184,320 
93,600 


256,680 
60,120 
196,560 
1,105,200 


83,256 25395 


8,124 
66,105 


1199 
3,730 


241,560 


48,240 
194,040 


69,218 
21,340 


3,027 
1,660 


160,560 
176,400 


482,959 6,700 


705,240 


1,613 

3,427 
12,591 
1,358 
2,196 


34,786 
69,375 
23521 
46,173 
48,782 


1,569,337 
134,867 
30,031,550 
333,867 
24,600 


10,918 

3,911 
18,105 
6,450 
83395 


76,320 
190,440 
837,360 
160,200 

99,000 


1,556,640 
253,800 
22,242,240 
347,040 
120,240 


25,742 
186,932 

48,555 
276,641 


Sus 
4,419 
2,247 
3291 


70,560 
370,080 
122,040 
338,760 


604,595 555 


505,440 


[59 


STREET LIGHTING 


Revenue 


$ 
324,791 
9,890 
5,484 
2,020 
2,778 


3,698 
1,663 
23,303 
28,330 
13,390 


465,191 
33939 
4,083 
3,974 
1,974 


5,551 
1,163 
4,304 
23,604 
5,230 


1,104 
3,869 
3,388 
3,692 
15,118 


1,684 
3,868 
17,775 
3372 
2,318 


34,119 
33059 
458,276 
TAM 
2,496 


1,549 
8,134 
2,589 
7,010 
10,982 


160 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY | TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ ¢ 
Nepean Twp. ......-.::s00 577,077,947 13,916,465 19,332 232,620,608 6,056,194 17,186 2.60 
Neustadt.) cas -scraccecsn---c3 2,636,230 71,598 245 1,991,650 52,406 204 2.63 
Ne@wD0r0 5.3.2 ivccscserecesesee 1,635,990 48,040 174 1,270,903 37,601 152 2.96 
Newburgh ..........-.0000.--2-++ 3,098,180 81,891 246 1,976,090 54,104 212 2.74 
NeWDUTY ........:0-c0ececeeneenes 2,193,170 56,718 185 955,300 25,218 150 2.64 
INewcastle/c..:crececesrses-:-- 14,731,398 377,438 708 7,887,367 209,483 616 2.66 
New Hamburg............... 32,605,538 827,782 1,203 16,915,670 435,982 1,027 2.58 
INewmarketrecrccscceeeneecrres 113,563,715 2,822,098 4,608 58,243,464 1,489,513 4,080 2.56 
Niagara..........cecesererrenseees 19,945,041 542,971 Haz 8,430,482 255,476 1,099 3.03 
Niagara Falls............. 402,280,147 10,381,571 22,546 143,995,419 4,374,693 20,033 3.04 
Nipigon Twp.......-.-: 16,937,945 459,482 939 7,939,790 236,929 771 2.98 
North? Bay <:.cccctsecetecne-s-s 409,614,286 10,064,944 17,843 168,830,262 4,608,475 15,547 2213 
INOrthe Yorkers: ccesssees-se-- 4, 190,208,360 100,889,942 138,087 1,313,213,318 33,727,887 | 123,512 2.51 
INOKWICh).. csccersceceveerse oct: 8,821,694 251,918 836 6,150,647 176,721 715 2.87 
INOLWOO <.27..ccccccssesessensss 7,953,750 205,738 533 4,902,670 126,559 469 2.58 
Oakvilleti ccs teeter 981,970,355 21,685,933 21,314 212,660,287 5,997,092 18,472 2.82 
Oil Springs................-..++. 2,585,530 78,575 310 1,733,240 52,590 237 3.03 
Omemeeirc certs 5,070,510 134,075 356 2,967,085 81,207 304 2.74 
Orangeville................--.-.- 78,581,922 1,825,134 4,278 30,336,650 798,375 3,756 2.63 
Qrabliane rr ccacstrtesereeteereest= 212,191,003 5,385,821 8,975 77,578,601 2,035,537 7,854 2.62 
QTONO ers eeereeetete crores -=s 6,476,380 188,632 443 4,241,850 120,978 376 2.85 
Osha walracsccnetiecsscesess<+e 1,095,509,864 25,191,871 32,906 331,989,426 8,532,587 29,542 2.50 
Oltawacrccccr ureraccssessear 3,239,764,550 73,298,743 105,759 857,750,967 20,367,561 93,095 2.31 
Ofterville see ccrcteerere eres 3,290,323 87,072 325 2,153,900 55,354 265 2.57 
OwengSound iirc. 175,929,291 4,203,251 7,268 62,747,224 1,667,008 6,226 2.66 
Paisley) cccccccssncnsveneneeesves-o== 7,951,786 209,541 486 5,968,366 155,027 405 2.60 
Palmerstonig.cssceseerses-ot= 12,172,010 336,198 835 7,218,720 200,369 717 2.78 
RSIS tereecesccresetetatuaeacoar=ceere 41,852,772 1,105,300 2,730 17,315,370 506,974 2,402 2.93 
ark fier cece cee-seseearessece 11,305,970 293,163 567 5,848,550 149,835 462 2.56 
Parry Sound...........0+ 43,294,292 1,008,169 2,378 24,740,858 575,633 1,966 2.34 
Bem Diok Cie cereereycere-nee=- 113,549,089 3,070,319 5.5911 47,630,931 1,429,568 4,697 3.00 
Penetanguishene............. 43,355,294 1,074,956 1,790 21,581,643 577,730 boo? 2.68 
Bertha ergs ccasstestserenssacesvecerss 54,301,497 1,329,446 2,607 20,303,691 569,769 2,202 2.81 
Peterborough .............+ 545,468,027 12,848,767 21,601 200, 136,540 5,421,463 18,920 2.7 
Petrolia nicest ccreccrencene 23,402,371 670,366 1,698 11,627,385 356,004 1,463 3.06 
PICK erin pce eertie tetas casnsn 20,413,794 493,845 972 11,362,529 288,183 860 2.54 
Picton arcs tree atesttarsnrs 33,290,552 858,367 19377 15,867,370 436,586 1,567 2.78 
Plantagenetc.scsivecrerero-t--- 7,112,570 174,038 341 4,216,760 106,503 280 2.53 
Plattsvitle stent esreaseaysese 5,528,950 130,696 226 1,873,340 44,917 181 2.40 
Point Edward................ 42,145,053 987,947 947 5,670,972 175,507 785 3.09 
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SALES, REVENUE AND CUSTOMERS 
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GENERAL SERVICE GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $i). kWh $ 
341,360,979 7,789,404 13,866 3,096,360 70,867 
574,020 175729 4] 1,181 70,560 1,463 
304,607 9,193 22 1,080 60,480 1,246 
1,054,770 26,406 34 2,624 67,320 1,381 
1,167,670 29,960 35 2,862 70,200 1,540 
6,635,231 163,301 92 5,946 208,800 4,654 
15,270,828 382,304 176 7,314 419,040 9,496 
53,700,611 1,294,886 528 8,598 1,619,640 37,699 
11,093,359 278,033 218 4,657 421,200 9,462 
251,100,928 5,850,588 2,513 8,544 7,183,800 156,290 
8,864,955 219,543 168 4,464 133,200 3,010 
237,877,384 5,391,071 2,296 8,719 2,906,640 65,398 
2,738,152,162 | 64,327,273 | 14,573 | 15,788 95,028,000 1,782,007 43,814,880 | 1,052,775 
2,499,327 71,361 121 1,736 -- 171,720 3,836 
2,888,000 75,632 64 35589 — 163,080 3,547 
294,514,736 7,181,246 2,839 8,743 468,083,492 8,346,140 6,711,840 161,455 
760,490 24,015 73 851 91,800 1,970 
1,991,465 50,303 52 3,387 111,960 2,565 
47,461,192 1,011,959 8,031 784,080 14,800 
131,306,522 3,274,987 9,836 3,305,880 75,297 
2,134,090 65,198 2,596 100,440 2,456 
332,457,024 7,690,248 8,287 421,147,214 8,746,470 9,916,200 222,566 
2,017,545,183 | 45,305,233 13,332 333,396,800 6,911,713 31,071,600 714,236 
1,045,703 29,746 1,477 90,720 1,972 
111,140,147 2,492,453 8,948 2,041,920 43,790 
1,884,780 52,390 1,976 98,640 2,124 
4,609,490 128,277 3,149 343,800 7,552 
23,367,402 573,441 5,883 1,170,000 24,885 
5,273,460 139,342 4,146 183,960 3,986 
17,844,594 418,628 3,627 708,840 13,908 
64,061,638. 1,599,081 6,393 1,856,520 41,670 
21,261,011 486,349 7,687 512,640 10,877 
33,350,166 746,116 6,905 647,640 13,561 
274,573,348 5,997,017 8,964 6,574,680 138,065 
11,440,186 307,219 4,127 334,800 7,143 
8,812,945 200,495 6,707 238,320 5,167 
16,698,142 406,557 3,741 725,040 15,224 
2,746,770 64,540 3,880 149,040 2,995 
3,596,210 84,429 6,660 59,400 1,350 
36,031,281 802,613 18,708 442,800 9,827 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kWh $ kWh $ 
Port Burwell............++ 3,009,840 98,048 2,000,800 65,755 
Port Colborne................ 107,503,541 2,550,673 34,581,288 1,035,523 
Ports @reditiin.ccccrsses---- 171,442,139 3,404,243 14,793,229 394,091 
Port) Dover acvvrcn--ts---- 18,164,912 553,550 9,279,398 325,913 
Port Elgin ..........-sesecee 56,405,671 1,427,690 34,046,948 882,533 
Port Hope..........-.----s020: 123,633,157 2,872,351 36,510,464 1,063,830 
Port McNicoll..........0+ 10,245,973 270,180 7,498,343 180,684 
Port Perry sccccceccntecsesnseeess 27,429,040 689,451 15,196,500 380,526 
Port) RowWams...sccecce-s000-- 3,489,410 92,360 1,991,590 52,810 
POrtastanleyiecccrtetee- 10,711,377 292519 7,035,046 196,041 


PreSCOUGs cc creeseetcarsesesss 34,117,804 869,884 14,822,300 383,912 
PreStOnites se-ccteecteageercereeens 148,045,490 3,516,448 49,019,388 1,255,876 
Pricevillecer.c.sercrees----- 716,263 20,685 662,293 19,045 
Princeton ees ccrcteserceerse-c. 2,907,972 68,720 2,012,760 46,037 
Queenston ........eeeeeeseceees 2,782,220 74,680 2,074,410 57,361 
Rainy River... 7,829,333 212,600 4,435,850 123,335 
RedmROCKk ccs: eereercece-s 6,467,223 149,346 3,385,363 81,692 
Renfrew: ca.cccssscctcceressss> 54,891,465 1,418,500 27,331,054 731,753 
Richmond «.......crccecccsne-e- 16,744,273 422,599 11,531,784 294,210 
Richmond Hill............... 152,381,330 3,675,095 51,200,547 | 1,421,696 


247,174 


Ridgetown..........eecsessees 19,248,234 528,137 8,090,366 

Ripley ........secseeecseeesesseess 5,885,650 129,572 3,764,790 82,982 
Rock anes cerereceseeeses 22,312,625 571,106 14,897,344 389,903 
ROcCKWOOd 22. :ccrcccarccscenss 5,808,444 152,698 4,099,322 107,870 
Rodney .....csesececeeeseseeseeeens 5,018,070 127,339 2,778,595 70,780 
RROSS@a UI eseaceecseteeeceene=os 1,737,200 48,025 1,259,380 34,783 
RRUSSC1 Ger reasncerresesmeacesess 5,993,070 151,836 4,260,240 106,311 


281,653,301 
7,103,714 


8,564,615 
203,428 


1,262,517,082 
9,602,084 


28,663,699 
259,986 


Ste @atharines geese 
St) @lair, Beach t2-s--.-<:. 


StiGeorge’.c.sectecseernees- 7,146,605 164,597 2,787,450 68,151 
StJaCODS car cecmsescecrsnere: 12,862,369 277,354 3,874,317 87,668 
St. Marys .........c.scec-cese0e. 32,318,978 765,581 16,587,010 408,288 
St@ihomas oncven access: 210,638,077 5,163,542 67,549,319 1,981,135 
Sandwich West Twp... 60,423,547 1,600,763 46,861,890 1,268,253 
Sapritaleec:cceeertscte-scnrenes 609,017,730 12,810,299 149,025,230 3,776,492 


Scarborough...........e 2,762,84 1,670 65,576,155 948,449,020 23,838,620 
Schreiber Twp::.---.....-.... 14,222,258 351,418 8,409,593 213,071 
Seaforth 5 ic.c-.ceverereensteess 14,092,958 402,778 6,887,007 207,680 
Shelburne 22sec 21,001,738 535,668 14,070,850 357,000 
SimCOe™s teen cette 123,742,640 3,149,026 42,401,171 1,324,906 
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GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh kWh $ 
956,480 31,107 1,009 — 52,560 1,186 
71,532,653 1,486,122 8,589 — 1,389,600 29,028 
67,400,710 1,505,449 8,838 88,166,400 1,481,201 1,081,800 23,502 
8,525,514 220,013 37222 — 360,000 7,624 
21,683,003 530,365 7,128 — 675,720 14,792 
45,816,213 1,062,340 8,757 40,112,000 NS STS 1,194,480 26,806 
2,574,470 86,090 6,704 — 173,160 3,406 
11,904,220 301,538 4,099 — 328,320 7,387 
1,390,540 37,530 1,104 107,280 2,020 
3,421,811 91,091 Zao 254,520 5,387 
18,895,544 477,330 5,789 399,960 8,642 
96,963,662 2,214,400 14,638 2,062,440 46,172 
35,250 1,235 420 18,720 405 
843,372 21,588 1,654 51,840 1,095 
639,410 15,766 3,134 68,400 1,553 
3,237,603 85,858 2,632 155,880 3,407 
2,940,020 64,753 7,903 141,840 2,901 
26,771,291 669,428 4,605 789,120 17,319 
4,988,929 123,495 4,779 223,560 4,894 
99,788,663 2,223,507 10,730 1,392,120 29,892 
10,521,028 267,195 4,689 636,840 13,768 
2,035,900 44,863 3,770 84,960 Lee 
7,148,521 175,504 4,052 266,760 5,699 
1,505,362 40,217 2,126 203,760 4,611 
2,054,075 52,857 2,002 185,400 3,702 
422,020 12,034 1,636 55,800 1,208 
1,614,390 42,928 3,588 118,440 Pee | 
367,459,421 8,553,132 8,233 14,767,560 320,785 
2,337,810 DIP} 5,488 160,560 3;395 
4,241,075 93,960 6,863 118,080 2,486 
8,845,492 186,624 12,709 142,560 3,062 
15,154,168 345,466 4,355 577,800 11,827 
140,406,038 3,124,062 1,053 | 11,202 2,682,720 58,345 
13,191,217 324,715 239 4,609 370,440 IG 
251,351,140 5,556,402 1,866 | 11,258 201,763,200 3,338,693 6,878,160 138,712 
1,527,495,530 | 36,445,351 | 10,088 | 12,735 253,448,800 4,575,829 33,448,320 716,355 
5,468,145 131,117 96 4,822 344,520 7,230 
6,849,911 186,767 150 3,992 356,040 8,331 
6,549,288 170,477 144 3,675 381,600 8,191 
79,563,429 1,785,890 665 | 10,054 1,778,040 38,230 
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RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kWh $ kWh $ ¢ 
Sioux Lookout ............ 21,681,315 594,107 1,131 10,913,442 322,622 2.96 
Smiths’ Falls .....-............. 80,194,289 1,935,585 3,989 30,883,671 869,390 2.82 
Southampton ..............04 26,781,850 715,214 1,739 18,706,600 506,562 PIA 
South Grimsby Twp..... 5,714,967 164,052 501 2,775,529 83,073 Poe 
South River... 8,079,993 198,503 475 5,233,830 123,327 2.36 
Springfield... 2,438,060 61,151 199 1,719,700 41,808 2.43 
StayMer .......eeeccceeseseeseeees 14,824,220 397,756 | 1,093 9,546,750 259,686 al, 
Stirling ............:--.cec-seseee00 11,832,050 286,719 670 6,326,454 154,903 2.45 
Stoney Creek................+ 38,053,169 900,903 2,187 19,731,614 499,306 2S 
Stouffville... 37,839,243 920,639 1ES35 17,737,975 451,621 2) 
Stratford iaccrscecrnee cones: 255,435,636 6,432,193 9,310 84,559,753 2,358,714 21) 
Strathroy ............:..-.00.--++ 53,337,716 1,429,960 2,864 23,057,984 659,652 2.86 
Streetsville ccc: cccecsnees---- 49,010,152 1,154,781 2,462 19,497,360 503,986 2.58 
Sturgeon Falls................ 41,432,572 1,005,721 2,210 24,296,548 593,818 2.44 
SUGDULY ecicraeesvecsreneee = 598,627,297 15,054,235 30,200 277,486,103 7,004,770 Dd, 
Sunderland...............000+ 4,341,655 96,180 309 2,803,100 Soo) 213 
Sundridge ............c-ceceeeee- 7,077,310 166,457 397 3,914,850 87,258 D2 
SuttOnG se ercceressvtee- 20,608,930 506,485 1,099 10,720,550 264,436 2.47 
BD arate tert ccsencsnscssteesaetyteene- 7,141,930 169,627 364 3,727,470 88,946 Page| 
ST AVIStOCK i socsc-ceteteatecrerse 14,571,640 376,378 666 7,481,800 196,398 2.63 
Mecumsehisecs-7-srescten=- 28,657,670 703,044 1,781 15,328,174 417,375 2.72 
MCeSWatenie.m caer cscs 9,225,039 202,590 459 4,211,713 91,399 2.17 
Terrace Bay Twp.......... 17,075,799 408,989 642 9,836,105 247,831 2.52 
Thamesford............:c006 11,624,790 253,843 542 6,022,010 141,849 2.36 
Thamesville...........:.c0 6,372,754 205,270 461 3,169,030 87,786 2.77 
UNC GLOIG treecmeecerenteeeccesers 4,694,162 126,076 330 2,704,750 72,128 255 2.67 
Mhessalonirercacscecsertersss 10,817,214 296,627 685 6,255,536 174,839 561 2.79 
MENOMDULY .-c,.c.seseceersesers 11,797,510 320,325 750 5,961,970 171,893 622 2.88 
PPNOLNG ALE ere cteereeeeeate se 2,240,864 58,599 162 1,224,730 31,984 131 2.61 
PHONON Sess cc-seeteeeerense-=- 2,692,580 67,073 179 1,902,050 47,969 158 252 
(ETROLONGeccccccses seeceesyeserees 44,636,914 1,168,715 2,783 16,819,995 536,140 2,478 3.19 
Thunder Bay............0++ 912,156,870 21,997,581 38,679 330,364,053 8,962,770 34,963 2.71 
ADU DU yiretersesexsseresseastesce-e- 31,789,105 830,225 Le, 10,811,487 297,714 1,362 2.75 
Tillsonburg............:ccee 73,616,618 1,872,381 3,019 20,685,356 582,062 2,462 2.81 
PE OTONUONs seterecetessersessacese 7,198,423,322 LTS ODS T 195,076 1,249,718,017 30,889,090 | 163,525 2.47 
Tottenham ........... 13,425,550 352,592 932 8,700,000 234,396 847 2.69 
SL rentOni..ccnectnsces 185,573,368 3,984,210 5,590 47,921,136 1,228,161 4,891 2.56 
AW ot lpi nye roca pacar 14,048,068 331,281 760 6,469,183 150,595 599 2.33 
Wxbridge!ceccntircercs 23,840,867 586,067 1,188 10,922,260 271,883 978 2.49 
Vankleek Hill....2....0..-:.- 10,153,080 258,784 691 6,168,910 156,356 580 2.53 
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Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
10,444,233 264,308 323,640 TESA 
48,196,418 1,043,841 1,114,200 22,354 
7,502,490 196,224 572,760 12,428 
2,782,838 77,435 156,600 3,544 
2,700,363 72,056 145,800 3,120 
644,200 VEIby 74,160 92 
4,988,030 131,807 289,440 6,263 
5,297,876 1275595 207,720 4,221 
17559 71,595 386,709 723,960 14,888 
19,645,868 459,344 455,400 9,674 
167,116,403 3,987,223 3,759,480 86,256 
29,579,172 754,075 700,560 16,233 
28,622,512 632,385 890,280 18,410 
16,669,464 402,073 466,560 9,830 
313,588,754 7,879,536 7,552,440 169,929 
1,449,635 34,772 88,920 1,657 
3,028,900 76,421 133,560 2,778 
9,645,020 236,658 243,360 5,391 
3,253,540 77,248 160,920 3,433 
6,890,400 175,710 199,440 4,270 
12,896,776 276,632 432,720 9,037 
4,852,406 107,861 160,920 3,330 
6,953,494 154,960 286,200 6,198 
5,455,540 109,217 147,240 Pahl 
2,931,924 111,396 271,800 6,088 
1,824,892 50,348 164,520 3,600 
4,238,038 114,593 323,640 US195 
5,578,500 142,912 257,040 5,520 
895,894 23,858 120,240 PEPSI 
746,250 18,157 44,280 947 
26,945,719 613,306 871,200 19,269 
540,173,577 12,109,160 617,738 14,115,240 307,913 
20,399,098 519,360 - 578,520 13,151 
51,631,302 1,261,733 a 1,299,960 28,586 
4,251,808,701 | 104,993,829 1,629,524,084 | 34,316,777 67,372,520 | 1,399,441 
4,542,670 114,293 — 182,880 3,903 
85,220,512 1,827,828 50,604,000 890,304 1,827,720 37,917 
7,376,565 176,794 — 202,320 3,892 
12,688,207 309,199 230,400 4,985 


3,718,130 96,835 266,040 D593 
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Vaughan Twp. ..........++ 
Victoria Harbour........... 
Wialkertonnnwcssecteresss:: 
Wallaceburg...............06 


Ward 


Wark 
Wasa 


sville Se Eases 


WOTtN nr ccnreteerperresees 
Bal Beach ireseresees.-e- 


Waterdown ............::0006 
Waterford. .itscccee--s- 
Waterloo. -sccesttcncecshetees 


Watford isin 
Waubaushene.................. 
Webbwood.............:cee 
Welland: ....ce.tttescrtess: 
IWrellesleyirccecsrevecarrsrssee 


Wellingtons cmeseccresttecser 


West 


LOIN s..cetrertticescee 


WilartOny:.c cc seers 
Williamsburg .............0.. 
Winchester ..2:.ccsssccerese<sse 
Windermere .................... 
Wind Somin.c ce cscsrestsccecees 


WAN STAM csreeeersseeeensestereees 
Woodbridge............... 
Woodstock 2. eet eee: 
Woodvillen8 zac sete: 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 
353,664,739 8,794,383 ye) PIES 87,479,199 2,473,327 7,386 
7,085,901 200,037 622 5,210,504 148,320 564 
45,734,417 1,134,889 1,835 18,824,100 498,858 1,562 
153,150,911 3,727,140 33992 25,845,850 807,521 3,447 
2,631,863 66,833 187 1,256,383 32,408 141 


4,017,619 110,665 283 2,529,750 68,991 219 
48,116,664 1,526,262 Sli 35,403,130 1,160,818 4,671 
15,021,525 364,169 770 6,686,763 172,914 635 
14,127,193 418,930 1,059 7,310,658 236,350 943 

411,182,172 9,727,674 12,400 117,638,735 3,126,896 10,975 


522 
445 


650 
475 


267,620 
137,562 


4,722,650 
4,137,924 


132,881 
114,031 


9,781,957 
4,989,289 


2,749,920 75,468 180 1,807,100 51,209 158 
285,277,843 7,306,087 14,411 | 79,961,969 2,428,498 12,793 
225591 131,816 359) 3,636,587 305 


89,024 


539 128,588 461 


213.002 190,477 4,791,077 


9,619,840 247,312 535 4,126,340 108,082 470 
5,204,470 129,636 |} 371 2,936,700 76,557 299 
9,285,150 239,222 617 5,098,050 130,225 523 
241,094,912 5,943,873 9,315 97,784,921 2,695,423 8,397 


429,389 948 9,548,960 251,804 789 


16,517,410 


1,918,710 51,918 149 1,105,170 29,895 112 
26,257,414 589,507 788 8,757,057 213,887 652 
1,567,350 44,756 151 957,250 28,880 141 
1,835,810,242 40,998,487 65,907 466,079,534 12,416,699 58,572 


38,695,569 881,513 1,290 13,814,270 338,973 1,097 


22,848,503 520,492 942 9,283,415 225,934 782 
256,873,348 5,936,865 9,580 75,656,936 2,065,506 8,488 
3,255,170 84,090 DHL 2,489,250 63,314 225 
7,929,330 188,990 617 4,691,700 111,037 537 


249,385,586 
3,428,350 
16,383,587,605 


777,304,840 
5,674,310 
56,680, 703,563 


18,325,315 
161,360 
1,322,715,384 


34,751 
358 
1,979,494 


6,297,306 
96,588 
431,271,516 


Statement C 


SALES, REVENUE AND CUSTOMERS 
December 31, 1977 


Sales 


kWh 
264,249,100 
1,735,717 
26,575,517 
68,675,581 


1,297,720. 


1,352,149 
11,897,414 
7,990,602 
6,577,135 
230,955,877 


4,908,827 
748,045 
875,860 

154,009,994 

1,464,644 


2,402,575 
5,288,300 
2,164,090 
4,009,260 
119,073,011 


6,662,450 
761,700 
17,265,277 
583,100 
840,683,108 


24,511,579 
13,180,968 
177,451,532 
711,200 
3,099,390 


425,132,404 
2,107,360 
30, 130,253,795 


GENERAL SERVICE 
(under 5,000 kW) 


Custo- 
Revenue mers 


$ 
6,276,519 


11,948 


GENERAL SERVICE 


(over 5,000 kW) 


Rev. 
Custo- } per 
Sales Revenue mers kWh 


48,685 2,704 
628,643 8,009 
1,700,680 10,549 


32,678 2,326 


38,681 1,803 


346,491 2,158 
184,119 4,932 
177,131 | 4,725 


5,337,627 13,826 1,129,665 


131,391 3,208 


25297 1,979 -- 
22,782 | PMS) _ 
3,548,680 7,920 1,218,282 


40,051 2,303 


60,134 2,583 


134,729 
51,107 
105,219 
2,704,884 


6,780 
2,437 
3,651 
10,916 


171,009 3,470 


20,859 1,649 
370,477 10,697 
15,280 Sy lil 
18,805,922 9,637 


534,610 10,836 


286,405 6,974 
3,792,693 13,667 
19,615 1,347 


75,064 3,290 


10,098,090 
61,642 
699,079,328 


8,675 
2,422 
10,894 


94,922,290 


9,549,367,883 


1,746,628 


178,935,412 
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STREET LIGHTING 


Sales 


kWh 
1,936,440 
139,680 
334,800 
1,509,480 
77,760 


135,720 
816,120 
344,160 
239,400 
5,947,560 


150,480 
103,320 
66,960 
5,041,080 
126,360 


79,920 
205,200 
103,680 
177,840 

3,630,240 


306,000 
51,840 
235,080 
27,000 
24,418,800 


369,720 
384,120 
3,764,880 
54,720 
138,240 


7,864,560 
138,600 
617,494,280 


Revenue 


$ 
44,537 
3,032 
7,388 
35,684 
1,747 


2,993 
18,953 
7,136 
5,449 
133,486 


3,348 
2,234 
1,477 
110,627 
2,741 


L755 
4,501 
1,972 
3,778 
80,465 


6,576 
1,164 
5,143 
596 
527,714 


7,930 
8,153 
78,666 
1,161 
2,889 


183,291 
3,130 
13,429,128 
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LIST OF ABBREVIATIONS 


AMEU _ - Association of Municipal 
Electrical Utilities 

GS - Generating Station 

kV - kilovolt(s) 

kVA - kilovolt-ampere(s) 


kWh - kilowatt-hour(s) 
MEU - Municipal Electric Utilities 


min - minimum 
- minute 
MW - megawatt 
NPD - Nuclear Power Demonstration 
OMEA_ - Ontario Municipal Electric 
Association 
TS - Transformer Station 


Twp - Township 
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STATISTICAL YEARBOOK 


Supplement to the Seventy-first Annual Report 


of 


Ontario Hydro 


_ FOREWORD 


Report of the Board of Directors to the Minister of Energy 


The year 1978 was a milestone in the history of electric power produc- 
tion in Ontario. For the first time, nuclear-electric generators surpassed 
coal-fired units as a source of electricity for the people of the province 
— contributing approximately 30 per cent of the total compared with 
28 per cent for coal. 


While all but 20 per cent of Ontario’s total energy needs were imported 
last year, a little more than 68 per cent of the province’s electricity 
came from its own resources — water power and uranium. 


Primary energy demand in 1978 was up by 2.7 per cent compared with 
the increase of 2.2 per cent in the previous year. Export sales of inter- 
ruptible power, mainly to utilities in New York and Michigan, were up 
Died substantial 39 per cent — partially due to interruptions of coal 
deliveries — and yielded a net benefit of almost $120 million to Ontario 
power users. 


The continuing prospect of slack economic conditions indicated that 
the new annual forecast of growth in customer demand, scheduled to 
be received by the Board in February, 1979, would again be below the 
projection made in February, 1978. In December, the Board instructed 
management to place a hold on all new commitments for generating 
facilities until the generation expansion program had been fully re- 
viewed. In addition, it directed that cash expenditures on projects at 
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Wesleyville, Atikokan, Bruce and Darlington be minimized until further 
decisions were made. 


Furthermore, it was decided to stop construction and store equipment 
on the second half of the third heavy water plant at Bruce, and review 
the status of the first half again in the spring. Earlier, the Board had 
supported the position of the Ontario Minister of Energy in urging an 
integrated federal-provincial program for the production and marketing 
of heavy water. 


Although this report deals with the year 1978, some significant decisions 
made in the first four months of 1979 should be recorded here. At its 
meeting in February, 1979, the Board reviewed and accepted the new 
forecast, which, as expected, was significantly lower than that of 
February, 1978, as the planning document for the corporation’s gener- 
ation and transmission program. The forecast showed concrete evidence 
of the successful efforts of Hydro customers to conserve energy. The 
new forecast predicted an average growth of 4.7 per cent a year in cust- 
omer demand to 1990, and 4.2 per cent from 1990 to the year 2000. 
In 1978, the forecast growth rate had been 5.5 per cent to 1987, grad- 
ually reducing to 4.5 per cent by the turn of the century. This down- 
ward trend indicated a reserve position in the years ahead that could be 
from 15 to 25 per cent higher than is considered appropriate for the 
Ontario power system. 


So, in February, 1979, as the first step in attempting to balance the 
effects of weakening electrical demands with the committed expansion 
program, the Board decided that the construction of the remaining two 
oil-fired generating units at Wesleyville should be stopped and the 
equipment stored until needed, probably about 1990. This decision was 
based in part on information that had been presented to the Board in 
1978 when alternatives were examined to reduce the then existing 
program. 


With the prospective reserve position in mind and after a careful review 
of the generation program in April, 1979, the Board decided to con- 
tinue construction of the Atikokan, Bruce B, and Darlington generation 
stations but on an extended schedule. The operational dates for the 
individual units at the three stations will be stretched out so as grad- 
ually to bring capacity into line with projected demand. The Board con- 
cluded that the extended schedule was the best way to achieve its 
objective and would cause as little disruption to industry and employ- 
ment as possible under the circumstances. 
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Compared with generation, the problem with respect to transmission 
lines js quite different. The Board is concerned about the costs + both 
in terms of economics and reliability of service — of the continuing 
delays being experienced in meeting service dates for new lines. One 
of the most urgently required lines is to move power from the now 
completed Bruce nuclear station into the provincial power grid. Legal 
action by local opposition groups again delayed construction of the 
last. .28-mile section still to be completed. The cost penalty of this 
locked-in power is estimated at $1 million to $3 million a month. This 
line is now almost three years behind schedule. 


The past months have seen a number of significant events. The federal 
and: Ontario governments reached agreement committing both govern- 
ments and their agencies, Atomic Energy of Canada Limited and 
Ontario Hydro, to develop and demonstrate the safe disposal of ir- 
radiated uranium fuel from nuclear power stations. The Select Com- 
mittee of the Legislature on Hydro Affairs completed its review of 
the costs of the Bruce heavy water plants being built for Hydro by 
Lummus Canada Limited and found no evidence of mismanagement. 
Although it suggested that remedial action should have been taken 
sooner, it concluded that Hydro had demonstrated its capability to 
manage projects of this magnitude. 


In September, after public hearings on Hydro’s 1979 rate proposal, the 
Ontario Energy Board informed the Minister of Energy that it accepted 
Hydro’s forecast of revenue and its rate proposal. In September, after 
reviewing the OEB’s report, the Hydro Board announced it would 
implement its rate proposals for the wholesale cost of power by an in- 
crease of 9.8 per cent to the municipal utilities and 10.1 per cent to 
approximately 100 large industrial custoiners, effective January 1, 
1979. Revenue in 1978 exceeded the amount allowed within the spirit 
and intent of the Anti-Inflation program guidelines by $130 million. 
This money, with interest, is being applied to reduce customers’ bills 
in 1979, 


Total “excess revenue” rebated to customers in 1978 and 1979 will 
amount to $252 million. The effect of these refunds has been to limit 
the average net increase in wholesale power rates over the two years 
1978-79 to 5.9 per cent a year. Without the benefit of these rebates, 
the increases would have averaged 9.6 pelcent: 


Also in September, Dr. Arthur Porter and his colleagues on the Royal 
Commission on Electric Power Planning issued their interim report 
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on nuclear energy entitled ‘A Race Against Time’. The report recog- 
nized the need and safety of the CANDU nuclear system and also 
identified the uncertainties inherent in making forecasts of electric 
power consumption. It also said that growth scenarios of electric energy 
to the year 2000 of between two per cent and six per cent were cred- 
ible, and offered four per cent as an interim conclusion. 


One of the most significant public hearings in terms of its long run im- 
plications is the review by the Ontario Energy Board of Hydro’s Costing 
and Pricing Study. It is expected to report its findings in 197199 ‘The 
objective of the study and its review by the OEB is to find the most 
equitable method of pricing electricity in Ontario. 


Within Hydro, three ad hoc advisory committees to the Chairman, com- 
posed of members of the Hydro Board, examined three key areas of 
concern during 1978: organization, public accountability, and govern- 
ment relations. 


As a result of the recommendations of the Committee on Organization, 
the Board of Directors in October approved a fundamental realignment 
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PUTA yan esas ee aes ak ate et ec Rc Oh oee RA cag SE ae ols million kWh 53a 
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Annual enerey, sold by Onterio-Hy dro (2). cues shee fd 288 oe ee eee million kWh 522 

Primary revenueof Ontario Hydror. sc ftro se. a) neers ou eee fey million $ 
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Gross expenditure on fixed assetsin year Guts ee ee million $ 
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Long-termeHabilities. and notes payable. 6 oc 2 ts ee i ee million $ 
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Ultimate customers served by Ontario Hydro and municipal utilities. ....... thousands 24 


(1) Excludes circulating. 
(2) Excludes non-sale transactions, circulating and heavy water and construction projects. 
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of responsibilities at the senior level of the organization, details of 
which appear elsewhere in this report. The objective is to achieve more 
integrated strategic planning, improve monitoring and control cap- 
ability at the corporate level, obtain a more definitive assignment of 
Operational and corporate responsibilities, and place greater emphasis 
on accountability. In January, 1979, this committee was made a stand- 
ing committee of the Board. Its name was changed to Management 
Resources and Mr. Dean Muncaster was elected Chairman. 


The ad hoc committee on public accountability, chaired by Mr. Philip 
Lind, was also established as a standing committee, under the title 
Social Responsibility. The new Vice-Chairman of the Board, Mr. Hugh 
Macaulay, became its Chairman. Its function is to advise the Board and 
make recommendations with respect to Hydro’s objectives, policies, 
and programs as they relate to its social responsibilities as a large public 
corporation serving the citizens of Ontario. 


These two new committees bring to four the Board’s standing com- 
mittees, the others being Audit and Finance. Their establishment re- 
flects a continuing effort on the part of the Hydro Board to discharge 
its responsibilities to its public as effectively as possible. 


SUMMARY 1968-1978 


ee ee 


1969 1970 1971 1972 1973.4 1974s snlOTSe ) 1976hs. 97a FISTS 
pi242 12,670 13,941 14.422 17,501 15,759 18,667 19,677 21.347 22.845 
goo? 11/289 11,534 12.739 13,606 13,538 14,513 15,896 15,677 15.722 
61,132 67,019 70,834 78,205 84,046 89,079 86,636 95,568 102,144 106,733 
99,426 64,289 68,134 73,497 78,163 82,696 84,222 90,853 92,855 95,373 

1,706 2,730 2,700 4,708 += 5,883 6,383 2,414 «4,715 9,289 «11,360 
$6,409 61,793 65,578 72,485 78,237 82,919 79,651 88,299 95,083 99,379 

469 534 607 665 794 S96 MP R00THE at-300 fF O79 

p098., 4,588 5,062 5,604 6,581 7,447 8,863 10,161 11.561 13.200 

447 511 507 562 997 B90 eta 442 Crees 9 Geet 5 me te od 

4,129 4,613 5,064 5,525 6,343. 7,080 += 8,593 «9,924 11,386 13.162 

2,906 3,276 = 3,635, 4,013. 4,701 5,278 ~=— 6,672 -=—«7,907 «8,954 10,424 
32,246 34,130 35,268 35,929 36,886 37,469 38,207 38,964 39,724 40,103 
32,592 83,327 84,888 85,813 87,091 88,095 89,426 90,365 91,204 90,559 
1,686 22,584 23,264 22,582 22,962 23,612 25,361 24,123 25,118 27,850 

354 353 353 353 353 353 353 353 352 334 

p44 2,389: 2,434’ 2,480 2,537 2,593 2,647) ~ 2,710: - 2,775 2,833 
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The third ad hoc committee, which reviewed relations between the 
Provincial Government and Hydro, was not established as a standing 
committee because discussions between Hydro and Government to 
develop a memorandum of understanding between the two have now 
been underway for some months and are expected to be finalized short- 
ly. The committee will then be disbanded. Such a memorandum would 
satisfy a recommendation of the report of Task Force Hydro that a 
contract be agreed to by Government and Hydro setting out their res- 
pective responsibilities. The Management Board of the Cabinet sub- 
sequently suggested a memorandum of understanding to reach the same 
objective. 


On behalf of the Board, I would once again express its appreciation to 
all those individuals and groups whose help, assistance, and advice are 
always so deeply appreciated. 


Our thanks are extended to the people of the municipal utilities of 
Ontario and their associations, the Ontario Municipal Electric Asso- 
ciation and the Association of Municipal Electrical Utilities, for an- 
other year’s outstanding performance. The Board also wishes to express 
its appreciation to the members of the Provincial Steering Committee 
for the Restructuring of Municipal Utilities, which was dissolved at year 
end, its work virtually complete. Chairman Syd Baldwin and his col- 
leagues since 1975 have provided helpful guidance and encouragement 
to the local study teams engaged in the difficult task. At the end of 
1978, the number of municipal utility systems in the province stood at 
334, compared with 353 when the restructuring program began. 


We would also like to thank the Minister of Energy and his staff for 
their support and understanding, as well as all those ministries and 
agencies with which Hydro deals. 


To the staff of Ontario Hydro, the Board wants me to express a special 
word of thanks and appreciation for their unceasing efforts and ded- 
ication in serving the people of Ontario. They have never faltered 
despite the heavy demands placed upon them and the stresses caused 
by frequently being under the spotlight in the public debate on the 
province’s energy future. 


In mid-December, Premier William Davis announced that Hugh 
Macaulay would become Chairman of Ontario Hydro, effective July 
Mr. Macaulay joined the Board of Directors January 1 and was elected 
Vice-Chairman January 15, succeeding Dr. Robert Uffen, who remains 
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a member of the Board. Robert Schmon, who was appointed to the 
Board in 1976, retired at the end of the year because of ill health. The 
Board wishes to express its appreciation for his important contribution 
to the affairs of the Corporation during his term of office. 


On a personal note, I wish to express my deep appreciation to my col- 
leagues on the Board of Directors and to all those Hydro people who 
have helped make my term of office among the most stimulating and 
rewarding years of my working career. 


On behalf of the Board, 


Robert B. Taylor 
April, 1979 
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The Corporation 


Ontario Hydro, a special statutory corporation established by the Prov- 
incial Legislature in 1906, has broad powers to produce, buy, and deliver 
electric power throughout the Province of Ontario. It now operates 
under The Power Corporation Act, Revised Statutes of Ontario 1970, 
c.354 as amended. 


The Corporation is administered by a Board of Directors that consists 
of a chairman, a vice-chairman, a president, and not more than ten 
other directors. An Executive Office, composed of the chairman, the 
president and the two executive vice-presidents, concentrates on overall 
corporate objectives and policies. 


The prime concern of the Corporation is the provision of electric power 
to municipalities for resale to the people of the Province. Ontario 
Hydro also provides power to over 100 large, direct industrial customers 
and to 785,000 retail customers either in rural areas or in communities 
not served by municipal electric utilities. 


Ontario Hydro also exercises certain regulatory functions with respect 
to the electrical service provided by municipalities and maintains seven 
regional offices and 59 area offices suitably located throughout the 
Province. 


With an operational area extending approximately 1,610 kilometres 
(1,000 miles) from east to west and covering about 647,500 square 
kilometres (250,000 square miles), Ontario Hydro is Canada’s largest 
electrical utility and is one of the largest in North America. 


The Corporation has interconnections in Canada with Manitoba Hydro 
and the northwestern section of the Hydro-Quebec system and also has 
major interconnections with Michigan and New York states in the 
United States. Through its interconnections the Ontario Hydro system 
is effectively part of a vast electrical network joining together most of 
the central and eastern portions of the United States and the Canadian 
provinces of Saskatchewan, Manitoba, New Brunswick, Prince Edward 
Island, Nova Scotia and parts of Quebec. 


Ontario Hydro is a financially self-sustaining corporation that derives 
no revenue from taxes. 


The Power Corporation Act by which Hydro is governed stipulates that 
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service be provided at cost. The Act defines cost as including charges 
for power purchases, operation, maintenance, administration, fixed 
charges and reserve adjustments. Fixed charges include interest, depre- 
ciation and the provisions for the retirement of debt over a 40-year 
period. 


The Province of Ontario guarantees the payment of principal and inter- 
est on bonds and notes issued to the public by Ontario Hydro. In the 
case of public borrowing in the United States, the Province borrows on 
behalf of Hydro by issuing its own debentures and advancing the pro- 
ceeds to Ontario Hydro upon terms and conditions agreed upon between 
the Corporation and the Treasurer of Ontario. 


: thousand 
Primary energy demand average kilowatts 


13,000 


actual 


GB seasonally adjusted 
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OPERATIONS 


Providing Power and Energy 


The demand for electrical energy by Ontario consumers increased only 
marginally during 1978 as the province’s economy continued to lag and 
conservation practices intensified. 


During 1978, primary energy demand totalled 95. 4 billion kilowatt- 
hours, an increase of only 2.7 per cent over the previous year. This 
compares with an increase of 2.2 per cent in 1977. 


While the increase in primary energy demand continues to be low, ex- 
port power sales again set new records, increasing from 8.4 billion 
kilowatt-hours in 1977 to 10.4 billion kilowatt-hours in 1978. Revenue 
from these sales totalled $285.2 million, yielding an estimated net be- 
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nefit of $120 million which is passed on to Ontario customers. All of 
the export sales were made to neighbouring utilities in Michigan and 
New York states. 


Ontario Hydro’s single major source of generation continued to be 
water power during 1978 — accounting for about 34 per cent of the 
total. Nuclear power production increased to 30 per cent of the total 
energy generated — 95.7 billion kilowatt-hours. To produce an equi- 
valent amount of energy at coal-fired stations would have required 
burning about 8.8 million megagrams (9.7 million tons) of coal, an 
amount equal to the total quantity of coal Hydro used in 1977. 


The annual all-time high primary peak demand of 16,247,000 kilowatts 
was set on January 10 and was 2.2 per cent greater than the previous 
year’s peak which occurred in January, 1977. This was only the second 
time since 1948 that the annual Ontario peak demand occurred in Jan- 
uary rather than December. 


The December 1978 peak demand of 15,722,000 kilowatts was slightly 
greater than the December 1977 peak. (Figures show that Hydro custo- 
mers established an all-time record peak demand of 16,252,000 kilo- 
watts on January 15, 1979.) 


Dependable peak capacity at the time of the December peak was 22.8 
million kilowatts which represented an increase of seven per cent over 
that of 1977. The new dependable peak capacity included a coal-fired 
unit at Nanticoke and a nuclear unit at Bruce coming into service, re- 
visions to the dependable capacity of certain generating stations and an 
upward revision to the Manitoba purchase contract. The December de- 
pendable peak was made up of the following generation mix: 18.8 per 
cent nuclear; 51.6 per cent thermal; 28.0 per cent hydraulic; 1.6 per 
cent purchased. 


FUEL CONSUMED TO PRODUCE ELECTRICITY 


Consumed in Year Change 
Kind of Fuel 1978 1977 In 1978 
% 
Uranium (Megagramis).-..2..:.. 633 354 +78 .8 
Worl\(Mecacrams) otic ose! 9°154;5278 $8,833,839 +356 
Natural Gas (million cu. metres) . . . 661 1,284 —48 55 
Residual & Crude Oil (cu. metres). . 447,360 398,883 +122 


Ignition & Combustion Turbine Oil 
BemrmeICTICS se ea esc D7 bo 89,549 S120 
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Fuel Supply 


During 1978 Ontario Hydro continued its involvement in uranium ex- 
ploration programs being carried out by Shell Canada Limited, Amok 
Limited and Norcen Energy Resources, and acquired an interest in a 
program being carried out by Canadian Nickel Company Limited. 


Engineering and environmental studies were initiated by Norcen Energy 
Resources Limited on the Blizzard uranium property in British Columbia 
with a view to possible mining development. Ontario Hydro has an in- 
terest in the property through its involvement in the Norcen exploration 
program. 


Movement of western Canadian bituminous coal by the integrated trans- 
portation system began at mid-year 1978 with 550,000 megagrams 
(610,000 tons) delivered before year-end to the terminal at Thunder 
Bay. 
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Demands and resources 


thousand kW 
@ 25,000 


dependable peak capacity 
HE primary power requirements 


(77777 primary energy requirements 


(average kW per year) @ 20,000 


@ 15,000 


Total coal deliveries to generating stations from U.S. mines totalled 
8,120,000 megagrams (8.96 million tons). The bulk of these deliveries 
were made under medium to long-term contracts and include coal from 
the U.S. Steel Cumberland mine. Supplementary spot U.S. coal pur- 
chases of 1,400,000 megagrams (1.5 million tons) were made to offset 
the effect of the United Mine Workers’ strike in the United States on 
coal production during the first quarter of the year and to replenish 
stocks depleted by high levels of electricity exports. 


Deliveries of residual oil totalled 0.508 million cubic metres (3.2 million 
barrels) for use at the Lennox Generating Station and Bruce Steam 


Plant. Deliveries of natural gas were 664 million cubic metres, 48 per 


cent less than in 1977, and used exclusively at Hearn Generating 


_ Station. 
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Energy Conservation | 


Ontario Hydro continued to stress energy conservation both through in- 
formation and advertising programs and in consulting services to 
business and industry. 


These programs began to pay dividends as business readily responded to 
Hydro’s offer of assistance. Noteworthy among them was a major con- 
servation program at the giant Commerce Court complex in downtown 
Toronto. The bank managed to reduce consumption of electricity by 
17 million kilowatt-hours in six months and over one year cut its el- 
ectricity bill by $180,000. 


Other large office complexes have begun to pick up the energy conser- 
vation message and Hydro, along with local municipal utilities, has pur- 
sued the objective through participation with such groups as the 
influential Building Owners and Managers Association. Some 80 office 
buildings surveyed in 1976 were re-surveyed in 1978 and an average 
reduction in energy use of 10 per cent was indicated. 
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In the retail sector, Hydro sponsored energy seminars which encouraged 
retailers to take a hard look at lighting levels with resulting benefits in 
reduced load. Among them was the Canadian Tire Corporation which 
subsequently adopted a corporate-wide policy reducing required mini- 
mum lighting in its stores by 50 per cent after experiments in Milton 
and Kingston produced significant cost reductions. 


While energy conservation efforts are producing significant savings for 
business and industry today, Hydro is committed to fostering long term 
programs to reduce the demands on its system. 


The Corporation’s commitment to load management — controlling 
customer demand for limited periods — reached the customer level 
early in 1978 with the decision to embark on major test programs with 
two municipal utilities in Oshawa and Scarborough. More than $3 mil- 
lion will be expended on these programs over the next three years with 
special load management metering equipment slated for installation in 
650 homes. Heat storage furnaces will also be initiated in four homes, 
two in each municipality. These will store energy during off peak hours, 
then transmit the stored heat on their own during other hours. In 
addition, 50 special size water heaters are included in test installations 
across the two municipalities to operate on the saine principle. 


Discussions have also commenced with Canadian industry to develop 
heat storage systems for consumer use and for manufacturing. 


While conservation efforts continued to gain momentum outside the 
corporation, inside, the employees took Hydro’s own TRIM program 
in stride. These internal efforts to discover and implement cost effect- 
ive conservation measures in 1978 resulted in a further cutback in 
energy consumption of 6.5 per cent — equivalent to 60 million kilowatt 
-hours — after having achieved a 12.5 per cent reduction in 1977. 


Customer Relations 


During 1978 power was supplied under cost contracts to 334 associated 
municipal electrical utilities for resale to approximately 2,058,000 re- 
tail customers. In addition, the Ontario Hydro rural distribution system 
provided electrical service to some 785,000 customers located outside 
the areas served by municipal utilities, while 100 large industrial cus- 
tomers received direct service under special contract. 


In April of 1978 the Hydro Board of Directors notified the Minister of 
Energy that rising costs necessitated average rate increases of 9.8 per 
cent to municipal utilities and 10.1 per cent to industrial customers. The 
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application was reviewed and approved by the Ontario Energy Board 
and was subsequently confirmed by Hydro’s Board of Directors to 
become effective January 1, 1979. 


As a result of higher than anticipated secondary revenues and lower 
than anticipated costs, the Board notified the Minister of Energy of 
excess revenues for 1977 and 1978. Of the 1977 excess revenues of 
$122 million, $120 million, together with interest, was applied to re- 
duce customers’ bills in 1978, in accordance with Anti-inflation Board 
guidelines. The 1978 excess revenues of $130 million and the 1977 re- 
maining balance, together with interest are being applied to reduce 
customers’ bills in 1979. 


The electrical utility restructuring program, which was planned in 1975, 
resulted in a streamlining of municipal utilities in the regional munici- 
palities of Waterloo and Peel and the County of Oxford and portions of 
the York Regional Municipality during 1978. A total of 31,000 cus- 
tomers of Ontario Hydro’s rural system was transferred to municipal 
utilities in 1978. 


At year end, restructuring studies were also in the final stages in the 
Regional Municipalities of Hamilton-Wentworth, Halton and Sudbury 
and legislation was pending for restructured utilities in the Regional 
Municipality of Niagara. 


Its work virtually completed, the Provincial Steering Committee for the 
Restructuring of Municipal Utilities was dissolved at year end. This 
committee, composed of representatives from both the Ontario Mun- 
icipal Electric Association and the Association of Municipal Electrical 
Utilities as well as Ontario Hydro, the Provincial Government and the 
Provincial Municipal Liaison Committee, had supervised the program 
since 1975 providing guidance on policy matters and technical assistance 
to local study teams which had been charged with the responsibility of 
recommending utility restructuring in their specific areas. 
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Planning 


During the year Ontario Hydro continued to involve the public and 


local and provincial governments in its plans to locate routes and sites 
for either new or upgraded transmission lines and generating station fac- 


ilities. 


Planning 1 


This involvement concerned 30 projects, 27 of which were transmission 
projects that were brought to a successful conclusion following their re- 
view and processing under the appropriate applications of the Ontario 
Environmental Assessment Act. 


Several social and community studies were conducted in support of 
various planning projects to determine how they might affect neighbour- 
ing communities, and what measures could be taken to offset any de- 
trimental effects. Over the past year, these studies were carried out in 
eight regions of the province. 


Project information centres also played an important role in informing 
the public about specific project details. Over the past year, 24 inform- 
ation centres were well attended by the public. 


Two major studies for the selection of energy centre sites — areas large 
enough for at least two generating stations and associated transmission 
facilities — in Eastern Ontario and on Lake Huron’s North Channel also 
proceeded during 1978. 


After extensive studies and public hearings by citizens committees, 
government and Hydro personnel, Ontario Hydro in October, 1978 re- 
commended the acquisition of the Dobie Point/Burton Island site on 
the North Channel. After similar studies and hearings in Eastern 
Ontario, site selections were narrowed to two locations — Edwardsburgh 
and Prescott. A final site selection is expected late in 1979, although 
Hydro is now considering a smaller site than originally planned. 


Interest by the public in Hydro’s facilities and technology continued 
be demonstrated by the attendance of 700 visitors last year at the Essa 
Electrical Effects Demonstration Centre near Barrie. 


Construction During 1978 


Ontario Hydro’s nuclear generating capability continued to attract 
_ world-wide attention during 1978, with the CANDU reactors at 
Pickering and Bruce stations recording superb performances. 


Year end figures show that Hydro’s CANDU system reactors registered 
an average over-all nuclear-electric capacity factor of 81 per cent 
during 1978, while other systems throughout the world recorded cap- 
_ acity factors ranging from 43 to 65 per cent. 
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POWER DEVELOPMENT PROJECTS UNDER CONSTRUCTION 
as at December 31, 1978 


Units Installed Car 


ass Installation Under 
Development Schedule Constructi 
kW 
Wesleyville—Lake Ontario near 
POTGHODE 2 eee ere 1981-82 1,147,506 
Pickering B—Lake Ontario east 
Of LOLONLO Cnet 28 aie tees 1981-81-82-83 2,160,006 
Thunder Bay—Lake Superior at 
Thunder Bay 2.52 ae eG 1980 300,00( 
BruceB—Lake Huron near 
Kincardine ie, esa 1982-83-84-85 3,200,001 
Darlington—Lake Ontario near 
Neweastlen sims ia ornare 1984-85-86-87 3,600,00 


ATIKOK AR Sites eis ecc eg en! | 1983-83 400,00! 


TC — Thermal-electric conventional 
TN — Thermal-electric nuclear 


Meanwhile, Hydro’s nuclear generation capacity increased measurabh 
during 1978 when the third of the four-unit, 3,200,000 kilowatt Bruc 
A station came in service in February. The fourth and final unit wa 
declared in service in January 1979. Work on Bruce B is well underway 
with the first unit scheduled to be in service by 1983. 


At the Pickering B nuclear station, four years of design and constructio 
proceeded on schedule towards a 1981 in-service date for the first@ 
the four, 540,000-kilowatt unit additions. The on-site constructio 
force at the year’s end approached 2,000. 


Bruce Heavy Water Plant B was virtually complete by the year’s en¢ 
However, early in 1979 the prospects of reduced heavy water requir 
ments both domestically and abroad forced a revision in plans for tk 
third plant — Bruce D. The revision saw work stopped on the secon 
half of the plant and the equipment placed in storage for possible lat 
use, while work on the first half will continue until a further review 
made later in 1979. | 


Site preparation and earth excavation work also continued for the fou 
unit, 3,600,000-kilowatt nuclear station at Darlington. 
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Hydro’s thermal generating capacity also increased in 1978 with the 
addition of two 500,000-kilowatt generators at Nanticoke in September 
and December. A major program of modifying generator rotors to 
reduce the risk of rotor cracking was initiated. Three of the seven. rotors 
involved were returned to the manufacturer and are expected to be 
back in service early in 1979. 


Work continued on the two-unit, 300,000-kilowatt extention to 
Thunder Bay GS, which is scheduled for completion in 1981; and site 
clearing was completed for the two-unit, ao ,000-kilowatt Atikokan 
ENS. 


Based on lower load forecasts, the decision was reached to place two 
units at Lennox and Units 1 to 4 at R.L. Hearn station into a “frozen 
reserve” state, starting in early 1979. All four 575,000-kilowatt units 
at the ote Azad Lennox station will receive routine maintenance; how- 
ever, operating staff will be retained to operate only two units at any 
one time. Similarly, the gas-fired, 100,000-kilowatt units 1 to 4 at R.L. 
Hearn station will be maintained but not staffed for operation. This 
program, along with similar treatment of J.C. Keith station when it re- 
turns to service in 1980, will save more than $20 million over the next 
five years. 


The lower 1978 load forecast also resulted in the cancellation of two of 
the four oil-fired units at Wesleyville, and then in February, 1979 the 
decision was made to place the remainder of the project in storage over 
the next 12 months. Plans call for the generators and other major 
equipment to be purchased and stored at the plant, so that the station 
could be in service about 30 months after the need for it was determined. 


In August, 1978 the Board of Directors gave general approval for the 
development of a program for the future expansion of the corporation’s 
hydro-electric system which could lead to 17 new projects over the 
next 16 years. 


~The 17 projects include 10 new developments plus extensions or re- 


development of present stations. The go-ahead for construction of each 
project will be made separately. Although the new and extended 
projects would add an average of only 523,000 kilowatts to Hydro’s 


power production, at an estimated cost of $1.4 billion, utilization of 


water power, a proven renewable resource, would record significant 


Savings in fuels and maintenance costs. 
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EXPENDITURES ON FIXED ASSETS 1969-1978 


Heavy 

Water 
Plant and 
Facilities 


| Trans- Total 


mission 


Transfor- 
mation 


Genera- 
tion 


Year 


$000 $000 $’000 $000 $’000 

19692 62,507 | 60,128 tecier aol ok 446,695 
LO7G: 68,682 | 65,141 Drees) (Ml 511,046 
1 SULTS: |p oS” 23,541 507,259 
1972. 54,348 | 49,362 erat lao OU 562,148 
LOS: 53,684 | 56,709 254,877 | 26,060 996,598 
1974. 605657 1 583/38 58,400 | 48,750 890,066 
Lie 86,709 | 111,266 251,035 } 122,722 | 1,441,68. 
IES IO 93912 |107 526 321,427 | 49,687 | 1,326,139 
Ee 123,580") 1145359 311,562 | 43,184 | 1,425,15¢ 
[55.050 255,810 | 109,209 | 1,694,24¢ 


The construction of approximately 160 circuit kilometres (100 miles) 
of 500 kV transmission lines from Middleport transformer station to 
connect to new stations near Milton, Trafalgar and Claireville was com- 
pleted in 1978. Portions of these lines were placed in service at 230 kV 
in November. In addition, Trafalgar TS, Hydro’s first station with SF, 
gas-insulated metal-enclosed switchgear and bus, was placed in service at 
230 kV in November. This technology permits a smaller, more compact 
structure. The 500 kV stations at Milton and Claireville are still under 
construction and it is expected that they will be completed and placed 
in service in 1979. 


The 175-kilometre (109-mile) 500 kV line from the Bruce nuclear | 
station to the Milton transformer station was completed as far as — 
Belwood Junction where it has been connected in the existing system ) 
and placed in service at 230 kV. Delays in the completion of the ; 
remainder of the 43-kilometre (28-mile) line from Belwood to Milton — 
continued during the year because of legal action by groups opposed to | 
its construction. 


Delays caused by current legal actions have resulted in considerable — 
power being locked in at Bruce, at an estimated cost of $1 million to $3 — 
million a month. The costs are incurred by Hydro having to use imported | 
coal to replace the cheaper, uranium-fueled nuclear power locked in at | 
Bruce. | 


{i 
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Expropriation of the right-of-way for the 500 kV line from Lennox GS 
to Oshawa was completed and construction of this line proceeded. It is 
expected that the line will be completed early in 1980. 


In addition to the 500 kV lines, a number of 230 kV and 115 kV trans- 
mission lines were completed during the year involving the construction 
of approximately 42 circuit kilometres (26 miles) of line. 


In terms of major transformer stations, four new stations were placed in 
service and additional capacity was added at seven existing stations. At 


the end of the year, construction was in progress on seven new stations 
and on additions to 15 existing stations. 


Research 


The research and development programs of Ontario Hydro continued 


~ with considerable attention being paid to alternative energy sources. 


Studies included the performance of three types of domestic solar water 
heaters and in monitoring and assessing the performance of solar systems 
such as the one to be installed in Hydro’s new Thermal Training Center 
in Mississauga. The installation will include solar collectors and heat ex- 
Changers and will enable Hydro to monitor the potential of solar power 
and solar equipment. 


Hydro’s Energy Conservation and Design and Development Divisions 
continued monitoring and investigating the potential of windpower and 
biomass fuel sources. Studies also went ahead towards the recovery of 
waste heat from generating stations for greenhouse and residential space 
heating. 


In the field of distribution research, projected increases in system voltage 
levels, higher load densities, and environmental concerns are major act- 
ivities. Current efforts are focussed on distribution equipment. One 
phase of this work is being carried out under a Canadian Electrical 
Association contract and the results will be applicable to all Canadian 
electrical utilities. 


Hydro researchers also sought ways to increase the load capacity of 
transmission tower footings without having to remove or rebuild them. 
They also co-operated with the City of Toronto in the “Watts from 
Waste” program. One of the limiting factors in the Toronto projectas 
the excessively corrosive residue created when refuse is burned. 
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The Research division also continued the study of the structural and 
physical properties of rock a thousand feet below ground as the interest 
in deep, subterranean power stations grows. And experiments got 
underway to determine if light (either white or colored) will divert fish 
from cooling water intakes at thermal generating stations. Migrating fish 
have often forced costly shutdowns of generating units. 


SUPPLY 


For the second consecutive year, the total value of contract awards in- 
creased substantially, reaching a new annual high of $2.2 billion. This 
represents a $800 million increase over 1977 and a $674 million in- 
crease over the previous high established in 1974. The increase is mainly 
attributable to the award of two contracts for turbine generators for 
Darlington and Atikokan generating stations totalling approximately 
$400 million. 


During 1978, outstanding equipment order commitments increased 
from $1.95 billion to $2.6 billion. 


Excluding purchases for fuel, 75.8 per cent of the total value of 1978 
purchases was directed to Canadian sources with 91.1 per cent of this 
business awarded in Ontario. This represents a drop of 9.4 per cent in 
the value of Canadian awards from the 1977 figures as a result of the 
impact of the foreign content of the turbine generator awards for Dar- 
lington and Atikokan. However, the Canadian content of these turbine 
generators was the highest of any offered in the bids considered. 


In general, the availability of materials remained excellent, with some 
improvement in delivery times. There were moderate increases in the 
costs for domestic goods during 1978, while the decline of the Canadian 
dollar resulted in significant increases in the cost of foreign products. 


STAFF 


Ontario Hydro continued its efforts to achieve higher performance in 
employee and public health and safety during 1978. 


The senior management committee on safety, The Safety Policy 
Committee, issued a revised general safety policy statement, established 
a corporate performance standard with respect to occupational fatalities, 
and arranged for a new system of employee representatives input to 
safety policy. Despite these initiatives, Hydro’s health and safety record 


Staff Ze 


remained about the same as that achieved in 1977. There were five 
occupational fatalities in the year for a fatality rate of 11 per 100 mil- 
lion manhours — the same as in 1977. The overall corporate disabling 
injury rate was seven lost-time injuries per million manhours worked, 
and the medical attention frequency injury rate was 36 per million 
manhours — the same as 1977. 


A high standard of performance in radiological safety was again 
recorded in 1978, with no occupational or public fatalities or injuries 
due to exposure to radiation in the nuclear program. The control of 
Polychlorinated Biphenyls (PCBs) received considerable attention. A 
corporate policy on the use of PCBs by Ontario Hydro was issued; 
assistance was provided to municipal utilities and the Fire Marshal’s 
Office in the safe handling of this toxic agent. A corporate research 
and development program was initiated for total destruction of PCBs. 
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FINANCE 


Financial Review 


Ontario Hydro’s 1978 operating results showed a decline in net income 
as compared with 1977. Net income for 1978 was $147 million as 
compared with $194 million in 1977. In 1978, however, income was re- 
duced by an extraordinary charge of $21 million which arose from the 
cancellation in April, 1978 of two of the four oil-fuelled generating 
units then under construction at Wesleyville. 


Total 1978 revenues of $2,268 million exceeded amounts allowed within 
the spirit and intent of the Anti-Inflation program by $130 million. 
These excess revenues, together with interest, will be applied to reduce 
customers’ bills in 1979. 


Revenues from sales of primary power and energy in 1978 were $1,979 
million, 13 per cent higher than the previous year. This increase result- 
ed mainly from higher rates and to a lesser extent, increases in the 
volume of sales. 


Revenues from sales of secondary energy in 1978 amounted to $289 
million, $79 million or 38 per cent higher) than: in 19/7. ;iue 
greater demand for secondary energy by United States utilities and 
higher rates accounted for the increase in 1978. 


Total costs, excluding financing charges and the extraordinary item, 
were $1,421 million in 1978 compared to $1,250 million in 1977, an 
increase of 14 per cent. Operation, maintenance and administration 
costs were higher by $88 million as a result of increases in wage and 
salary rates, staff levels, prices paid for materials and services, and in- 
cluded $15 million for the costs of mothballing the second half of Bruce 
Heavy Water Plant ‘‘D’’. Fuel used for electric generation increased by 
$45 million in 1978 because of higher prices and volumes. Power pur- 
chased was higher by $22 million mainly as the result of increases in 
prices, partially offset by lower volumes purchased. Charges for energy 
produced by generating units during commissioning amounted to $22 
million in 1978. Depreciation costs rose $49 million in 1978 to $265 
million, mainly as the result of units being placed in service at Bruce 
and Nanticoke generating stations. 


Interest expense increased in 1978 by $112 million. This represents an 
increase of 27 per cent over 1977 and is primarily the result of new 
borrowings during the year together with interest payments on foreign 
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bonds being made at higher rates of exchange. The foreign exchange 
losses of $29 million in 1978 were comprised of a loss of $48 million 
partly offset by foreign exchange gains from redemption and translation 
of foreign monetary assets and liabilities. The $48 million loss resulted 
from Ontario Hydro calling, on November 6, 1978, a 7.75 per cent 
bond issue of 150 million Swiss francs due in 1980. This issue was re- 
financed by a note of the same amount payable to a Swiss bank bearing 
interest at the rate of 2.625 per cent and with the same maturity date. 
If the refinancing had not taken place, the exchange loss would nor- 
mally have been charged to operations in 1979. However, in order to 
obtain the benefit of a lower interest rate the bond issue was refinanced 
in 1978, with resultant savings in interest of approximately $10 million 
over the period to maturity in 1980. 


The amount of net income appropriated for debt retirement as required 
by The Power Corporation Act, increased by $15 million in 1978 to 
$113 million. $34 million of net income was also appropriated for the 
‘stabilization of rates and contingencies as compared to $95 million in 
eo J]. 


Net additions to fixed assets in 1978 were $1,652 million, increasing 
fixed assets in service and under construction to $13,200 million. Major 
capital expenditures in 1978 included $902 million for generation 
facilities, $240 million for transmission facilities, and $256 million for 
heavy water plants and facilities. The major expenditures for generating 
stations were $296 million at Pickering G.S., $263 million at Bruce G.S., 
$103 million at Wesleyville G.S., and $101 million at Thunder Bay G.S. 
At December 31, 1978 the costs of fixed assets in service and under 
construction were: 


Under 
In-Service Construction 
Cost Cost 
Asset Classification $ million $ million 
rte PALO LACtIMICS fy Ase ee AE clerks ee 5,894 2EEO6 
Mransmission facilities ............<2%4 Dea Va Eat 379 
Retail distribution facilities’. ........... 741 4 
Heavy water production facilities ........ 368 1,094 
Administration and service facilities ...... 435 18 
ea RM a a a I a ie et ee 
Te ree eg en el 9,549 Broo 


26 Finance 


Funds provided from operations during 1978 were $433 million while 
net borrowing provided $1,235 million. Compared to 1977, these in- 
creased by $24 million and $261 million respectively. In addition, in- 
creases in accounts and interest payable amounted to $150 million in 
1978. 


Proceeds from issues of long-term bonds, notes and other long-term debt 
during 1978, totalled $1,847 million comprising: Canadian currency 
issues of $800 million, issues in United States currency of $825 million 
(Can. $931 million), a note of 150 million Swiss francs (Can. $106 mil- 
lion) and $10 million of capitalized lease obligations. Retirement of 
long-term debt during the year amounted to $357 million, an increase 
of $79 million over 1977. The average coupon interest rate of bond 
issues in 1978 was 9.3 per cent, as compared to an average rate in 1977 
of 8.8 per cent. Short-term notes outstanding at year-end amounted to 
$25 million, a decrease of $20 million from 1977. 


Major applications of funds, in addition to the expenditure of $1,652 
million on fixed assets, were increases in fuel, materials and supplies of 
$65 million, increases in advance payments for fuel supplies of $46 mil- 
lion, and increases in accounts receivable and other assets of $45 million. 
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AUDITORS’ REPORT 


We have examined the statement of financial position of Ontario Hydro as at December 
31, 1978 and the statements of operations, reserve for stabilization of rates and contin- 
gencies, equities accumulated through debt retirement appropriations and changes in 
financial position for the year then ended. Our examination was made in accordance with 
generally accepted auditing standards, and accordingly included such tests and other 
procedures as we considered necessary in the circumstances. 


As explained in notes 5 and 13 (a), the second half of Bruce Heavy Water Plant “D” and 
the Wesleyville Generating Station have been deferred and it is not known when these 
assets will be used; and, as explained in note 13 (b), decisions have been deferred con- 
cerning the construction program on the first half of Bruce Heavy Water Plant “D” and 
on the Bruce ‘“‘B”’, Darlington and Atikokan generating stations. 


In our opinion, subject to the effect, if any, on the financial statements of the ultimate 
resolution of the uncertainties discussed in the preceding paragraph, these financial 
statements present fairly the financial position of Ontario Hydro as at December 31, 1978 
and the results of its operations and the changes in its financial position for the year then 


ended in accordance with generally accepted accounting principles applied on a basis 
consistent with that of the preceding year. 


Toronto, Canada CLARKSON, GORDON & CO. 
March 12, 1979 Chartered Accountants 
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The accompanying financial statements have been prepared by management in ac- 
cordance with accounting principles generally accepted in Canada, applied on a 
consistent basis. Because a precise determination of the carrying values of some 
assets and liabilities is dependent upon future events, the financial statements 
necessarily include estimates and approximations. These have been made using care- 
ful judgement and in the light of information available up to March 12, 1979. The 
financial statements, in management’s opinion, have been properly prepared within 
reasonable limits of materiality and within the framework of the accounting policies 
summarized below. 


Fixed assets 


Fixed assets include power supply facilities (generation, transmission and distribu- 
tion); administration and service facilities (land, buildings, transport and service 
equipment); and heavy water production facilities. 


The cost of additions and replacement of component units is capitalized. This cost 
includes material, labour, engineering, and overhead costs for administration, pro- 
curement and other services that are considered applicable to the capital con- 
struction program. In addition, the net cost of commissioning generating units is 
capitalized. This net cost represents the cost of material, labour, fuel and applicable 
overheads associated with the start-up, testing, and checking into service of gener- 
ating units, lers the value attributed to energy produced by units during their 
commissioning period. The commissioning period extends from the date of the 
initial start-up and testing of generating units to the date they are placed in service 
with an acceptable operating reliability. 


In the case of nuclear generation facilities, cost also includes the cost of heavy 
water purchased and produced. The cost of producing heavy water includes the 
direct costs of production, applicable overheads, interest, and depreciation of the 
heavy water production facilities. 


Interest is capitalized on construction and commissioning costs at effective annual 
rates of 9.9 per cent in 1978 and 9.4 per cent in 1977. These rates approximate the 
average cost of long-term funds borrowed in the years in which expenditures have 
been made for fixed assets under construction. Interest is capitalized on land costs 
during the construction and commissioning period; interest is not capitalized on 
land held for future use. 


If a project is cancelled, all costs, including the costs of cancellation, are written off 
to operations. If a project is deferred after construction has started, mothballing 
costs associated with the deferment are charged to operations. Interest is not cap- 
italized on deferred projects during the period of their deferral. 


For normal retirements, the cost of assets retired is charged to accumulated 
depreciation with no gain or loss being reflected in operations. For unusual or — 
premature retirements, the gains or losses on assets retired are reflected in oper- — 
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ations. For all retirements, the costs of removal, less salvage proceeds, are reflected 
in current operations as an adjustment to depreciation expense in the year of retire- 
ment. 


Depreciation 


Since January 1, 1971, all additions to fixed assets and the net book value of 
thermal-electric generating stations in service at the end of 1970 have been de- 
preciated using the straight-line method. All other assets in service at the end of 
1970 continue to be depreciated on the sinking fund method. Depreciation rates 
for the various classes of assets are based on the estimated service lives, which are 
subject to periodic review. The service lives of major asset classes are: 


Generation facilities—Hydro-electric 50 to 100 years 

—Thermal-electric 30 years 
Transmission and distribution facilities 25 to 50 years 
Administration and service facilities 5 to 60 years 
Heavy water production facilities 20 years 


Since 1971, the costs of minor deferred projects have been amortized on a straight- 
line basis. Commencing in 1979, the costs of major deferred projects will be 
amortized on a basis yet to be determined. 


Nuclear agreement — Pickering units 1 and 2 


Ontario Hydro, Atomic Energy of Canada Limited and the Province of Ontario are 
parties to a joint undertaking for the construction and operation of units 1 and 2 of 
Pickering Nuclear Generating Station, with ownership of these units being vested in 
Ontario Hydro. Contributions to the capital cost by Atomic Energy of Canada 
Limited and the Province of Ontario amounted to $258 million and these have been 
deducted in arriving at the value of fixed assets in service in respect of Pickering 
units 1 and 2. Ontario Hydro is required to make monthly payments until the year 
2001 to each of the parties in proportion to their capital contributions. These pay- 
ments, termed “‘payback”’, represent in a broad sense the net operational advantage 
of having the power generated by Pickering units 1 and 2 as compared with coal-fired 
units similar to Lambton units 1 and 2. 


Commissioning energy 


Revenues from the sale of power and energy include revenues from energy produc- 
ed by generating units during the commissioning period. A charge is included in the 
cost of operations for the value attributed to the energy produced during the 
commissioning period. This charge is equivalent to the operating and fuel costs of 
producing the same quantity of energy at generating units displaced because of the 
commissioning activity. | 
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Appropriations from net income 


Under the provisions of The Power Corporation Act, the price payable by customers 
for power is the cost of supplying the power. Such cost is defined in the Act to in- 
clude the cost of operating and maintaining the system, depreciation, interest, and 
the amounts appropriated for debt retirement and stabilization of rates and con- 
tingencies. 


The debt retirement appropriation is the amount required under the Act to ac- 
cumulate in 40 years a sum equal to the debt incurred for the cost of the fixed assets 
in service. The appropriation for or withdrawal from the stabilization of rates and 
contingencies reserve is an amount established to maintain a sound financial position 
and to stabilize the effect of abnormal cost fluctuations. 


Foreign currency translation 


Long-term debt payable in foreign currencies is translated to Canadian currency at 
rates of exchange at the time of issue. Current monetary assets and liabilities, in- 
cluding long-term debt payable within one year, are adjusted to Canadian currency 
at year-end rates of exchange. The resulting translation gains or losses, together 
with realized exchange gains or losses, are credited or charged to operations. 


Advance payments for fuel supplies 


As part of its program to ensure the adequate supply of fuels for its generating 
stations, Ontario Hydro has entered into long-term contracts for the supply of coal, 
oil and uranium. Where these contracts require Ontario Hydro to make payments in 
advance of product delivery, the prepayments and associated costs such as interest 
are carried in the accounts as advance payments for fuel supplies. These advance 
payments are to be amortized as part of the cost of the fuels delivered under the 
contracts or are to be recovered over periods which do not exceed the life of the 
contracts. 


Pension and Insurance Plan 


The Pension and Insurance Plan is a contributory, defined benefit plan covering all 
regular employees of Ontario Hydro. The pension costs for each period include 
current service costs and amounts required to amortize any unfunded obligation. 
The most recent actuarial valuation of the pension plan, at December 31, 1977, re- 
ported an unfunded obligation of Ontario Hydro of approximately $133 million. 


Of this amount: 

e $87 million, representing accumulated experience deficiencies and deficits 
resulting from changes in actuarial assumptions, was amortized in 1978 on a 
five year basis. Commencing on January 1, 1979, it is intended to amortize these 
deficiencies and deficits on a fifteen year basis; accordingly the remaining 
balances at December 31, 1978 will be amortized over the years 1979 through 
1992. This change will reduce the amortization for 1979 by approximately $15 
million. 

e $46 million, representing an unfunded liability with respect to improved bene- 
fits, is being amortized on a fifteen year basis to 1991. 
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STATEMENT OF OPERATIONS 
for the year ended December 31, 1978 


REVENUES 


Primary power and energy 
Municipal utilities 
Retail customers 
Direct customers 
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Secondary power and energy 


Less excess revenues (note 1) 
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COSTS 


Operation, maintenance and administration 
Fuel used for electric generation 
BEET DULCIaSCU= eet tiien 2 RSE cle hu do a lel eee 
Nuclear agreement — payback 
Commissioning energy 
Depreciation 
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INCOME BEFORE FINANCING CHARGES 
AND EXTRAORDINARY ITEM 
Interest (note 2) 
Foreign exchange losses (gains) (note 3) 
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INCOME BEFORE EXTRAORDINARY ITEM ... 
Extraordinary item (note 4) 
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NET INCOME 
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APPROPRIATION FOR: 
Debt retirement as required by The Power Corpor- 
ation Act 


© (6 ues @ e40..6 (© 30, 8 <6 lee ce o,>10 s0)/ 0: @ @ 0 Lee) .@) (e. +6: (e160 


See accompanying summary of significant accounting 
Dolicies and notes to financial statements. 


1978 
$’000 


2 Or, 
442,224 
261,816 

1,979,147 
288,533 

2,267,680 
1305292 

2131388 


501,800 
487,037 
97,949 
46,936 
21,866 
265,060 
1,420,648 


716,740 
519,449 

29,346 
548,795 


167,945 
20,500 


147,445 


113,446 
35.994 


147,445 


ot 


eae iY 
$’000 


1,108,099 
407,382 
243,560 

1,759,041 
210,046 

1,969,087 
122,093 

1,846,994 


414,307 
441,902 
75,842 
49,643 
S252 
213,601 
1,249,617 


Sel 
407,552 


(3,724) 
403,828 


——— 


193,549 


193,549 


98,078 
95,471 


193,549 
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STATEMENT OF FINANCIAL POSITION 


ASSETS 
1978 1973 
$000 $006 
FIXED ASSETS 

Fixed Assets in servicer al COSt ee et es tn cPoruene ee 9,549,008 8 423,17: 
Less-accumulated-depreciation 2 fo... ns ls ee ee 1,859,391 1,607 ,06° 
7,689,617 6,816,106 
Fixed assets under construction, at cost (note 5) ...... 3,651,344 3,137,388 
11,340,961 9,953,978 

CURRENT ASSETS 
Cash and short-term investments (note 6) ........... 692,884 447,97. 
ACC ORIMESSTECOLV AICO ih. nat eo reagent eta a) nies 254,785 256,03: 
Fuel:for electricegeneration, at cost... 2... ..s.-.5.. 409,781 357, 5@ 
Materials ;andssupplies:at.costi#:2. 4. . cess ee L229 99 2m 
1,469,579 1,160,78 
OTHER ASSETS | 
Advance payments for fuel supplies (note 7) ......... 140,703 95,077 
Lonetermminvesiments:(oterG os. ai. = oe reteset achat eS 68,62: 
Unamortizedsdebt discount and:expense.. 2.55%) 2 5.5% 105,635 91,00: 
Long-term accounts receivable and other assets ....... 46,073 16,17: 


351,966 270,876 


13,162,506 11,385,639 


pba Rett 


See accompanying summary of significant 
accounting policies and notes to financial statements. 


Finance 


\S AT DECEMBER 31, 1978 


LIABILITIES 
1978 
$000 
OONG-TERM DEBT 
Bids ana notes payabie:(note 9 =r = Se 10,129,119 
BaciOne-temm vedi note LO) Peanet > cbeicseles. owe 2 os 269,556 
10,398,675 
Becpayabie Within One-year... ss op oe ee bers 8 L792 
10,226,763 
URRENT LIABILITIES 
mounts payable and accrued charges ............., 512,843 
mort-term notes payable ......... pe cer mee at ck rt 25,415 
MISC CSITIVE TEST. see fe che Neh hd, oA tg cee pA felony ie, 
ong-term debt payable within one year ............ IFO Ga) HD 
mecss revenues payable (note 1)... ./..5.......-.. 132,544 
Stimated liability on cancellation of capital 
Mie GUSUIUCUIONDIGIOCESs A eich oe es ok Ah de ae 1660/7 
1,132,950 
QUITY 
quities accumulated through debt retirement 
BE RALIONS etre ds cc oh ee ee ee ee, Uae ee 1,391,181 
eserve for stabilization of rates and contingencies .... . 284,917 
ontributions from the Province of Ontario as assistance 
Bee arc Onstruction .-*.4,rp.feetaet ches cee a ea os 126,695 
| 1,802,793 
13,162,506 
h behalf of the Board 
B. Taylor D.J. Gordon 
President 


airman 


ronto, Canada 
uch 12, 1979 
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1977 


$’000 


8,640,531 


208,252 


8,908,763 


229 10 
8,695 853 


428,086 

44,935 
217,647 
2L2910 


}22,093 


7,348 


—_— 


1,033,019 


1,279,667 
250,401 


126,695 
1,656,763 


11,385,635 
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RESERVE FOR STABILIZATION 
OF RATES AND CONTINGENCIES 
for the year ended December 31, 1978 
oplitiety oe gee 


Held for 
the benefit Held for the benefit of 
of all (or recoverable from) 
customers certain groups of customers Totals 


SS eee 


Munici- ’ Retail Direct 
palities Customers Customers 1978 197 
$7000 $’000 $7000 $7000 $7000 $’001 
Balances at beginning 
OL Veabhen arr e ee tmors. 288,214 1,144 (32,324) (6,633) 250,401 155,02 
AppropMailone ys io cme 31825 104 (988), 3,058 "33,999" 95-48 


Deficit recovered from 
municipalities on 


ane RAvLOUS an ite etree (130) = io — 621 
Payment to Ontario Municipal 
Electric Association (note 11) — (104) — — (104) (9 


St a Be eee 


Balances at end of year.... 319,909 1,144 (32,561) (3,575) 284,917 250,40 
eo Se ee ee eee 


EQUITIES ACCUMULATED THROUGH 
DEBT RETIREMENT APPROPRIATIONS 
for the year ended December 31, 1978 


a ae 


Power District Totals 
(Retail and 
Municipalities Direct Customers) 1978 199 
$000 $000 $000 $0 
Balances at beginning of year..... 881,022 398,645 1,279,667 1,181,5 
Add: 
Debt retirement appropmiation. . . Tiss Bien Vue uiee tes. 113,446 98,0 
Annexation transfers and refunds . 11-041 (12-973) (1,932) 
aieaety Aarhet ies ee) ee A a eee 
Balances at end of year......... 967,921 423,260 1,391,181 1,279,6 


—————————————————————————————— 
See accompanying summary of significant accounting 
policies and notes to financial statements. 


Change in Financial Position 


STATEMENT OF CHANGES IN FINANCIA 


POSITION 


for the year ended December 31, 1978 


OURCE OF FUNDS 
erations 

mcome before extraordinary item. :......4.-2...... 
Depreciation, a charge not requiring funds 

in the current year 


On 0)? On Oe) -6 0) 814.0118 16 “64 8 Os, 0. 8 8) 0) 6 6 Se ‘ere 


inancing 
Long-term debt 
Bonds, notes and other 


Bone-term debtissued.......... sa 1 5846,530 
Messsrelireiientse. . tec te eer eee 356,618 
1,489,912 
Short-term notes payable — (decrease) ... (19,520) 
Cash and investments — (increase) 9.2. 0108 (235,843) 


icrease in excess revenues payable (note 1) 


icrease in accounts and interest payable 
cluding estimated liability on cancellation of 
eee construction projects 4x 2 fe. ca os ice e's tees 


PPLICATION.OF FUNDS 
Bmadditions to fixed assets... o. 0’. ee ee eee we 
crease in advance payments for fuel supplies 
crease in fuel, materials and supplies ............. 
crease in accounts receivable and other assets 
xtraordinary item (note 4) 


oO. ore. (oF 0.6: ie .oF el! 6 o> 60 ‘6 ‘eee. 0 0 


| 
‘€ accompanying summary of significant accounting policies 


id notes to financial statements. 


| 
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1978 
$’000 


167,945 


265,060 


eS betel 


433,005 


1,234,549 
10,451 


149,998 


1,828,003 


1,652,043 
45,626 
65,137 
44,697 


20,500 
1,828,003 


=) 


AST 
$’000 


193,549 


215,601 


ee hes 


409,150 


1,406,720 
276,655 

1,130,065 
(83,805) 
(71,961) 


974,299 
122,093 


100,133 
1,605,675 


1,413,120 
57,169 
77,947 
57,439 


1,605,675 
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NOTES TO FINANCIAL STATEMENTS 
1. Anti-Inflation program 


Ontario Hydro was subject to the guidelines under the Federal Anti-Inflation pro- 
gram in the matter of employee compensation to December 31, 1978, the date on 
which the program terminated. Management is of the opinion that Ontario Hydro has 
complied with the requirements of the anti-inflation legislation. 

Ontario Hydro has also been required by the Province of Ontario to conform with the 
spirit and intent of the Federal Anti-Inflation program as it applied to net income. As 
a result of higher than anticipated secondary revenues and lower than anticipated 
costs, the Corporation had excess revenues in 1977 and 1978. Of the 1977 excess 
revenues of $122 million, $120 million, together with interest, was applied to reduce 
customers’ bill in 1978. The 1978 excess revenues of $130 million and the 1977 
remaining balance, together with interest, will be applied to reduce customers’ bills in 
170: 


2. Interest 


7 1978 1977 
Interest costs consisted of: $7000 $’000 
Interest on bonds, notes and other debt.........--- 899 81%" 1535258 
Less: 
Interest capitalized on fixed assets under construction . 298: 7T7TE 279 498 
Interest charged to advance payments for fuel supplies 5,348 4,132 
Interest earned on short-term and long-term 
INVEStIACTLE Siete eae ect ere ack, ark etre 70,457 56,874 
Net gain on redemption of bonds and sale of 
TRVESLITICU TS pote abt shinee acne od centr Hey 5,209 
380,368 345,699 


3. Foreign exchange losses (gains) 


1978 1979 

Foreign exchanges losses (gains) consisted OL $000 $000 
Net exchange (gain) on redemption and translation 

of foreign monetary assets and liabilities ........- (18,932) (3,724 

Exchange loss on refinancing of Swiss bond issue. . . . . 48,278 = 


4. Extraordinary item 


In February 1978 the Board of Directors initiated a review of the construction pro 
gram, following receipt of a revised load forecast projecting a substantially lower rate 
of growth than previously forecast. As a consequence of this review, two of the fou 
oil-fuelled generating units then under construction at Wesleyville were cancelled. Th 
cost of cancellation of these two units is $20.5 million which has been recorded as a! 
extraordinary charge against income in 1978. (See note 13(a) for the subsequent de 
farral af construction of the remaining two units.) 


). 


i 
i 
f 


Notes to Financial Statements a 


Fixed assets under construction 
1978 1977 


Fixed assets under construction consisted of: $’000 $’000 
COOSEMEHOMEM SD UOCLOSS oa. ce, “he. tances. baat cece: 3,463,543 3,076,852 
DERE CUMOEOIeC LS een wind ee eet AO Pee ah 124,542 7,963 


ancohetdtor Puturesistcsn oes nn oe ee 63,259 ee Sy 


3,651,344 3,137,872 


In December 1978, the Board of Directors, following receipt of a report on the status 
of Bruce Heavy Water Plant “D” and on the heavy water supply and demand situation, 
approved a program to stop construction and store the components of the second half 
of Bruce Heavy Water Plant “D” and restrict expenditures accordingly. Capital ex- 
penditures of $120 million incurred on the second half of this plant were transferred 
to deferred projects on December 31, 1978. Approximately $10 million will be spent 
to bring construction of this half to a point where it can be safely mothballed and 
stored. Mothballing costs associated with deferment of this half, estimated at approx- 
imately $15 million, were charged to 1978 operations. It is uncertain at this time when 
the second half of the plant will be used. (See note 13(b) for the subsequent decision 
relating to the first half of Bruce Heavy Water Plant “D”’.) 


Cash and short-term investments 


Cash and short-term investments are recorded at cost 1978 Lond 
(approximately market value) and consisted of: $000 $000 

Cash and interest bearing deposits with banks and 
ECUSUS QUA TICS Seca esr noe men teagan ses Pe a Ff 595,929) 296.528 
POTpOraLe DONUS an UNOLeS iter. ore ru... cieeac rset: 77,074 82,930 
Government and government-guaranteed bonds..... . 19.881 68,515 
692.884 447.973 


Advance payments for fuel supplies 


Belo Sate ne SLOT 
The advance payments consisted of: $000 $000 
SGdLSUDD I Waree ere pone At, ohn ours ere chase tnt 69,181 58,589 
BEATMIUIY SUPDIVer ur. < Vk Gs. eee ee Sse fe T1522 _ 
csi ialaticn Ol SUppLyamen A itueiy Gelie SANT «or ee, — 36,488 
140,703 95 OF] 


' Based on present commitments, additional advance payments for fuel supplies, exclud- 


| ing interest, will total approximately $541 million over the next five years (including 


_ approximately $151 million in 1979). 
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8. Long-term investments 


These investments are recorded at amortized 


cost and consisted of: 


Government and government-guaranteed bonds. ....- 


1978 197% 
$7000 $’000 
SEZSSE: 68.623 


Market value of these investments at December 31, 1978 was $46 million. 


(1977 — $58 million) 


9. Bonds and notes payable 


Bonds and notes payable, expressed in Canadian dollars, are summarized by years 0: 
maturity and by the currency in which they are payable in the following table: 


1978 


LO 


Seale be bere ene LOT Te eee 
Weighted 


Average Principal Weighted 
Coupon Rate outstanding Average 
$’000 Coupon 


204,131 


Years Principal outstanding 
of maturity $000 

Canadian __ Foreign Total 
1978 ~ -- - 
1979 141,106 20,242 161,348 
1980 113,050 227,056 340,106 
1981 238,068 94,473 332,541 
1982 206,434 183,787 390,221 
1983 (156 207.0 ble 9267 
1-5 years 870,414 733,069 1,603,483 
6-10years 346,284 796,071 1,142,355 
11-15years 230,761 240,494 471,255 
16-20 years 995,389 414,967 1,410,356 
21-25years 1,183,668 652,562 1,836,230 


26-30years 1,536.37 


151,759 
230-18) 
302,697 
455,180 


13370392 
1,212,890 

614,870 
Jelao fos 
1,932,226 
2,356,240 


Ft eet Senet 


1,536,373 2,129,067 3,665 440 
5,162,889 4,966,230 10,129.1192 


Currency in which payable 


Canadian dollars 0.0... =e 5,162,889 
United States dollars ......... 4,679 ,236 
West German Deutsche marks . 124,055 
Suvissfranoet Cascanekn aeteare eee 162,939 

10,129,119 


8.640.531 


4,555,260 
3,842,686 

127,924 
_114,661 
8,640,531 


Bonds and notes payable in United States dollars include $3,420 million (1977- 
$2,651 million) of Ontario Hydro bonds held by the Province of Ontario and havin 
terms identical with Province of Ontario issues sold in the United States on behalf o 
Ontario Hydro. Except for these issues and a note of $106 million payable in Swis 
francs, all bonds and notes payable are guaranteed as to principal and interest by th 


Province of Ontario. 


i 


Notes to Financial Statements ao 


Long-term bonds and notes payable in foreign currencies are translated into Canadian 
currency at rates of exchange at time of issue. If Ontario Hydro were to translate the 
face value of its foreign bonds and notes payable at rates of exchange on December 31, 
1978, the total amount of these liabilities would have to be increased by $873 million. 


. Other long-term debt 


Other long-term debt consisted of: 


(a) The balance due to Atomic Energy of Canada Limited 
for the purchase of Bruce Heavy Water Plant ‘A’. Under 
the purchase agreement, Ontario Hydro pays equal monthly 
instalments of blended principal and interest to December 
28, 1992, with interest at the rate of 7.795% 


(b) Capitalized lease obligation for the head office building 
at 700 University Avenue, Toronto. The lease obligation is 
for the 30-year period ending September 30, 2005, payable 
in United States dollars at an effective interest rate of 8%. . 


(c) Capitalized lease obligations for transport and service 
equipment. Under these agreements, payments of equal 
monthly instalments of blended principal and interest will 
be made to 1988, at effective interest rates ranging from 
6.8% to 10.4% 


OF S408: 0! TO" <6 0) Ley ee) ee 8 161 Oe Oe) wh woe OS) Lene: ie) eo fm hel ee 


1978 
$’000 


216,184 


43 457 


pag) 
269,556 


Rea) 


$’000 


224,486 


43,746 


268,232 


Payments required on the above debt, exclusive of interest, will total $61 million 
over the next five years. The amount payable within one year is $10.6 million. 
(1977 — $8.8 million) 


. Payment to Ontario Municipal Electric Association 


The amount of this payment is equivalent to interest on the balance held for the 
benefit of Municipalities in the Reserve for Stabilization of Rates and Contingencies. 


. Reclassification of 1977 amounts 


In prior years, 

(a) foreign exchange gains or losses were included in interest costs; and 

(b) the revenues from primary power and energy were not detailed by class of 
customer. To be consistent with the 1978 presentation, 1977 amounts have been re- 
classified in the Statement of Operations. 


. Subsequent events 


(a) At its meeting on February 12, 1979, the Board of Directors approved a load 
forecast which predicted an average annual compound growth rate to 1987 of 4.65% 
which is lower than the 5.4% previously forecast. As a result of this revision, the 
Board of Directors decided to stop construction and store the components of Wes- 


_ leyville generating station until the early 1990’s. Capital costs of $192 million had 
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been incurred to December 31, 1978 and approximately $45 million will be spent to 
bring construction of the project to a point where it can be safely mothballed and 
stored. Mothballing costs associated with this deferment, which are estimated to be 
approximately $35 million, will be charged to 1979 operations. 

It was further decided to review the possibility of a deferment or cancellation of the 
coal-fired Atikokan generating station and an extension of the construction schedules 
for the Darlington and Bruce “B” nuclear generating stations. 


(b) At its meeting on March 12, 1979, the Board of Directors decided, pending add- 
itional study, to defer any further decisions on the Bruce “‘B” and Darlington nuclear 
generating stations, the Atikokan coal-fired generating station and the first half of 
Bruce Heavy Water Plant “D” until its April 1979 meeting. Capital costs totalling 
$313 million had been incurred to December 31, 1978 on these generating stations 
and $200 million on the first half of Bruce Heavy Water Plant “D”’. 


Pension and Insurance Fund 


PENSION AND INSURANCE FUND 
STATEMENT OF ASSETS 
as at December 31, 1978 


41 


1978 1977 
$7000 $’000 

Fixed income securities 
Government and government-guaranteed bonds......... 159,271 130,468 
Corporate DONS aces wierd ee es eo ts ne Paes 131,069) 77119565 
BiPSEOM Rapes ork roe son pe sca ee eee gaa UR Ste ee. 287,377 248,460 
Total fixed income securities............. i ide erent. 577,717 498,493 
Equiti¢s==-corporate shares 305 eee Pe ee ek a ee 262,404 271,466 
Cash and short-term investments ......6.....0...000-05. 124,295 27,578 
AGielotaltinvestments)..y ee Wek) Rel ut 964,416 797,537 
Accruediinterest and ‘dividends;.. 92.1. 6 ae es eee 11,827 10,488 
Receivable-from-Ontario: Hy dros, 3.23. teas 6. Seat ele tld 1,786 11,499 
978,029 819,524 


Notes: 


1. The most recent actuarial valuation of the pension plan, at December 31, 1977, re- 
ported an unfunded obligation of Ontario Hydro of approximately $133 million. Of 


this amount: 


e $87 million, representing accumulated experience deficiencies and deficits 
resulting from changes in actuarial assumptions, was amortized in 1978 on a five 
year basis. Commencing on January 1, 1979, it is intended to amortize these 
deficiencies and deficits on a fifteen year basis; accordingly the remaining 
balances at December 31, 1978 will be amortized over the years 1979 through 
1992. This change will reduce the amortization for 1979 by approximately $15 


million. 


¢ $46 million, representing an unfunded liability with respect to improved bene- 


fits, is being amortized on a fifteen year basis to 1991. 


2. In the above statement of assets, bonds are included at amortized cost, first mortgages 
at balance of principal outstanding and shares at cost. Total bonds and shares at 
December 31, 1978 with a book value of $553 million had a market value of $576 
million (1977 book value $521 million — market value $510 million). 


Auditor’s Report 


(Pension and Insurance Fund) 


We have examined the statement of assets of The Pension and Insurance Fund of Ontario 
Hydro as at December 31, 1978. Our examination was made in accordance with generally 
accepted auditing standards, and accordingly included such tests and other procedures as 
we considered necessary in the circumstances. 


In our opinion, the accompanying statement presents fairly the assets of the fund as 
at December 31, 1978. 


Toronto, Canada 
March 12, 1979 


CLARKSON, GORDON & CO. 
Chartered Accountants 
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APPENDIX I—OPERATIONS 


The analysis of energy made available by Ontario Hydro on page 43 
shows for the Total System, the energy obtained from each major 
source in 1977 and 1978 and the related percentage changes in 1978. 
The table also shows the corresponding primary and secondary energy 
supplied in each year together with the percentage changes in 1978. 


The Table of Dependable Capacity and Primary Demand on page 43 
shows primary peak demand for the month of December and the 
dependable peak capacity of resources at that time. A separate table on 
pages 44 and 45 gives the dependable peak capacity and the December 
maximum output of major Ontario Hydro generating stations and of 
purchased power sources. Any comparison of total primary demand 
and resources should make allowance for the part of total primary 
demand that may be interrupted over the peak period under contracts 
accepted by the customer. In 1978 this was approximately 385 mega- 
watts. 


The dependable capacity of a hydro-electric generating station is the 
estimated output that an analysis of stream-flow conditions indicates 
the station is capable of producing 98 percent of the time. It can be ex- 
pected to exceed this output in 49 out of 50 years. Since the stations so 
rated are distributed on many widely separated watersheds and since all 
would not be simultaneously affected by stream flows, the amount by 
which the total hydro-electric generating capacity of the system exceeds 
the sum of the various station capacities represents the diversity in 
stream flow within the system. The dependable peak capacity of a 
thermal station is the net output of its fully commissioned units. 
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ENERGY MADE AVAILABLE BY ONTARIO HYDRO 


»tal System: 
snerated 


Nuclear 


‘ternal Resources 


Purchased 


tal Receipts from External Resources 


ytal Demand 


Sales 


Bees aye) 0) ese se) (ei 16: ‘elie @ 0. te ete) ie ese) ae} 8) te ey & “Scie: 


ey tein 35 Ween o. 'v +h e Se ce Hey = 10) 0 Tene, 6 6 te ere ~ 


©) a Telpatnue. 7e| alae, fe: Je 


SUES TE OR\eg S18. (Oke te jel lmi ce lie cle “6 Ne, (0. & feces: pie 


An Oiiaiaiey (eM elce! ws) 610), \odts Sel ial elie aw, ee: & tes 


or 
1977 Decrease 


24 488 171 
31 923 802 
33-546 444 
89 958 417 
11 544 104 

641 409 
12 185 513 
102 143 930 
92 854 691 


8 526 956 
762 283 


Increase 


28 966 056 
30 890 924 
35 833 989 
95 690 969 
9 862 893 

1 179 049 
11 041 942 
106 732 911 


9593721671 


10 392 872 
967 368 


)The data for energy received and delivered excludes circulating exchanges of 1 250 769 MW.h in 1977, and 188 815 MW.h in 1978 


DEPENDABLE CAPACITY AND PRIMARY DEMAND — DECEMBER PEAK 1977 AND 1978 


pendable Capacity 
neration 


| 
\ 


Besa teucst “er © ce (8: .0,@) he ele. ‘0. Ke 10. 6: wt fe: Ce, él cer tae “else (S's 


RAS SUN ke SEN ice ap iste Soe oon a 


CCS Sa een oe ee 


umror Deficiency... <..0% oe enka leh. oan 


DE ee ke nr 


‘io of Reserve or Deficiency to 
Primary DEM And: seg eee ee aes ee 


21 031.8 

315.1 
21 346.9 
5 670.1 
15 676.8 


36.2 


TOTAL SYSTEM 


22 481.2 
364.2 
22 845.4 
7 123.0 
15 722.4 


45.3 


| Capacities shown are those available for a 20-minute period at the time of the system Primary Demand peak in December, the 
‘acity of the purchased power sources being based on the terms of the purchased contract. The Primary Demand shown is the 
imum peak for December. Some part of the System Primary Demand is subject to interruption over the peak in accordance with 


\| 


| terms accepted by the customers, the total possible load subject to such interruptions at the time of the December peak being 
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Power Resources 


ONTARIO HYDRO’S TOTAL RESOURCES — 1978 


Location Nuclear Generating Stations 

Kincardine Bruce eae cect Cae G. bieene romencedes cay’oh sora sie) siueute 
Pickering Pickering open = tie on cusiewoten- es deubuceeiee ye ole 
Rolphton Nuclear Power Demonstration 


Total Nuclear Generation ........---.--+-+:> 


Fossil Generating Stations 


Windsor JuClarkewKelthur a cask. he ets b e eme sete ta cee tae = 
Toronto Richardils Hearnisesis as Cae ea ceatal nor wery 
Mississauga Tiakeviews cus povcteest.s ee cesta ae eee ai(e Sus cerns 
Courtright I Gehenlolca) Wate acres ae orcas chquonr dhe wpa, clot tac 
Nanticoke Nanticoke eee os foe eoielne eek ua ten i aie eerste ene: 
Kingston DCMT ON ecuccescn Rais: Td ea ee yo tee tesy ter i ae 
Thunder Bay ThundemBay eer ect) deere 
Combustion Turbines and Diesel-Electric ....... 
Total Thermal Generation. ......-...--++--- 
River Hydraulic Generating Stations 
Niagara (3) Sir Adam Beck - NiagaraNo.1 ...-...-++----: 
Sir Adam Beck - NiagaraNo.2 ........--+---- 


Pumping - Generating Station......---.--- 
(2) aE Ontario Power ssicts ee cnet ee etn oro 
(Q\meMorontovPowenmnere ar ester canons 


Welland Canal DeCew FallsiNoy li 2 enn os er ae ee one 
DeC@ew RallssNow2 caine ie nee cere Renee 


Adjustment to Niagara River Stations to compensate 
for use of water by Ontario Hydro rather than by 
another producer. . 2... - 252-225 s225 aves 


St. Lawrence Robt H. Saunders ee Se SOR a ap cere waged n wer cae 
Ottawa Des Joachiniswey circ eee setae eee eerie dsr terreus 
Otto Holden .a .uccene. Ge csee. Scene aac) eects 
Chena eee 5 oa ss os he oe eho we 


Chat Falls (Ontatiothalf)p a. 6 ee ee 


Madawaska MountaintChutea.. 3.2 oe ene ete ice eee ere 
Barrett Chuteumerse ions ree ener tenet 
Stewartvillens rae ares ate te le het sha t= 
INTN SEO A co. whoo Baa Shas sepe a Oke Scie oNo une 


Abitibi (G)iepA DitibiCany.oningea eee eeee etele 
Otter Rapidssmma ett ete ee ees once 


Mississagi Aubrey: balls sts mice eles Mont nied ied) ies) ened 
Geo Wa Raynetaan. ete © ls sie eros een pee 
SES Cogent AG wy ne RARE eo ec cis (O eeR ner 


Mattagami Kipling sere cc) ce tr eee et tenm ne 2) aceite concerns 
Little Long eee ces eee © ee ots aos) (oreo 
Harmonie cieks cet eet mete ee atte ote ae a 


Montreal Bower Notch! au-wcucses = isiee teal eikee ice ae aiay silatestar 
Nipigon Pine Portage: cus) orses sy) semester te ea il 


Gameromballsic3.> . xm asees atau oe op suena anonne 
‘Alexandeic, erasnctacs, Beers tetera iio ree oe cones wake 


Annual Energy 
Output (Net) 
MW.h 


Dependable 
Capacity 
MW 


12 996 129 


879 241 


6 998 436 


2 097 929 
1 044 401 

690 692 
512 398 


298 933 
301 241 
310514 
148 905 


1 389 167 
764 487 


184,273 

26 498 
371 460 
203 018 


676 014 
598 205 
665 758 


356 131 


734 052 
504 806 
401 963 
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ONTARIO HYDRO’S TOTAL RESOURCES — 1978 


Dependable Maximum Annual Energy 
Capacity Output (Net) Output (Net) 
MW MW (1) MW.h 
River Hydraulic Generating Stations (Cont’d) 
English Caribourhalls @urraevatey eerie kee weet f 615 058 
Manitouy Fallscay er meiciee Sarit) Apa coeed 4 pena” A 463 631 
Kaministikwia Suvereb allsce se tat a ule cay ene dias yess eee rf 4 243 281 
Winnipeg Whitedogela lisa: wna a ore hoe en ie ie oer. AN bbe A A 467 187 
Aguasabon Agiiasaboniva caus mieeneae. la tomar. ee Mel nie Wir i A DSS) SEY) 
Various (3) Other Hydraulic Generating Stations.......... § 1135270 
(4) Adjustment for Diversity 

—HastSVSteiinmirann erecta nena tame on ae 

= WeStiSVSteiin crcmyetuny eek Rare i=) ait 

Totaly drauliciGeneration eee ee ee 

LotaliintemallGeneration es eee ee ee 


(3) 
(3) 


(5S) 
(6) 


(1) 


(2) 
(3) 
(4) 
(S) 


(6) 


Purchases 

Firm Purchases 

AEC Douglas: Pointys Mer r ae eerie oer ny ele pel ee i 4 468 503 
Hy droiQuebec wen e are Bama tore Sek Ee Ci ct ee n ee 2 750 000 
Manitabasydro een wp top hcsk ry ve a rece eer) lier striae Hl : 865 800 
GreaubakessPower Coy Chapleauswun a eee en : : 40 421 
Mattawa Electric Light and PowerCompany .................. 2 336 


DetroitsE@ ison seritr aya Geen eine ok, ete ed eee ee ng 0 
Niagarai\Mohawk eae tree anemia Na eat ae ee etek ee ee, 5 815 
Hy droiQuebe care w acm Ate een < canyn) ueh ARE, ey RE ous kon moe 4 933 544 
Manitoba ydrosqnwce age eae ee bee Orn tee ee 388 863 
Miscellaneous Ontatio}suppiicrsse amare ee 407 611 


Other Receipts 


Power Authority of the State of New York. .................. 758 895 
Hy droj@uebece waar fp eeeren Stoic awe e irae eae dye es 355 090 
ManitobayHy drovae ee ere NOMS VCORE ene oe ee ka lg 23 858 
Miscellancous\OntariojSupplicrsam see ieaie acne ee ne ee 37 062 


Inadvertent:Ctior:)/-c.d cere can arene” ome. Ty Fin a +4 144 


TotaliOthernReceiptsga ogee ees Me eeeaee vette es bake aa 1 179 049 
dotal/Receipts from External Resources...) 45.450 00 se ee : 11 041 942 
‘Rotal Demand tay cen stor Woe Lome rohd cae er eae ten a ee ORR ie 106 732 911 


The maximum outputs reported in this table are the 20-minute peak output for each plant during the month of December. Since 
the various maximum outputs do not coincide, their sum is not the Primary Demand Peak of the system. 


25-Hertz 
25- and 60-Hertz 
Adjustment to reconcile the sum of plant capacities with the calculated capacity of the system. 


Scheduled interconnection transactions other than purchases. These include electrical energy exchanges, carrier transfers, water use 
adjustments, generating unit rentals. 


The data for energy received excludes circulating exchanges. In 1978, this amounted to 188,815 Mw.h. 
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ANALYSIS OF 
by Ontario Hydro and Associated 


Sales By Associated 
Municipal Electrical 


Utilities 
Listed In 
Statement A 
Ultimate Use: kWh % 
Residential Service: 
Gontinuous Occupancys hs eas Acne a i ree ee ce oi 17,025,577,108 2am 
Intermittent Occupancy... <<. 2-2 oe ete peenen t Se a tte fe ee ee 
Total Sales Residential_Type Service .. 2... 2.5 1 0 ee ee ete ees 17,025,577;108 2am 
General Service (under 5,000 kw) 
EP EATIAR Veo ee se OR ee ie fen Pee vere Cote Tec emcees ate ss 31,645,398,787 53. 
CeCONGATY che eck. hee Rk heed) gee a, eek whe oer oe oe We Wey roe 
General Service (over 5,000 kW) 
ati kg RNP EG eo ge es rer ira = Cer gen eet 9,853,962,963 16. 
SS COOMCAALY 2) Ui hk Talk cath theta Couehca mas. 27 nearer oh SMS ate 
Bary eae ae do oe eh. bale oh ca (a) ooh a geet! fob eon mpAcgiers suas oe tails” Bien cue es eae 
Street Lightingoiac’ s+: oc cuits <eustuinsee + premature maining marae siete 630,757,605 
Total Enerey Sales’ fan crc Fae & eae oe Shey ete an ae aes 59,155,696,463 100. 
Adjustments: 
Distribution Losses & Unaccounted for .......-..-2++2 eee eee 2,383,175,768 
Generated by MEU srrigt rs eo cause ca & aie eu oer, SS see one (229,797,850) 
Purchased by MEU from sources 
otherthan Ontarid Hydia..). 3 2 6 ere ee Kase cede eens (24,480,000) 
Ontario Hydro Bulk Power Sales... 22. 22. 2 ee et ee ee es 61,284,594,381 
Supplied to Heavy Water Plant and 
Construction Projects — Ontario TAY RO ices at se ae ieee creeks | ae ee aoa ee 
Non-Sales- Dranstetstearncve oer eee hse el POP NE dG 5 us eee eeten ee A We cant tee mare aes 


Transmission Losses & Unaccounted for—O.H... 2... -- ee ee ee eft et ees 


Generated and Received by the Ontario Hydro... ...- 2-2 ee eee ef te tts 


*Excludes circulating — 188,815,400 kW.h 


ENERGY SALES 


Municipal Electrical Utilities During 1978 


Retail Customers 


kWh 


5 ,904,562,900 
431,715,700 


6,336,278,600 


4 428,738,500 


Serene.) 6) @ ‘ef je © « «« 


SME es 9) 70, ‘e410! 02 ee 16 


Pcs © @ @¢ © « © # Je 


2,105 ,581,500 
56,075,700 


12,926,674,300 


982,653,898 


cere «6 @° € Ke © @ 0 


ee ee ee ee ee er 


13,909,328,198 


698,813,731 


me f © 8 ce © « © © 
ne (© © © © © © «© ‘« 


me © © © © © ¢ © » 


16.3 
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Sales By Ontario Hydro 
Power District 


Direct Customers 


14,774,977,578 
10,392,871.683 


Total 


kWh 


22,930,140,008 
431,715,700 


23,361,855,708 


36,074,137,287 


24 ,628,940,541 
10,392,871,683 


2,105,581,500 


686,833,305 


3,374 ,683,666 


(229,797,850) 


(24,480,000) 


100,370,625 ,840 


698,813,731 
967,368,222 
4 696,103,224 


106,732,911,017* 
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48 Transmission 


NUMBER OF ULTIMATE CUSTOMERS SERVED 


By Ontario Hydro And Associated Municipal Electrical Utilities 


' 1978 1977 
Retail Customers of 334 Municipal Utilities.......-. 2,046,952 1,979,494 
Retail Customers of Ontario Hydro 
(Including 2.Utilities). 40) © b-2 5 se eset sere 785,705 795,162 
Direct Customers (Including 11 Utilities) ........-- 108 113 
Fae Altar bead eRe RRR a non stan Pane edie eer CPi fa 2,832,765 2,774,769 


—eeee EEE 


TRANSMISSION LINES AND CIRCUITS 


Classified by Voltages and Types of Supporting Structures 


Line LENGTH 


At Dec. 31 
1978 


km 


500,000-volt aluminum or steel tower . 1,038 
345,000-volt steel tower. .-.------ 5 
230,000-volt aluminum or steel tower . 7,483 
230,000-volt wood pole....-.--- 1,516 
230,000-volt underground. ......- 3 
115,000-volt steel tower. ..------ 3,503 
115,000-volt wood pole. ....---- 5,279 
115,000-volt underground.......- 100 

69,000-volt steel tower or wood pole. b3 

44,000-volt and less—wood and steel . P3352 13,196 


S2 oo 32,136 40,103 


Circuit LENGTE 


At Dec. 31 


Increase 
Or 
Decrease 


Per Cent 


+3.4 


-1.2 


-4.4 


a2 ot 


1977 
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Table of Financial Statements 


eserve for Stabilization of Rates 


PRGA ONLINE COCICSH ator tan, ae" cue, ee Dede ae uE coer nese 
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DeUiReircMentaAPpropriations.... cn...) 4. 
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Bm AL Ver OWCl ir ted oo Seat cern tee eel tailor ute: 
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Eimary Power to Municipalities: ..72.....2...-... 6... 
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FIXED 
For the Year Ended 


Balance Placed 
December 31, In @ 
1977 Service 


POWER SUPPLY FACILITIES 
Generating stations 


215,236 


Be OSSIClOCELIC: ce eee Shs ise ep ot we Be chee eee eee 1,970,287 
Nuclear-electricsittitcs ton ere wk fe as se Peers 1,543,859 442,564 
PY GrO-ClEC TIC ett atk ie oe ei ony sae oe cee aa 1,709,666 7,662 


‘Lotalgeneratiny Stations 26) 4 2 hPa ea et ee eee 


5223-812 665,46. 
TranstOLimer StATIONSctet ee ne Se cos eS RE oe hel eee 1 


904,005 


PransinisSton: (INeS. cease oak ee ok ay She aes wt hore Peta a cee 869,384 173,22¢ 
Comimunication Cqilipmient.: <> soc sto s ee a Sees ee 98,156 5,64: 
Retail distribution tacilitiesecc., 2 oa eke 2 eee eee ee ees 710,341 59,10; 


Total pawer supply facilities mt eee ee aan Se eke 7,805 698 
HEAVY WATER PLANT AND. FACILITIES 2.78 3 2... 2 ah | 267,082 


ADMINISTRATION AND SERVICE FACILITIES 
Band and: buildings ae cores eae te shad ene Se ees tee ne 148,371 
Office and semice equipment. 4. 2 ee eae es ee ey ee, ee 202,022 


Total administration and service facilities. .......... 350,393 
TOTATAE LX EDSASSE Lonestar oe ee el ee 8,423,173 


1,180,77 


ASSETS 


December 31, 1978 


SERVICE 


Retired 
or 


Reclassified 


$000 


4,334 
349 
33 


4,716 
(11,858) 
(11,841) 

(142) 
(28,266) 
(47,391) 

(S2) 
(7,495) 
(7,547) 


(54,938) 


Balance 


December 31, 


1978 


$000 


2,189,857 
1.9865772 
1,717,361 


5,893,990 
976,334 
1,030,763 
103,657 
741,177 
8,745,921 
368,352 
162,425 
212,210 
434,735 


9,549,008 


Fixed Assets 
Under 
Construction Total 
December 31. December 31, 
1978 1978 


421,833 
1,724,923 
S927 


2,611,690 
3,711,695 
1,726,288 


2,155,683 8,049,673 


146,394 1.422.728 
228,470 296,933 
4,200 107,857 
35910 745,155 


2,538,425 11,284,346 
1,094,669 1,463,021 


5,710 
12,540 
18,250 452,985 

3,651,344 13,200,352 


168,135 


284,850 
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| Expenditures 
During 1978 


$’000 


271,463 
LAP eee! 
10,500 


1,013,516 
100,749 


1,337,786 
255,810 
13,422 
87,228 
100,650 


1,694,246 


sf 
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ACCUMULATED DEPRECIATION 
for the year ended December 31, 1978 


Retirements Balance 
and December 31 
Adjustments 


Indirect 
provision 


Direct 
provision 


December 31, 


POWER SUPPLY FACILITIES 

Generating stations 
Biossilcelectricee pecs ecre east kewiscaaee e e 
Nuclearselestricgacs. cl s51 ck Oe aes oe 
My dro-electricis) 42 tated wade: tet eho eee 


$000 $000 


409,100 
98,182 
309,308 


72,600 
64,800 
20,580 


Total Generating Stations......... 816,590 157,980 (22) 


Mravwslonme4nrstalionSawcuse tions cnkee cae ol ems 215,014 DOs (4,007) 
AP TANSINISSIONOLING Somers mts ements gee ee eer eon ss Poe 162,404 16,757 (2,992) 
Communicationsiequipment=.04. 4). = sl =e). QALTSS 5,873 (142) 
Retailidistribution facilities = 2... he 2 a ls 213,106 25413 (12,831) 


1,428,869 232,794 


| sis | aa 
4,738 (42) 
23,893 (5,805) 


17,086 
103,574 

28,631 (5,847) 143,444 

1,607,067 233,235 44,930 (25,841) 1,859,39] 


Total power supply facilities... ..... 
HEAVY WATER PLANT AND FACILITIES... . . 


ADMINISTRATION AND SERVICE 

FACILITIES: 
Randiand! buildin gers etna aie aceboy rota ae tne ce 
Officevandiservicecequipmentices- 0 aren. on: 


Total administration and service facilities .... 


120,660 


TOTAL ACCUMULATED DEPRECIATION ..... 


Bonds and Notes Payable 53 


| DETAILS OF BONDS AND NOTES PAYABLE 
_ Payable in Canadian currency (1) aS at December 31, 1978 


| Year of Interest Principal Outstanding 
f Maturity Callable Issue Rate December 31, 1978 


% Can. $°000 
| March1, 1979 1974 8.0 24,225 
May 15, 1979 3.5 34,492 
| July 1, 1979 5.75 24,093 
| Oct.15, 1979 3.5 49,206 
| Feb. 15, 1980 6.0 26,305 
‘July 15, 1980 55 35,395 
Feb. 15, 1981 5.5 38,978 
/May21, 1981 8.75 34,500 
/June 14, 1981 9.625 24,760 
Aug. 15, 1981 9.75 25,000 
'Nov.15, 1981 9.375 40,000 
|Jan.10, 1982 8.75 40,000 
Feb. 10,. 1982 7.75 24,955 
June 15, 1982 5.0 31,479 
‘July 23, 1982 9.0 75,000 
| Dec. 30, 1982 9.75 100,000 
“March 1, 1983 5.25 37,905 
iJune 15,° 1983 5.0 50,879 
Aug. 15, 1983 8.375 44,725 
Nov.15, 1983 5.25 38,197 
‘Feb. 1, 1984 5.25 47,670 
| Oct. 1, 1984 5.25 51,920 
Feb. 1, 1985 5.25 66,838 
Oct. 30, 1985 10.25 25,000 
‘July 5, 1987 6.25 23,302 
Jan. 4, 1988 5215 45,030 
April 15, 1988 6.0 44,543 
July 5, 1988 6.0 41,981 
Jan. 5, 1989 6.25 36,170 
‘Sept.20, 1989 6.50 25,690 
March 15, 1990 6.0 42,467 
‘Aprill, 1992 7.0 36,932 
Aug. 15, 1992 7.0 40,853 
Sept.18, 1992 7.0 48,649 
‘March 18, 1994 WAS 26,428 
‘Aprill, — 1994 9.0 44,359 
May 1, 1994 7.75 27,276 
Oct. 1, 1994 8.25 21,999 
Dec. 1, 1994 8.5 18,922 
Feb. 1, 1995 9.0 9,008 
June 30, 1995 9.0 54,244 
Nov. 30, 1995 8.75 64,801 
Feb. 4, 1996 a5 77,542 
Aprill, 1996 7.625 41,223 
July 21, 1996 8.25 57,489 
Sept.15, 1996 7.875 72,938 
Sept.15, 1996 8.25 6 
Feb. 1, 1997 7.375 64,093 
AprilS, 1997 7.625 79,217 
Sept.15, 1997 8.25 87,256 
Feb. 1, 1998 P75 91,226 
May 15, 1998 8.0 110,438 
Nov. 30, 1998 8.5 46,924 
March 1, 1999 8.5 70,403 
June 14, 1999 9.75 70,609 
Aug.15, 1999 10.25 71,128 
Nov. 15, 1999 10.0 56,067 
Jan.10, 2000 9.75 57,335 
Feb. 10, 2000 9.5 94,531 
May 21, 2000 10.25 64,750 

Oct. 30, 2000 10.75 100,000 

Jan.29, 2001 10.25 150,000 
May 18, 2001 10.0 300,000 
Oct. 5, 2003 9.5 148,845 

Jan. 6, 2004 9.25 736,373 
Jan. 25, 2005 9.375 200,000 
May 1, 2005 9.75 200,000 
June 27, 2008 9.75 200,000 

Aug. 30, 2008 9.5 200,000 


5,092,569 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d.) 
as at December 31, 1978 


Payable in Canadian currency-long term notes (1) 


Year of Interest 
Callable Issue Rate 
% 


Principal Outstanding 
December 31, 1978 


Maturity 


Can. $000 

1976-77 5-9.375 9,090 

1975-76-77 5-7.75 16,350 

1981 1976-78 5-9.5 44,830 


1983 1978 50 

70,320 

‘Lotal:payablein;Ganadianidollars\ cy cicte here eye tamee ati ono ann ie eee an 5,162,889 

Payable in United States currency (1) US $’000 Can. $000 

March 15, 1980 1959 (3) 25 28,861 
May 15, 1981 1961 (3) .875 39,652 
June 15, 1982 1981 (3) F 125,000 
Feb. 1, 1984 1969 (3) 2 63,703 
Nov. 15, 1985 1983 i 99,660 
Sept. 15,- 1990 1975 (3) ‘ 44,120 
March 15, 1996 - (8) j 650,000 
April 1, 1996 1981 (3) : 29,953 
Aprils; ~ 1997 1982 (3) ‘ $6,184 
Dec. 1, 1997 1982 (3) a 64,800 
Aug. 1, 1998 1983 (3) ; 64,615 
Feb. 15, 1999 1984 (3) ‘i 65,175 
Sept. 1, 1999 1984 (3) WB) TE225 
Feb. 15, 2000 1985 (3) 2S 84,325 
Aug. 1, 2000 1985 (3) .25 66,640 
May 1S, 2001 1986 (3) .85 78,505 
May 15, 2002 1987 (3) ol 86,625 
Dec. 15, 2002 1987 (3) | 79,625 
OctxIS; 2003 1998 (3) 9 96,485 
March 15, 2004 1989 (3) 6 113,855 
Oct. 1, 2004 1989 (3) EZ. 172,760 
March 1, 2005 1990 (3) 8 193,620 
June 15, 2005 1990 (3) ot 148,165 
Nov. 15, 2005 1990 (3) BPD 196,975 
Nariels; 2007 1992 (3) “ 292,625 
Sept. 15, 2007 1992 (3) ‘: 199,210 
Jan. 5, 2008 1993 (3) é 250,000 
June 1, 2008 1993 (3) ; 200,000 
Nov. 30, 2008 1993 (3) ; 250,000 


3,918,363 4,059,834 | 


Jan. 15, 1977-1986 : 27,060 
Sept. 15, 1980 : 75,000 
Jan. 2, 1983 : 75,000 
May 27, 1983 , 74,750 
Sept. 10, 1986 : 98,250 
April 15, 1987 : 123,480 


June 1, 1985 : 125,000 


598,540 619,402 


‘Fotalipayablein: United, States'Dollars#... =1-4-40 4 oe en ee ene 4,516,903 4.679 236 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d.) 
as at December 31, 1978 


Payable in West German Currency (1) 


Callable 


Maturity 


DM ’000 Can $000 


90,000 29,964 
80,000 27,828) 
100,000 30,78 
100,000 


Aug.1, 1975-1984 
Dec. 1, 1977-1986 
June 1, 1980-1987 
March 1, 1981-1988 


Total payable in West German Deutschernia tk Sakis eag-as adnate. es a eee a em 370,000 124,055 


Payable in Swiss currency 


Sw.Fr’000 


150,000 106,215 
100,000 25,012 
80,000 


Nov. 1980 
Oct. 2, 1987 
Dec. 10, 1990 


a Oral payable. ti Swiss {tans i.e. SA RRR RS tp oe UL ae ee ae 330,000 162,939 


(1) Bonds and notes payable in United States dollars include $3,420 million of Ontario Hydro bonds held by the Province of Ontario 
and having terms identical with Province of Ontario issues sold in the United States on behalf of Ontario Hydro. Except for these 
issues, all bonds and notes payable are guaranteed as to principal and interest by the Province of Ontario. 

(2) Payable 1980-1982 in annual instalments of $35, $30 and $35 million. 

(3) Callable at various declining premiums. 

(4) Payable in equal annual instalments. 

(S) Callable for three years at 101% and thereafter at par. 

(6) Redeemable 1983-1986, by purchase in the market, of up to 10,000,000 Sw.fr. annually, at prices not exceeding par. 

(7) Redeemable 1980-1989, by purchase in the market, of up to 4,000,000 Sw.fr. annually, at prices not exceeding par. 

(8) Payable 1981-1995 in annual instalments of 5.5% of original amount of note of $650 million. 
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SUMMARY OF THE ALLOCATION OF THE AMOUNTS CHARGED 
FOR PRIMARY POWER 


for the year ended December 31, 1978 


| MUNICIPALITIES __| POWER DISTRICT | TOTAL] 


Retail Direct 
Customers Customers 


$000 
AMOUNTS CHARGED FOR PRIMARY POWER 
Common Functions 
Operation, maintenance and administration. . . 
Costofireturnion equityy.c 295 2 2 og ecs see ae 
Debt retirement appropriation .......... 
Stabilization of rates and contingencies 
PLOVISION CRO tel) ear pean aCe 


472,485 
5,313 
75,858 


106,568 
1,174 
16,769 


88,048 
959 
13,682 


113,274 25,039 20,430 
Total common demand functions. ..... 


Energy.at-9:30'mills per kWh =.) 5 < fuse ee 


Total’common functions. . « ...22-. 204. 
Other functions 


1,236,867 


Transformation and metering — stagel...... 41,312 
Transformation and metering — stage lI... .. 1,300 
Specialifacilitiess ery nt sce a Guise ane 1,813 


Return omequity ew aigie wae ero ute Shelia (5,259) 


Total bulk charges allocated. ........ 
Retailldistributionicharseseieers er a ee cee ue 


1,276,033 DIB ZO2 


147,366 
1,276,033 440,618 258,344 1,974,995 
1,280,505 442,224 261,815 1,984,544 


9,849 2,177 1,776 13,802 
61,284 13,911 14,695 89,890 


Total amount charged for primary power . 
Amountsibilléd! 3s yon otters oe eeu auce tate. Gf aere 


Balance refunded (municipalities) or transferred 
to reserve for stabilization of rates and 
contingencies (power district) (note 7). . . 


PRIMARY POWER AND ENERGY SUPPLIED 

Average of monthly peak load used in allocating the 
amount charged for bulk power 000 kW .... 

Energy] 000:M Wie icy-aiencine bles: casite ch» "acer 


See accompanying notes on page 57 


Allocation of Charges for Power Sul 


NOTES TO STATEMENTS OF THE ALLOCATION OF THE AMOUNTS CHARGED FOR PRIMARY POWER 


Certain common functions in the production and supply of power are considered to be used by all customers in relation to demand 
requirements. Therefore the associated charges are allocated at a common rate to all customers. 


Stage I transformation and metering charges are those associated with transformation at high-voltage stations from 115 kV to a 
voltage less than 115 kV but exceeding 10 kV. These charges are allocated on a kilowatt basis to all customers requiring the service. 


Stage II transformation and metering charges are those associated with transformation at low-voltage stations from 44 kV, 27.6 kV, 
13.8 kV or similar voltages to a delivery voltage of less than 10 kV. These charges are allocated on a kilowatt basis to all customers 
requiring the service. 


Special facilities charges are those associated with low-voltage line facilities located within a municipality’s or local system’s bound- 
aties that serve only that customer. Also included in this category are charges for providing standby services, adjustments for the 
net surpluses or deficits arising from power contracts containing unusual rates or supply conditions, and reductions allowed for 
interruptible power. 


Return on equity is calculated at .56% on equities accumulated through debt retirement charges, after giving recognition to direct 
customers’ contributions for debt retirement prior to 1966 and the charges of $56.98 and $85.83 million included in the 1974 and 
1977 bulk power rates for system expansion that were credited to the reserve for stabilization of rates and contingencies. As a 
result of the decision of the Supreme Court of Ontario in the case of Nepean H.E.C. vs Ontario Hydro, return on equity was paid 
only until October 1978. The charge of providing the return on equity is included in common demand functions. 


The portion of the amount charged for power attributable to producing energy, rather than meeting demand requirements, has 
been classified as energy charge. For allocation purposes, this charge has been established at 9.30 mills per kWh. 


The demand charge is the per kilowatt charge for primary power, exlusive of energy cost. 


The provision to stabilization of rates and contingencies as shown on the Statement of Operations consists of: 


$000 
inConimon Demand Punctions ogee 2 bcs ce 3a 2 o hitiun sto tn eo, 158,743 
Less Excess Revenues per AIB Guidelines... ...................--00----... 130,292 28,451 
aOther Functions MAGE nny tlie SE ces ne Ne Oh AA MER er (1,813) 
Surphu Retail Customers ery’). 8: .gece BOM ois + Lwak ee Gs th, suas, (ee eee 1,606 
SurposiDeect Customers ae eis ue iias hence tae aoe oe et eee 3,471 
koue tal Destebution Charge. s 6) cain eee, cee na ee ep ee ena Oe a eae ie 2,284 
33,999 
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STATEMENT OF THE AMOUNTS CHARGE 
for the Year Ende 


PRIMARY POWER 


ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 


COMMON | ENERGY AT 

MUNICIPALITY Average of DEMAND 9.3 MILLS 

Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage Il 

kW kWh ’000 $ $ $ $ 

ASO co ee ee 9,228.2 52,536.5 624,936 488,589 41,896 — 
Ailsa’ Craig ce ee 1,133.9 6,303.4 76,789 58,622 5,035 5,556 
Alagtsnne eee 22,535.8 135,180.0 1,526,127 1,257,175 102,313 — 
Alexandria ...........scscssssssssseeees 6,616.1 37,973.1 448,048 353,151 30,038 —_ 
Alfred reo, eee es 1,913.0 10,550.9 129,553 98,124 8,494 9,374 
Alliston’ see. ee 6,646.6 40,113.8 450,111 373,058 30,176 — 
Almonte <7 ear te 4,125.7 22,646.3 279,396 210,611 18,732 — 
Alvinston:-...J27, 00sec 708.6 3,986.2 47,988 37,073 3,146 3,472 
Amberstburg........cscssssssssssees 8,963.8 54,612.0 607,034 507,892 40,696 — 
Ancaster TWP. ....cssssssssssssssee 3,846.8 22,226.0 260,507 206,703 17,465 — 
Apple: Hills hoch ea: 246.3 1,298.3 16,681 12,075 1,094 1,207 
ATK ONA ne orc st 473.4 2,774.5 32,065 25,804 2,102 2,320 
BERBCOE ee eee ore 13,099.4 82,789.4 887,092 769,942 58,763 34,699 
APNE ctr cetenteceee ss 3,083.4 17,592.8 208,809 163,613 13,998 — 
AMDERS foc nn teeeh ete 1,178.8 6,661.6 79,828 61,953 5,234 5,776 
Atikokan TWP... 7,427.1 48,399.7 502,965 450,118 33,247 23,109 
arora Ree tre 16,545.1 100,324.6 1,120,440 933,020 75,116 — 
AVOBMOTE occcsssesesssssossittisccns 246.5 1,352.9 16,695 12,582 1,094 1,208 
Aylmer ee tite feria 8,868.0 49,399.8 600,546 459,418 39,855 19,880 
Bascrofl.t.ctee cc 3,665.2 20,031.4 248,208 186,292 16,640 — 
BAtnie i 62,049.4 355,342.7 4,201,988 3,304,687 281,704 — 
Barry's Bavtencionsaisd ican 1,659.5 9,241.2 112,383 85,944 7,368 8,132 
Bath G7 ae ee 1,264.7 6,638.9 85,650 61,742 5,616 6,198 
Beachburg ......ecssscsssscsscssseesee 846.7 4,819.8 - $7,339 44,824 3,844 — 
Beamsville .......ccsscscsscscccsssesen 4,104.5 22,989.9 277,961 213,806 18,634 — 
Beavert0n ......ccssssssssssssccseseeee 3,239.5 19,007.5 219,384 176,770 14,708 — 
Resion shoo sccunaiecens 1,579.1 8,832.7 106,939 82,145 7,027 6,943 
Belle Rivers. cate ae 3,602.0 | 1,634.7 243,927 201,203 16,204 7,325 
Belleville. cs cunracusoons 57,956.6 350,345.6 3,924,821 3,258,214 263,123 — 
Belmontus eae. 1,754.8 9,813.0 118,838 91,261 7,890 3,783 
Blandford-Blenheim (R) ...... 2,086.0 11,742.8 141,264 109,209 9,271 9,801 
Blenheim 5 ak 4,856.9 28,300.4 328,910 263,195 21,972 3,855 
Bloomfield. sctcccssssmsesesns: 1,035.7 5,544.7 70,142 51,566 4,703 — 
Bigth ct eee a 1,584.9 9,135.3 107,335 84,958 7,085 5,426 
Bobcaygeon ....ccccssssssssscsccceeee 2,638.5 15,299.3 178,679 142,284 11,715 12,929 
Bothwell sconce 1,127.0 6,456.6 76,320 60,047 5,004 5,522 
Bowmanville ...........:cccscsssse000 19,194.6 107,982.1 1,299,863 1,004,234 87,143 — 
Bracebridge.............ccscssssseeese 4,089.2 19,286.1 276,924 179,362 18,565 — 
Bralord acc anoonctne 6,616.6 40,110.5 448,081 373,028 30,040 = 


Braeside ss cccccsratseneessccsstsorss-3 2,532.1 14,229.4 171,476 132,333 11,460 1,787 


*see notes p. 57 (R) Restructured 


Allocation of Charges for Power 


RR PRIMARY POWER TO MUNICIPALITIES 
cember 31, 1978 


SPECIAL 
‘ACILITIES 


(Note 3) 


11,582 
4,472 


RETURN 
ON 
EQUITY 


(Note 4) 


$ 
(5,896) 
(603) 
(8,324) 
(3,328) 
(696) 


(3,243) 
(2,050) 

(517) 
(5,306) 
(2,441) 


(176) 
(406) 
(6,009) 
(1,450) 
(673) 


(3,507) 
(8,043) 

(140) 
(5,070) 
(1,516) 


(27,505) 
(660) 
(494) 
(354) 

(2,192) 


(1,665) 
(861) 
(1,530) 
(28,848) 
(713) 


(1,606) 
(2,592) 
(618) 
(951) 
(1,145) 


(699) 
(9,801) 
(1,251) 
(2,581) 
(1,211) 


TOTAL 
AMOUNT 
CHARGED 


FOR 


PRIMARY 
POWER 


$ 
1,150,007 
145,399 
2,896,471 
829,771 
244,849 


853,001 
510,663 
91,162 
1,153,164 
482,234 


30,881 
61,885 
1,756,069 
389,442 
152,118 


1,005,932 
2,124,192 
31,439 
1,116,194 
449,700 


7,760,874 
213,167 
158,712 
105,653 
508,746 


410,698 
203,194 
467,502 
7,417,310 
221,059 


267,909 
615,340 
125,793 
205,164 
345,849 


146,194 
2,381,439 
473,600 
848,568 
316,284 


AMOUNTS 

BILLED AT 

MONTHLY 
RATES 


$ 
1,148,745 
145,613 
2,892,185 
832,039 
246,462 


856,573 
513,065 
=) eEy 
1,159,699 
485,550 


31,011 
62,586 
1,772,875 
391,469 
152,842 


1,013,308 
2,119,082 
31,600 
1,122,279 
455,441 


7,776,576 
215,590 
159,003 
106,517 
518,039 


411,750 
204,572 
469,359 
7,449,339 
222,928 


269,473 
615,182 
127,308 
204,900 
349,617 


146,972 
2,396,448 
487,765 
853,972 
315,742 


BALANCE 
(Refunded) 
or Charged 


$ 
1,262 
(214) 
4,286 
(2,268) 
(1,613) 


(3,572) 
(2,402) 

(390) 
(6,535) 
(3,316) 


(130) 
(701) 
(16,806) 
(2,027) 
(724) 


(7,376) 
5,110 
(161) 
(6,085) 
(5,741) 


(15,702) 
(2.423) 
(291) 
(864) 
(9,293) 


(1,052) 
(1,378) 
(1,857) 
(32,029) 
(1,869) 


(1,534) 
158 

(1,515) 
264 

(3,768) 


(778) 
(15,009) 
(14,165) 
(5,404) 
542 


59 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


per kWh 
21.89 
23.07 
21.43 
21.85 
23.21 


21.26 
22.55 
22.87 
21.12 
21.70 


23.78 
22.30 
73) (02) 
22.14 
22.83 


20.78 
21.17 
23.24 
22.60 
22.45 


21.84 
23.07 
23.91 
21.92 
22.13 


21.61 
23.00 
21.61 
21.17 
22.53 


22.81 
21.74 
22.69 
22.46 
22.61 


22.64 
22.05 
24.56 
21.16 
22.23 
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STATEMENT OF THE AMOUNTS CHARGE! 
for the Year Ende 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON’ | ENERGY AT 


MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage II 
kW kWh 7000 $ $ $ $ 

Brampton (R) -...ssssesesne 172,649.0 1,061,389.2 11,691,794 9,870,920 782,998 40,607 
Brantfotdsic cites tance 102,046.9 618,335.8 6,910,622 5,750,524 463,294 — 
Brantford TWP... 20,779.0 114,382.8 1,407,159 1,063,761 94,129 10,171 
Brech woe. tekere saves 394.5 2,183.5 26,718 20,307 1152 1,933 
Brigden ccc. Sse. cteineseen 96.8 560.0 6,555 5,209 430 474 
Brighton ,..ccanduuai soe 4,176.5 23,492.3 282,837 218,479 18,962 — 
Brock ville x.ccceienternpeas: 35,625.6 212,074.7 2,412,570 1,972,295 161,741 — 
Brussels alcrreaustaaiaecs: 1,355.8 7,816.0 91,820 72,689 6,020 6,644 
Burfordse teen: 1,030.3 6,686.2 69,777 62,183 4,575 5,049 
Burgessville® -.........022.22-1..27-0- = = aa = = = 
Burks Falls ..........ccsssssssssessees 1,671.9 9,029.8 113,221 83,978 7,590 — 
Burlington -cictiosseanecnceeroces. 141,989.0 847,426.5 9,615,498 7,88 1,067 644,535 4,661 
CRCHEEB ay c.niscio ecru 701.2 3,649.7 47,485 33,942 3,183 — 
Caledone ccics ieee 7,683.0 44,797.4 520,296 416,616 34,881 — 
Caledonia nccteste -nscsceeeee 2,845.5 16,906.6 192,702 157,232 12,729 9,296 
Cambridge-N Dumfries (R) 118,883.9 701,291.6 8,050,822 6,522,012 539,436 14,563 
Campbellford......ssssssssssssssse 3,952.5 17,464.7 267,664 162,422 17,944 — 
Campbellville........ssscssssssseeses 544.6 2,964.3 36,885 27,569 2,418 2,669 
CANIN BON se ficseconnsvesresrnce: 1,917.8 11,273.7 129,876 104,845 8,707 — 
Capreole. cach 3,987.0 23,909.2 270,000 222,356 18,101 — 
Cardinal. cece 1,413.8 7,781.3 95,746 72,366 6,278 6,928 
Carleton Place .....ssssecssssessen 7,367.3 42,549.5 498,915 395,711 33,230 10,679 
Casselman <iciccssstenteajercansle: 2,622.7 14,268.7 177,611 132,699 11,645 12,851 
Cayuga et tc cRtteaies ci 1,218.4 7,442.2 82,513 69,212 5,410 5,971 
Chalk River isis ttc 1,085.4 6,331.6 73,507 58,885 4,929 — 
Chapleau Twp. ....ssssssssssss 4,265.1 25,445.2 288,838 236,640 18,947 20,408 
Chathamicncscensatientes 57,336.9 339,796.3 3,882,857 3,160,107 260,310 — | 
Chatsworth..occ.sccsssbssscoesccessase 568.0 3,127.8 38,465 29,089 2,522 2,783 | 
Chesley scsatoucnmisleasucses 2,601.6 14,456.4 176,184 134,445 11,812 — | 
Chesterville ......ssscsscccsssssseeeees 3,349.7 18,833.1 226,846 175,149 15,027 8,855 
Chippawasc sects 3,232.8 19,237.3 218,929 178,908 14,677 —4 
Clifford) canine one 853.3 4,923.2 57,788 45,787 3,789 4,181 
Clinton tintin arias ean 4,030.9 22,999.3 272,975 213,894 18,300 — 
Cobden trniichacsehartensat: 1,414.7 7,471.4 95,806 69,484 6,422 a 
Conoute sashes cata 25,039.7 151,634.3 1,695,693 1,410,200 113,681 — 
Céchratie siccc.akatdumsinns: 8,307.6 50,037.1 562,597 465,345 831 a 
Colborne occsdeticata gosatsnwnnis 2,605.5 15,727.8 176,448 146,269 11,830 — 
Cold wa teeta sctinsccsieseccssenses 1,362.3 7,069.2 92,258 65,744 6,079 5,211 | 
Collingwood... 26,252.4 160,827.1 1,777,816 1,495,693 119,186 = 
Comabefianc eee 786.7 4,067.4 53,279 37,827 3,493 3,855 


See notes p. 57 (R) Restructured *Deleted due to Restructuring 
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JR PRIMARY POWER TO MUNICIPALITIES 
cember 31, 1978 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
‘ACILITIES EQUITY PRIMARY MONTHLY (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


$ $ $ $ $ 
1,576 (71,012) 22,316,883 22,586,026 (269,143) 
= (65,173) 13,059,267 13,109,744 (50,477) 
24,911 (8,995) 2,591,136 2,568,420 22,716 
— (251) 50,459 50,613 (154) 
a (28) 12,640 12,708 (68) 
2,100 (2,114) 520,264 520,915 (651) 
= (20,423) 4,526,183 4,557,629 (31,446) 
— (900) 176,273 179,536 (3,263) 
= (939) 140,645 143,129 (2,484) 
= (784) 204,005 204,713 (708) 
201,861 (49,848) 18,297,774 18,336,453 (38,679) 
— (367) 84,243 85,324 (1,081) 
9,636 (2,325) 979,104 977,743 1,361 
— (1,598) 370,361 370,009 352 
— (68,043) 15,058,790 15,136,459 (77,669) 
11,124 (1,446) 457,708 468,585 (10,877) 
= (255) 69,286 70,914 (1,628) 
= (1,021) 242,407 244,132 (1,725) 
1,617 (2,059) 510,015 514,335 (4,320) 
ee (1,009) 180,309 181,459 (1,150) 
724 (5,130) 934,129 942,371 (8,242) 
| = (912) 333,894 334,241 (347) 
108 (753) 162,461 164,508 (2,047) 
| = (480) 136,841 138,735 (1,894) 
| — (1,400) 563,433 544,054 19,379 
| = (31,835) 7,271,439 7,270,108 1,331 
s_. (367) 72,492 73,218 (726) 
| 1,157 (1,939) 321,659 324,626 (2,967) 
| — (1,808) 424,069 424,629 (560) 
| 3 (1,765) 410,749 412,295 (1,546) 
| = (543) 111,002 112,677 (1,675) 
| 801 (2,924) 503,046 508,616 (5,570) 
| — (703) 171,009 173,114 (2,105) 
14,458 (12,977) 3,221,055 3,228,806 (7,751) 
| — (3,078) 1,025,695 1,023,089 2,606 
I 2,513 (1,285) 335,775 340,580 (4,805) 
= (848) 168,444 170,086 (1,642) 
6,524 (12,082) 3,387,137 3,398,239 (11,102) 


— (603) 97,851 99,127 (1,276) 
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STATEMENT OF THE AMOUNTS CHARGE! 
for the Year Ende 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 


COMMON | ENERGY AT 
MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage II 
kW kWh ’000 $ $ $ $ 
Coniston Siiinatis ee. 2,282.7 13,485.6 154,590 125,417 10,364 = 
COOKSCOWD ssisiedestecacrecteesacteess. 1,065.6 5,958.1 72,167 55,410 4,732 5,222 
Cottier: 656.2 3,577.6 44,440 33,273 2,914 3,215 
Creemore cvescitsdtiaaine 1,422.6 7,999.2 96,343 74,393 6,317 6,971 
Dashwood cc). .ntnenen.. 618.7 3,355.2 41,901 31,203 | 2,747 3,032 
Deep River..ccsccssccsssssseeessees 8,330.5 48,869.2 564,145 454,484 37,821 = 
Delaware sai ke ccrs 491.3 2,682.5 33,273 24,948 2,181 2,407 
Delhi eee ens 4,884.0 26,971.2 330,748 250,832 22,173 a 
Deseronto./ciccncaseken.. 2,935.3 17,549.2 198,784 163,208 13,105 10,875 
Dorchester. .cs.ccossssevcsosecenesessess 1,020.6 6,048.9 69,117 56,255 4,53} 5,001 
Draytont.tcchues ces 1,124.5 6,128.3 76,151 56,994 4,993 5,510 
Dresden. cece 4,324.9 24,016.5 292,887 223,353 19,636 — 
Drumbot. 2 eee eee = = = = Fr nz 
Dryden tccccls svacneta: 7,821.0 47,177.2 529,643 438,748 35,508 — 
Debling ice aceres 477.3 2,415.2 32,328 22,461 2,120 2,339 
Dundalles See 2,210.0 12,432.3 149,661 115,620 10,033 oa 
Dundas. v.iccunkasater een 19,345.6 113,692.0 1,310,089 1,057,337 87,830 — 
Dunnville inc snnd acne. 6,402.2 37,899.7 433,562 352,467 29,066 — 
Dortlan & ccd oiecaletes 3,120.5 17,757.2 211,324 165,142 13,855 15,291 
Dutton jncicetee eens 868.9 4,799.7 58,844 44,638 3,858 4,258 
Bast York acSuencanies 112,246.6 711,691.6 7,601,345 6,618,733 509,600 4 
East Zorra-Tavistock..........00 3,035.7 16,014.6 205,583 148,936 13,783 — 
Bganvilé cinco meee. 1,275.2 6,888.7 86,357 64,065 5,726 3,124 
Bln Vale? nicsscinsthincaidendhis 1,753.8 9,788.5 118,771 91,034 7,187 8,594 
Elmwoods..ainwtiatene: 325.4 1,741.3 22,042 16,195 1,445 1,595 | 
Blore ss os 2,902.1 16,801.8 196,536 156,258 12,921 12,514 | 
EMDLONE Acrcosictacccntavaveiss — - = = - 4 
Embrunss.cctotco tee 2,831.7 15,113.1 191,767 140,553 12,573 13,876 | 
Erie (Beach 5 sicnstiaetnien 163.0 843.5 11,038 7,845 724 799 | 
EricaWets scien dicaatetens 696.0 4,038.6 47,133 37,559 3,090 3,410 | 
Bpinteeiaesissctecia naan nets 2,887.1 17,947.2 195,514 166,910 13,108 a 
Espanolar.ocsecere 7,616.8 44,554.9 515,813 414,361 34,581 =— 
| ee ee 6,183.5 36,601.4 418,749 340,393 28,073 —a 
Etobicoke .ccscucdesnoas. 465,185.9 2,872, 164.4 31,502,395 26,711,129 2,111,944 7 
ERCte he isastdstee on 5,339.7 31,983.3 361,607 297,446 23,995 12,109 | 
Fenelon Falls.....::..sssscssssss 2,916.5 17,076.0 197,511 158,807 13,242 = 
Berets eeoatenceencmnhs 14,902.8 87,659.4 1,009,223 815,233 67,659 — 
Bisch tern iivcsnunceieedes 570.6 3,046.1 38,646 28,329 2,534 2,796 
Fleabert ry sssnsuccsedscescovaheccncscen 1,122.4 5,555.0 76,014 51,662 4,984 5,500 
Fonthiilligsccc. atkins teas 2,232.4 12,814.9 151,178 119,180 9,912 10,939 


See notes p. 57 *Deleted due to Restructuring 
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R PRIMARY POWER TO MUNICIPALITIES 
‘ember 31, 1978 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
ACILITIES EQUITY PRIMARY MONTHLY (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


$ $ $ $ $ 
190 (999) 289,562 290,818 (1,256) 
bes (561) 136,970 136,328 642 
a (382) 83,460 82,949 511 
= (768) 183,256 183,648 (392) 
aa (460) 78,423 77,718 705 
= (3,465) 1,052,985 1,071,635 (18,650) 
Bs (314) 62,495 62,872 (377) 
135 (2,781) 601,107 599,449 1,658 
1,173 (1,461) 385,684 385,744 (60) 
oa (594) 134,310 134,729 (419) 
= (691) 142,957 144,786 (1,829) 
5,708 (2,460) 539,124 544,840 (5,716) 
1,367 (3,671) 1,001,595 1,006,391 (4,796) 
se (339) 58,909 58,754 155 
102 (1,059) 274,357 276,195 (1,838) 
113 (11,425) 2,443,944 2,440,533 3,411 
2,066 (4,879) 812,282 818,305 (6,023) 
159 (2,124) 403,647 407,297 (3,650) 
= (715) 110,883 112,877 (1,994) 
16,764 (72,851) 14,733,591 14,831,666 (98,075) 
1,428 (1,963) 367,767 368,334 (567) 
= (627) 158,645 161,392 (2,747) 
= (998) 225,188 227,244 (2,056) 
= (270) 41,007 41,358 (351) 
441 (1,742) 376,928 379,415 (2,487) 
= (921) 357,848 358,012 (164) 
= (114) 20,292 20,493 (201) 
= (590) 90,602 92,145 (1,543) 
174 (949) 374,757 371,639 3,118 
2,836 (2,562) 965,029 969,922 (4,893) 
499 (2,971) 784,743 787,509 (2,766) 
591,335 (221,542) 60,695,261 60,897,222 (201,961) 
838 (3,238) 692,757 690,150 2,607 
222 (821) 368,961 371,021 (2,060) 
8,389 (6,952) 1,893,552 1,902,181 (8,629) 
— (379) 71,926 72,263 (337) 
a (585) 137,575 139,448 (1,873) 
(1,338) 290,252 288,176 2,076 


64 Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGEI 
for the Year Endet 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage Il 
kW kWh ’000 $ $ $ $ 
Fotestiscon ttre aces 4,001.9 23,002.1 271,009 213,920 17,768 19,609 
Frank fordiccsctiocsstecaecass. 2,153.8 12,422.0 145,857 115,525 9,563 10,554 
Georgetown... 21,522.5 131,113.3 1,457,506 1,219,355 97,712 = 
Glen Coe iasaseiecectissccccnercssensase 2,203.3 12,043.6 149,211 112,006 9,814 9,268 
Gloucester TWP. ...sssssssssesssees 69,369.1 414,440.9 4,697,679 3,854,301 232,091 37,220 
Goderich’: Jcccecccbapcceets 14,072.8 85,542.8 953,010 795,549 63,890 = 
Grand Bend .......ssssssssssseseseees 1,588.5 9,022.6 107,576 83,911 7,053 7,784 
Grand Valley ou... 1,361.4 8,013.5 92,194 74,526 6,181 = 
GEAR EON sessecccattricioncendinesens 472.3 2,027.6 31,986 18,858 2,115 1,418 
Gravenhurst........ccsssssssssessessess 5,711.7 33,836.5 386,798 314,679 25,931 = 
Grimeby sacee deacon 6,847.9 39,756.5 463,742 369,735 31,090 = 
Gislp hs eieseslishcctsaacconosscer 119,237.0 735,797.7 8,074,733 6,842,919 527,042 at 
Hagersville .......ssscsssssssssssessee 2,706.1 15,612.3 183,258 145,195 12,037 12,195 
Hamiltoney cscste tonnes 790,129.7 5,510,187.1 53,507,594 51,244,740 3,329,689 = 
Hanoveticc.cn kan secet 11,743.8 62,763.3 795,296 583,699 53,083 11,509 
Harristonsicccwncalactoan 2,797.7 16,285.6 189,466 151,456 12,702 = 
HattoW Scctiicintncdceeose 2,968.4 16,678.8 201,025 155,113 13,246 11,287 
Hastings stecce tenons 1,365.7 8,240.4 92,491 76,637 6,064 6,692 
Havelock sinc 5 cco scnct 1,389.2 8,179.0 94,077 76,065 6,307 = 
Hawkesbury .....scsscsssssseeesees 23,619.6 139,980.8 1,599,522 1,301,821 107,233 = 
Fears tes. sckctate esrccte bates 10,284.8 62,533.4 696,487 581,562 46,693 
Hensall’.cfocceSicccmticae 2,419.7 11,614.9 163,864 108,020 10,985 ae 
Holsteins sstiasccditesnccaxeeess 230.6 1,008.2 15,620 9,376 1,024 1,130 | 
Huntsville seins: cuorcies 6,114.6 36,019.0 414,085 334,978 27,760 = 
TngerrOlee\i ces steekcestare 10,825.2 65,929.8 733,085 613,148 49,147 = 
PrOqUOIS coset eecs, Nome 3,286.2 20,498.2 222,545 190,633 14,752 8,219 | 
Jar Gis ese tcesontteeaan cl 1,158.4 6,592.3 78,448 61,308 5,143 5,676 | 
Kapuskasing isscssecscencn 8,475.1 48,723.3 573,937 453,128 38,478 = 
Keemiptyille sicccccccctiocassecseeorer 4,219.7 25,466.3 285,759 236,838 19,157 = 
Kedora tes sont 13,192.0 83,565.2 893,362 777,156 1,319 - 
Killaloe’ Stoists. Apc rscuy 682.1 3,768.1 46,194 35,043 3,097 a 
Kincardine sa ¢econonen 10,031.5 58,423.1 679,335 543,336 45,543 = 
Kite (Clty stuccdconcentes: 2,049.1 11,863.8 138,767 110,333 9,098 10,041 
Kineston.seccconne Gouecern: 84,587.4 529,195.9 5,728,265 4,921,523 384,028 = 
Kingsville ceccsiecsscteccctecastocersts 6,641.3 39,006. 1 449,754 362,758 30,006 7,159 
Kirkiseld ee .tcateteccscecas 262.0 1,525.6 17,743 14,188 1,163 1,284 
Kitchener-Wilmot (R) ........0 217,593.0 1,360, 172.8 14,735,400 12,649,608 123,667 24,523 
Oru al eeeeo oreniaaen 1,896.5 11,034.9 128,431 102,626 8,420 9,293 
Taketelt cc tcc 3,596.7 20,884.2 243,573 194,224 15,970 17,624 | 
Lambethioes ng tatiana: 2,123.2 11,943.8 143,783 111,077 9,438 | 


9,883 


See notes p. 57 (R) Restructured 


Allocation of Charges for Power 


R PRIMARY POWER TO MUNICIPALITIES 
rember 31, 1978 


SPECIAL 
ACILITIES 


(Note 3) 


741 
154 
1,554 
2,346 
15,595 


1,081 
662 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(2,345) 
(925) 
(11,345) 
(1,226) 
(20,943) 


(8,452) 
(931) 
(792) 
(276) 

(3,408) 


(3,618) 
(59,651) 
(2,841) 
(489,645) 
(6,333) 


(1,960) 
(2,083) 
(660) 
(857) 
(7,148) 


(3,490) 
(1,310) 

(159) 
(4,128) 
(8,435) 


(1,667) 

(730) 
(4,004) 
(2,442) 
(4,449) 


(327) 
(3,909) 
(901) 
(48,171) 
(3,435) 


(171) 
(118,314) 

(625) 
(1,905) 
(1,257) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 
522,715 
280,574 
2,782,982 
279,447 
8,800,348 


1,803,997 
205,559 
172,109 

54,101 
724,951 


861,690 
15,385,197 
351,398 
107,594,724 
1,452,849 


352,745 
379,250 
181,224 
175,592 
3,004,034 


13215252 
282,045 
26,991 
773,142 
1,388,397 


434,482 
149,845 
1,061,539 

539,860 
1,667,388 


84,007 
1,269,463 
267,338 
10,985,645 
852,014 


34,207 
27,414,884 
248,145 
469,486 
273,557 


AMOUNTS 


BILLED AT 


MONTHLY 
RATES 


$ 
521,286 
282,542 

2,794,696 
281,032 

8,812,762 


1,803,271 
207,380 
171,307 

54,218 
723,136 


863,999 
15,425,685 
354,839 
107,774,860 
1,460,384 


354,365 
380,456 
182,485 
175,076 
3,020,785 


1,320,206 
283,585 
27,183 
774,909 
1,392,757 


435,964 
150,687 
1,060,388 
544,811 
1,672,345 


85,007 
1,268,881 
272,154 
11,051,184 
852,427 


34,375 
27,555,795 
243,448 
471,393 
274,924 


BALANCE 
(Refunded) 
or Charged 


$ 
1,429 
(1,968) 
(11,714) 
(1,585) 
(12,414) 


726 

(1,821) 
802 

(117) 
1,815 


(2,309) 
(40,488) 
(3,441) 
(180,136) 
(7,535) 


(1,620) 
(1,206) 
(1,261) 
516 
(16,751) 


1,046 
(1,540) 

(192) 
(1,767) 
(4,360) 


(1,482) 
(842) 
1,151 
(4,951) 
(4,957) 


(1,000) 
582 
(4,816) 
(65,539) 
(413) 


(168) 
(140,911) 
4,697 
(1,907) 
(1,367) 


DEMAND 
CHARGE 


(Note 6) 


65 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


Mills 
per kWh 
222 
22.59 
21.23 
23.20 
Zle23 


21.09 
22.78 
21.48 
26.68 
21.43 


21.67 
20.91 
22 
19.53 
2315 


21.66 
22.74 
21.99 
21.47 
21.46 


21.13 
24.28 
26.77 
21.46 
21.06 


21.20 
22113 
21.79 
21.20 
19.95 


22.29 
21.73 
22,53 
20.76 
21.84 


22.42 
20.16 
22.49 
22.48 
22.90 
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STATEMENT OF THE AMOUNTS CHARGE 


for the Year End 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON | ENERGY AT 
MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh ’000 $ $ $ $ 

Lanark 0.5 tatiana 927.8 4,899.0 62,836 45,561 4,120 4,547 
Lancaster.ccactsuenee. 805.3 4,606.4 54,535 42,840 3,576 3,946 
Larder Lake Twp. ....s- 1,188.6 7,232.3 80,492 67,260 5,277 5,824 
Latchtord pcoctunen ees 484.0 3,159.0 32,776 29,380 2,197 — 
Leamington.....sccccscsssssssseee 15,502.0 93,126.7 1,049,799 866,079 70,379 — 
Lindsay nce ene 23,599.2 144,275.9 1,598,138 1,341,767 107,140 — 
Listowel. oe sees 10,411.5 59,706.4 705,070 555,270 47,268 = 
Londone... tk es 318,216.9 1,896,434.5 21,549,651 17,636,841 1,444,705 = 
Laced es ees 2,025.3 11,942.4 137,158 111,065 8,993 9,924 
Lucknow 2c 2k. eerie 1,676.7 9,500.8 113,548 88,358 7,445 8,216 
Lyidenancescukaamactens 527.4 3,146.8 35,717 29,266 2,342 2,584 
Madocetasncace teases 2,046.4 11,553.7 138,586 107,450 9,116 8,564 
Magnetawan once 237.2 1,379.2 16,067 12,827 1,078 = 
Markdale....25.8.ckaeee 2,286.1 12,711.3 154,819 118,215 10,380 = 
Mark ati csssssosssBonsscecertes 18,257.4 104,826.6 1,236,393 974,888 82,889 = 
Marmora ciei.ccnsnataeen: 1,593.3 9,639.1 107,900 89,644 7,138 4,661 
Martintown ....sscccsssesssssseeseoees 260.6 1,409.5 17,653 13,108 1,158 1,277 
Massey, sccrrccck.-c ere 1,610.2 9,640.2 109,043 89,654 7,310 — 
Maxvilles...0:-.o. Pee: 1,166.4 6,701.7 78,989 62,326 5,179 5,715 
McGarry Twp. nsesscscccsssseseeees 890.8 5,342.8 60,326 49,689 3,955 4,365 
Mealords:ccxciastcttoenes 6,866.7 40,264.1 465,018 374,457 31,176 = 
Meshing c.cvcakoumeres 687.4 3,744.1 46,555 34,820 3,053 3,369 
Merrickville....cssccssscssseesseeessees 1,327.3 7,756.2 89,885 72,134 5,893 6,504 
Midlands.....::c.4:eens 20,623.7 122,715.0 1,396,637 1,141,250 93,631 = 
Mildttiayscc.cccamcntortee 980.1 6,524.9 66,374 60,682 4,352 4,802 
Millbrook .ccacatowsctiannn. 1,010.2 5,855.9 68,413 54,461 4,485 4,950 
Millontecnccat comes: 21,439.1 130,045.9 1,451,860 1,209,427 97,275 2,899 
Milverton voccsccsssesssssssseessesssees 2,105.5 11,154.6 142,590 103,739 9,349 10,317 
Mississauga (R) ....ccesssssesn 457,027.9 2,957,727.3 30,949,933 27,506,865 2,074,907 = 
Mitchells 5.2 occas 5,016.9 25,713.7 339,745 239,138 22,777 <= 
Moore Township... 126.5 706.3 8,570 6,569 562 620 
Moorefield .....ccssessssssessssseeseees 540.3 2,709.9 36,591 25,202 2,399 2,647 
Morrisburg....cossssosssssccsessssciee 3,521.1 20,519.3 238,453 190,830 15,634 17,254 
Mount Brydges...c..ccsssssssees 1,096.0 6,453.7 74,221 60,019 4,866 5,370 
Mount ForeSt.....sssssecsssseeeeeees 5,115.3 29,391.1 346,414 273,337 23,224 a 
Napeneen scence cane 7,439.2 42,817.2 503,789 398,201 33,610 8,034 
Nepean Tw. -scccccssssssssssseeee 99,727.9 623,466.5 6,753,575 5,798,238 273,172 4,154 
Neustadt socntekeokn. 523.4 2,818.0 35,449 26,208 2,324 2,565 
Newboro.035 oleae. 341.6 1,787.4 23,139 16,624 1,517 1,674 
Newburgh ..c.cganceo 584.0 3,363.2 39,548 31,278 2,593 2,862 


See notes p. 57 (R) Restructured 
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R PRIMARY POWER TO MUNICIPALITIES 
‘ember 31, 1978 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
\CILITIES EQUITY PRIMARY MONTHLY (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged (Note 6) PRIMARY POWER 


Mills 


$ $ $ $ $ per kWh 
a (565) 116,499 118,110 (1,611) 23.78 
— (419) 104,478 102,718 1,760 22.68 
835 (754) 158,934 159,991 (1,057) 21.98 
— (215) 64,138 64,944 (806) 20.30 
2,532 (9,121) 1,979,668 1,992,312 (12,644) 21.26 
—_— (13,404) 3,033,641 3,042,279 (8,638) 21.03 
796 (5,582) 1,302,822 1,303,515 (693) 21.82 
a (172,146) 40,459,051 40,630,291 (171,240) 21.33 
_ (1,000) 266,140 269,148 (3,008) 22.29 

= (1,239) 216,328 216,909 (581) 22.77 
a (465) 69,444 69,599 (155) 22.07 
a (1,261) 262,455 264,676 (2,221) 22.72 
— (118) 29,854 30,544 (690) 21.64 

— (1,110) 282,304 284,941 (2,637) 22.21 
12,849 (6,728) 2,300,291 2,311,954 (11,663) 21.94 
890 (925) 209,308 212,058 (2,750) 21.71 
_ (182) 33,014 33,195 (181) 23.42 
= (612) 205,395 205,634 (239) 21.31 
ae (747) 151,462 151,429 33 22.60 
— (689) 117,646 117,083 563 22.02 
5,422 (4,030) 872,043 879,180 (7,137) 21.66 
— (536) 87,261 88,580 (1,319) 23:3) 

— (560) 173,856 173,377 479 22.41 
1,573 (13,153) 2,619,938 2,622,115 (2,177) 2135 
— (597) 135,613 137,306 (1,693) 20.78 

— (541) 131,768 132,126 (358) 22.50 
19,630 (7,883) 2,773,208 2,755,141 18,067 21.32 
219 (1,564) 264,650 263,686 964 23.3 
— (150,423) 60,381,282 60,423,511 (42,229) 20.41 
1,307 (2,955) 600,012 601,042 (1,030) 23.33 
— (33) 16,288 16,950 (662) 23.06 

— (372) 66,467 66,621 (154) 24.53 
1,328 (1,607) 461,892 461,776 116 Pps | 
— (591) 143,885 144,068 (183) 22.29 
849 (2,879) 640,945 645,259 (4,314) 21.81 
9,917 (4,663) 948,888 947,888 1,000 22.16 
9,352 (34,569) 12,803,922 12,801,114 2,808 20.54 
= (404) 66,142 66,965 (823) 23.47 
_ (154) 42,800 43,079 (279) 23.94 
(296) 75,985 16,539 (554) 22.59 
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STATEMENT OF THE AMOUNTS CHARGE 


for the Year End 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads Energy (Note 1) (Note 5) Stage I Stage Il 
kW kWh ’000 $ $ $ $ 

Newbury.c25208.teane 433.0 2,474.9 29,323 23,017 1,923 2122 
Newcastle ...cccccccscscssesssesseeeseees 2,662.8 16,078.1 180,326 149,526 12,089 = 
Newmarket (R)...cccscccscescesee 21,992.8 133,749.2 1,489,353 1,243,868 99,636 10,345 
Niggara cso taieanceemet 3,553.6 21,146.0 240,652 196,659 16,133 ae 
Niagara Falls... 71,136.9 439,617.4 4,817,394 4,088,443 322,962 aes 
Nipigon: Twp ssriteco-cstescsnc-c 2,843.9 17,836.1 192,591 165,877 12,686 11,067 
North Bayer tossp acy: 71,037.6 446,945.8 4,810,667 4,156,597 322,511 ae 
North ¥ ork (ui. itcnccetvnes 731,306.3 4,462,352.4 49,524,068 41,499,877 3,002,627 = 
NOR WiChe yee eee oe ee is = = = eu ~ 
Norwich (R) ..ecccsscesseesseseee oo 2,683.6 15,161.0 181,737 140,998 11,916 13,150 
Notwoodis.nc0 tise: 1,386.0 8,662.4 93,865 80,560 6,154 6,792 
ORLVile oe ee ies 161,474.1 1,113,340.2 10,935,027 10,354,064 733,033 2,928 
Oil Springs 2s: yais ee 493.3 2,930.6 33,412 27,256 2,191 2,418 
Onientee ie has 1,000.3 5,866.2 67,740 54,557 4,441 4,901 
Orangeville ..ics coeestieoperasteoase 14,690.2 89,215.2 994,827 829,702 66,694 = 
Orillia acs ee ee 30,639.0 168,249.1 2,074,878 1,564,717 139,102 = 
Orono eee ie eae 1,301.8 6,888.4 88,158 64,062 5,780 6,379 
Osliawa eee ieee 185,203.0 1,140,532.2 12,541,953 10,606,950 840,822 =3 
Ottawa} Goh oe oe §23,197.3 3,238,511.6 35,430,928 30,118,159 2,002,118 = 
Ottervillewe pe res - » _ a i on 
Owen Sound t06..cinon. a: 30,692.2 187,070.5 2,078,482 1,739,757 139,301 ay 
Paisley eh cchsciagecsecosacies 1,593.5 9,214.5 107,917 85,695 7,235 = 
Palmerston ....sssssscsssesseesseesseees 2,438.6 14,011.0 165,148 130,303 11,072 a3 
Parise ese 8,638.1 47,247.9 584,976 439,406 39,218 = 
Parkhill:.cccsccuusdt acess. 2,083.4 12,135.1 141,088 112,856 9,458 es 
Parry Sound wesc 6,851.7 40,291.9 464,001 374,716 31,107 eo 
Pembroke 2c haceees 18,585.2 98,645.7 1,258,592 917,405 84,377 = 
Penetanguishene...........+ 7,832.4 45,923.7 530,416 427,091 35,559 = 
Perth noschenaatarer:: 10,537.1 60,968.0 713,577 567,003 47,839 pe 
Peterborough .......sssssseeseeesees 91,353.2 554,073.3 6,186,440 5,152,883 414,743 = 
Petrotia ores 4,716.7 26,698.2 319,418 248,293 21,009 19,830 
Pickering scotia cg etine noes: 3,610.2 21,347.0 244,483 198,528 16,029 17,690 
Picton eee eae. 6,299.2 36,295.3 426,587 337,547 28,599 = 
Plantagenet .....ccssssscssssssseeeeee 1,320.0 8,186.6 89,390 76,136 5,861 6,468 
Plattsville® cece ces = = = be zed 4 
Point Edward... 8,279.5 42,723.2 560,690 397,326 37,362 11,132 
Bort Burwelbcessacciccesccunnecatens 545.6 3,215.0 36,953 29,900 2,423 2,674 
Port Colborne ...cescccscessceeseees 17,069.5 111,716.1 1,155,951 1,038,961 71,496 = 
Port. Dower te hic deen 3,414.3 20,520.5 231,216 190,841 15,500 4 
Port Elgin peter ees Sears bomnss 10,944.6 64,468.6 741,170 599,559 49,688 a 


See notes 57 (R) Restructured *Deleted due to Restructuring 


Allocation of Charges for Power 69 


JR PRIMARY POWER TO MUNICIPALITIES 
ecember 31, 1978 


TOTAL 


AMOUNT 
RETURN CHARGED AMOUNTS 
SPECIAL ON FOR BILLED AT | BALANCE | DEMAND TOTAL AMOUNT 
*ACILITIES EQUITY PRIMARY MONTHLY (Refunded) CHARGE CHARGED FOR 
(Note 3) (Note 4) POWER RATES or Charged | (Note 6) PRIMARY POWER 


$ $ $ $ $ 
ane (259) 56,126 57,322 (1,196) 
= (1,266) 340,675 341,847 (1,172) 
321 (12,341) 2,831,182 2,801,230 29,952 
1,828 (2,378) 452,894 454,799 (1,905) 
24,587 (44,471) 9,208,915 9,228,775 (19,860) 
= (1,715) 380,506 381,439 (933) 
108,305 (33,896) 9,364,184 9,389,163 (24,979) 
16,657 (286,923) 93,756,306 94,415,551 (659,245) 
954 (2,178) 346,579 349,119 (2,540) 
= (830) 186,541 187,952 (1,411) 
126,640 (62,380) 22,089,312 22,197,853 (108,541) 
ae (593) 64,684 64,723 (39) 
= (518) 131,121 131,370 (249) 
10,650 (6,012) 1,895,861 1,893,492 2,369 
26,676 (10,842) 3,794,531 3,795,884 (1,353) 
= (667) 163,712 164,745 (1,033) 
a (95,122) 23,894,603 23,903,991 (9,388) 
= (233,642) 67,317,563 67,834,834 (517,271) 
ds (18,562) 3,938,978 3,933,957 5,021 
= (828) 200,019 201,620 (1,601) 
1,120 (1,881) 305,762 308,654 (2,892) 
ae (5,729) 1,057,871 1,058,480 (609) 
197 (1,297) 262,302 263,436 (1,134) 
616 (3,228) 867,212 873,386 (6,174) 
705 (4,458) 2,256,621 2,285,850 (29,229) 
4,146 (4,149) 993,063 1,001,576 (8,513) 
aS (6,126) 1,322,293 1,331,420 (9,127) 
a (52,791) 11,701,275 11,783,353 (82,078) 
646 (3,652) 605,544 604,267 1,277 
ee (1,057) 475,673 474,438 1,235 
309 (4,751) 788,291 790,315 (2,024) 
= (551) 177,304 179,383 (2,079) 
= (6,022) 1,000,488 1,007,558 (7,070) 
108 (337) 71,721 72,620 (899) 
1,161 (11,199) 2,262,370 2,263,829 (1,459) 
3,372 (2,387) 438,542 437,024 1,518 
14,927 (3,321) 1,402,023 1,405,528 (3,505) 


70 Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGEI 


for the Year Ende 
PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 
of Allocation) (Note 2) 
COMMON | ENERGY AT 
MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I Stage II 
kW kWh °000 $ $ $ 
PortsHope 28s seen: 22,061.3 126,751.9 1,493,995 1,178,793 — 
Port McNicol] ......sccssseessseseses 2,217.4 12,019.5 150,168 111,782 10,866 
Porte Perry Snieiciecneecae te: 5,340.2 30,958.8 361,640 287,918 = 
Port ROWAD...ccssssssssssessseesssees 634.9 3,863.2 43,001 35,928 3,112 
Port (Stanley pci. 8-..cscnneieos 2,068.1 11,922.8 140,056 110,882 9,390 = 
Prescott fee, Ann Sees 6,858.7 37,663.9 464,474 350,275 31,139 = 
Pricevillecss.c..cchoeeacec 153.3 764.7 10,384 7,113 681 751 
Princeton®ic eee — — —- = _ = 
Queenston ....eecccssseeescssseeeseeees 484.3 2,833.0 32,799 26,348 2,150 2,373 
Rainy Rivetsicccc2esctecetnnscese 1,458.7 8,845.8 98,785 82,267 6,477 7,148 
RedcR ok consisted ee 1,117.9 6,774.2 75,707 63,000 5,075 = 
Renfrew ccccecsoosietencetstveacnans 9,278.5 51,121.0 628,344 475,425 42,125 = 
Richmond .....cccssssesssseessessssees 2,954.0 17,018.8 200,045 158,275 13,116 14,475 
Richmond Hiill.........ccssssecs0e 26,865.6 162,170.7 1,819,343 1,508,188 121,971 = 
Ridge tow c.feccirencncthecctereee 3,729.5 20,775.1 252,562 193,209 16,932 = 
Ripleyise...c.accet oes. 1,155.0 6,487.6 78,219 60,335 5,128 5,660 
Rockland :..0:.ccsconcsmetee. 4,509.9 25,597.3 305,412 238,056 20,024 22,099 
Rockwood sicssci.ctiee: 1,060.0 6,458.0 71,789 60,059 4,707 5,194 
Rodneyie-ccicrctecttetetae 978.6 5,540.0 66,276 51,523 4,345 4,796 
Rowena 5g 327.0 1,685.3 22,144 15,674 1,485 = 
Russell bee aes 1,186.1 7,045.7 80,327 65,526 5,267 5,812 
Sandwich West Twp. .......... 12,268.3 67,153.5 830,809 624,528 55,698 = 
Sarnia 2h eons ences RATES 95,558.4 669,671.8 6,471,218 6,227,949 430,640 = 
Scarborough........sssssssseseses 486,899.4 3,030,208.7 32,972,832 28,180,942 2,210,523 = 
Schreiber TWwp......sssssssses 2,485.5 15,191.2 168,320 141,279 11,142 6,986 
Seafories.sc.ccitccecat 2,797.2 15,328.6 189,428 142,557 12,700 = 
Shelburne .......:.ccscsssseessseeeeseess 3,965.9 23,353.3 268,576 217,187 18,006 = 
Sim 006 oaccinceicncste ecetestees 22,477.7 139,659.7 1,522,193 1,298,836 102,049 = 
Sioux Lookout .....cccessseeesseeees 3,708.0 23,064.2 251,106 214,498 16,464 18,169 
Smiths Falls ......c...ccsscssseeesees 14,795.1 84,416.2 1,001,926 785,072 67,170 — 
South Grimsby Twp............ 1,135.5 6,398.0 76,897 59,501 5,042 5,564 
South: River <iccescecsccahintte 1,541.9 8,792.9 104,421 81,775 7,000 = 
South West Oxford oo... 3,983.8 27,576.5 269,784 256,462 18,086 — 
Southampton ......ceeeeeeeen 5,095.7 30,212.1 345,084 280,973 23,135 = 
Springfield ........sssssssssssssssseeeee 465.0 2,567.4 31,495 23,877 2,065 2,279 
St. Catharines... 217,073.1 1,319,043.4 14,700,198 12,267,104 893,950 = 
St. Clair Beach... 2,129.6 11,064.3 144,220 102,899 9,592 3,757 | 
St George crrcccmneecesisiesinwissnse 1,218.3 7,328.7 82,508 68,158 5,453 3,864 
St Mary tcc akin 6,198.3 36,261.9 419,754 337,237 28,141 = 
St. Thomas....ctee-qusese 37,524.8 220,773.6 2,541,180 2,053,194 170,362 a 


See notes p. 57 *Deleted due to Restructuring 


Allocation of Charges for Power 


IR PRIMARY POWER TO MUNICIPALITIES 
ecember 31, 1978 


SPECIAL 
FACILITIES 


(Note 3) 


766 
5,204 
13,560 


347 


ON 


(Note 4) 


$ 


(1,769) 
(11,441) 
(2,290) 
(9,849) 


(670) 
(496) 
(2,734) 
(2,259) 
(366) 


(116,829) 
(962) 
(796) 

(6,882) 

(25,223) 


RETURN 


EQUITY 


(10,607) 
(1,225) 
(2,347) 

(471) 
(1,774) 


(4,497) 
(82) 


(424) 
(637) 


(755) 
(4,665) 
(1,161) 

(11,940) 

(2,397) 


(561) 
(1,529) 
(664) 
(750) 
(230) 


(525) 
(4,507) 
(68,603) 
(192,502) 
(1,295) 


(2,349) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 
2,768,500 
282,571 
672,123 

84,389 
261,293 


842,569 
18,847 
63,246 

194,397 


143,611 
1,142,061 

384,750 
3,455,318 
462,221 


148,781 
584,062 
141,085 
126,190 
39,073 


156,407 

1,513,703 
13,061,204 
63,171,795 
327,692 


343,102 
507,204 
Dol 
497,947 
1,844,666 


146,334 
192,700 
542,876 
648,838 
59,450 


27,744,929 
259,506 
159,590 
778,250 

4,739,513 


AMOUNTS 

BILLED AT 

MONTHLY 
RATES 


$ 
2,769,634 
284,310 
668,157 

84,537 
263,515 


840,721 

19,198 
Ot 29 
196,120 


145,467 
1,145,457 

391,545 
3,460,017 
465,062 


148,800 
583,042 
140,794 
128,654 
39,387 


157,023 

1,526,867 
13,141,327 
63,128,172 
334,003 


343,659 
512,946 
2,930,572 

498,240 
1,857,041 


147,658 
194,141 
548,043 
657,287 
59,958 


27,811,060 
261,205 
160,686 
778,790 

4,756,348 


BALANCE 
(Refunded) 
or Charged 


$ 
(1,134) 
(1,739) 
3,966 
(148) 
(2,222) 


1,848 
(351) 
(283) 

(1,723) 


(1,856) 
(3,396) 
(6,795) 
(4,699) 
(2,841) 


(19) 
1,020 
291 

(2,464) 

(314) 


(616) 

(13,164) 

(80,123) 
43,623 
(6,311) 


(557) 
(5,742) 
(5,375) 

(293) 

(12,375) 


(1,324) 
(1,441) 
(5,167) 
(8,449) 
(508) 


(66,131) 
(1,699) 
(1,096) 

(540) 

(16,835) 


DEMAND 
CHARGE 
(Note 6) 


7] 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


oe Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGEL 
for the Year Endec 


PRIMARY POWER 

ENERGY SUPPLIED 
DURING YEAR TRANSFORMATION 
(Principal Bases AND METERING 


of Allocation) (Note 2) 
COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage II 
kW kWh ’000 $ $ $ $ 

Stay Net see tet aentee ene 2,892.0 16,452.3 195,846 153,007 13,129 = 
Stirling sn aie eo 2,238.8 | 13,316.6 151,617 123,844 10,165 = 
Stoney Creeks 7,767.1 42,578.8 525,991 395,984 35,263 _ 
Stoutivalle se. .<.cccacdsacacteosveisieses 7,357.5 43,944.9 498,253 408,688 33,404 = 
Sratfotd eects akcees 45,092.5 269,696.7 3,053,666 2,508,180 204,720 ae 
Strathroysccc incon: 10,558.2 59,981.0 715,007 557,823 47,935 _ 
Sturgeon Falls........:ssssssssse 7,744.1 46,072.7 524,436 428,476 35,158 = 
Sudbinrye ote so 102,485.5 656,999.2 6,940,319 6,110,093 465,285 an 
Sunderland.....cscsssccssesseseeesees 861.6 4,825.4 58,348 44,877 3,826 4,222 
Sundridge sf.occcicteccnt.nseen 1,544.1 8,871.8 104,568 82,508 7,010 om 
Sul heck tecanuee-: 3,574.6 21,795.1 242,077 202,694 16,229 a 
die oc eee a ee 1,286.3 7,582.2 87,110 70,515 5,711 6,303 
Tecumseh oncace.cccsseivsstivcnesten>- 5,708.5 32,455.5 386,582 301,836 25,917 ae 
Tese water fee ede csteneee 1,743.2 9,798.4 118,052 91,126 7,786 6,299 
Terrace Bay Twp... 2,896.8 17,627.7 196,173 163,938 13,152 = 
Mhamestord*:..2. ose. x w= = = = 
Thamesville......scccscesssessseeeesees 6,561.8 89,919 61,025 5,895 6,506 
Tiediorde isso eee 5,513.6 64,427 51,276 4,224 4,662 
UR@SSAION cocccccctcotcceescnste<ceneare 12,108.1 139,432 112,605 9,348 — 
TOR DUTY: <cecsencnes 13,397.6 153,112 124,598 10,265 fe 
Thomdalescct 440.0 2,332.8 29,800 21,695 1,954 2,156 
Thorritons5h45.6 shear 555.3 | 2,969.5 37,607 27,616 2,466 2,721 
Whotold’ fac sct ee 7,548.9 47,478.9 511,214 441,555 34,264 ot 
Thunder Bay....cscscccsssessseeeoe 159,770.2 999,902.2 10,819,642 9,299,091 725,317 1,957 
Tiber ee 6,196.2 33,772.6 419,608 314,085 28,112 935 
Tillsonburg ce hnwinteenee 17,727.3 97,745.9 1,200,498 909,037 80,483 -_ 
Worontaec.2 he eas 1,179,155.3 7,473,091.1 79,852,407 69,499,748 4,569,152 a 
Totten Pam esesccschemnstone cade 2,587.6 14,682.9 175,237 136,551 11,748 nd 
Trenton eat nocosnosptencenc 30,827.0 197,213.2 2,087,607 1,834,084 139,955 3 
weed 6d ocqartnaics 2,849.8 15,237.2 192,991 141,707 12,938 = 
Ustridge hs. Seca 4,746.6 25,078.9 321,444 233,235 21,550 a 
Vankleek Hill.......c.cscccsseecse 2,203.4 12,492.7 149,220 116,182 9,784 10,797 
Vaughan Tw. ...ccccssssssssssssse 66,079.5 392,931.8 4,474,906 3,654,267 300,001 _ 
Victoria Harbout..........:000+. 1,386.6 7,892.8 93,901 73,403 6,157 6,794 
Se Seelee Se ee er 8,726.5 49,307.6 590,964 458,562 39,619 a 
Wallaceburg......cssssssssesssseessen 27,505.3 167,036.7 1,862,665 1,553,441 124,875 a 
Wardsville ....ccccsecssseessseecesnees 458.0 2,671.3 31,016 24,844 2,034 2,244 
Warkwortis..02-.... 717.6 4,163.6 52,661 38,721 3,453 3,810 
Wasaga Beach .....ssssssssesessen 10,078.6 55,158.6 682,526 512,976 45,282 23,260 
Waterdown ....ccsssccecssecssecsnseens 2,618.0 16,065.9 177,293 149,413 11,624 12,828 


See notes p. 57 *Deleted due to Restructuring ) 


Allocation of Charges for Power B 


JR PRIMARY POWER TO MUNICIPALITIES 
cember 31, 1978 


SPECIAL 
*ACILITIES 


(Note 3) 


5,826 
33357 
117,620 


1,387 


1,615 
12,832 
D22T 


2,182 


61,077 


10,381 


6,694 
91 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(1,503) 
(1,209) 
(3,791) 
(3,146) 
(29,090) 


(5,943) 
(3,107) 
(52,139) 
(569) 
(562) 


(1,938) 

(734) 
(2,713) 
(1,061) 
(1,465) 


(1,071) 
(655) 
(842) 

(1,013) 


(351) 
(239) 
(8,976) 
(121,245) 
(3,397) 


(7,871) 
(912,633) 
(949) 
(17,219) 
(1,580) 


(2,570) 
(798) 
(19,467) 
(678) 
(4,469) 


(15,871) 
(282) 
(417) 

(4,394) 

(1,486) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 


$ 
360,479 
284,417 
953,966 
938,661 
5,737,476 


1,320,648 

988,320 
13,581,178 
110,704 
193,524 


459,062 
168,905 
714,623 
222,202 
371,798 


162,274 
123,934 
262,570 
286,962 


55,275 
70,171 
978,645 
20,724,762 
760,730 


2,183,762 
153,021,506 
324,814 
4,044,427 
346,056 


575,841 
285,185 
8,470,784 

179,577 
1,095,057 


3,531,804 
59,947 
98,228 

1,259,650 

349,672 


AMOUNTS 

BILLED AT 

MONTHLY 
RATES 


$ 
362,012 
284,753 
955,259 
945,883 

5,787,298 


BALANCE | DEMAND TOTAL AMOUNT 
(Refunded) CHARGE CHARGED FOR 
or Charged (Note 6) PRIMARY POWER 


$ 
(1,533) 
(336) 
(1,293) 
(7,222) 
(49,822) 


1,327,243 
998,118 
13,710,712 
-111,264 
189,918 


(6,595) 
(9,798) 
(129,534) 
(560) 
3,606 


465,253 
169,705 
717,982 
221,504 
373,073 


163,507 
125,278 
261,437 
288,307 


56,157 
70,538 
985,936 
20,682,336 
761,750 


2,181,730 
153,417,330 
325,330 
4,063,173 
348,696 


581,616 
286,335 
8,483,221 

182,239 
1,103,043 


(6,191) 
(800) 
(3,359) 
698 
(1,275) 


(1,233) 
(1,344) 
1,133 
(1,345) 


(882) 
(367) 
(7,291) 
42,426 

(1,020) 


2,032 
(395,824) 
(516) 
(18,746) 
(2,640) 


(5,775) 
(1,150) 
(12,437) 
(2,662) 
(7,986) 


3,539,487 
60,535 
99,067 

1,268,641 

354,311 


(7,683) 
(588) 
(839) 

(8,991) 

(4,639) 


74 Appendix II—Finance 


STATEMENT OF THE AMOUNTS CHARGEI 
for the Year Ende 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 
(Principal Bases 
of Allocation) 


TRANSFORMATION 
AND METERING 


(Note 2) 


COMMON’ | ENERGY AT 
MUNICIPALITY Average of DEMAND 9.3 MILLS 
Monthly FUNCTIONS | PER KWH 
Peak Loads (Note 1) (Note 5) Stage I 
kW kWh ’000 $ $ $ $ 

Wiatentord” ieee ceee mee 2,664.0 15,048.3 180,407 139,949 11,877 10,655 
Waterloo North (R) sss. 105,591.9 640,288.9 7,150,686 5,954,687 168,047 10,865 
Watlordsi.ccdtre te ence 1,948.7 10,733.6 131,968 99,823 8,680 8,163 
Waubaushene ......seeccseeee 880.8 4,965.2 59,649 46,177 3,911 4,316 
Webb wood cscs. toaiies 548.2 3,089.9 cA by | 28,736 2,489 = 
Wellaid..scc eran 54,986.7 315,130.0 3,723,704 2,930,709 249,640 = 
Wellington ..cne casas 1,409.3 7,639.3 95,438 71,046 6,257 6,906 
West, Lome os.changinare 2,033.0 10,682.0 137,675 99,343 9,027 9,962 
W Ghiports castor Beane 1,069.3 6,311.3 72,415 58,696 4,748 5,240 
Wheatley sc jnccct coc miacen 1,833.0 10,144.0 124,133 94,340 8,168 7,545 
Whibyae Gut) eae 43,741.6 259,751.5 2,962,185 2,415,690 198,587 = 
WidttOnt scum een 3,022.6 18,187.9 204,695 169,148 13,723 = 
Williamsburg ........ceeseeeeeeee 379.3 1,983.2 25,688 18,444 1,684 1,859 
Winchester .......ccsssssseeseseeseesees 4,495.0 28,759.5 304,407 267,463 20,109 14,605 
Windermere .......sssssesscessseeees 348.1 1,512.7 23,577 14,068 1,581 = 
Windsorain tice eee 312,669.8 1,948,343.6 21,174,007 18,119,595 1,419,521 = 
WIN HAT cones tence eee: 7,396.2 44,212.3 500,876 411,174 33,580 _ 
Woodbridge .....sssssessseseeeeen 4,117.1 24,393.2 278,815 226,857 18,692 = 
W G00 STOCK sssiccsss cee cere’ 45,409.0 270,422.5 3,075,100 2,514,930 206,157 = 
Woodville sieves pseuecceces 663.0 3,648.1 44,903 33,927 2,944 3,249 
WYOMING sececce-ns eins: 1,477.6 8,816.3 100,066 81,992 6,561 7,240 
Bo a op nin OES 124,745.5 810,881.5 8,447,769 7,541,198 566,345 = 
TALA ER) po ee eee 2,892.6 17,296.1 195,889 160,855 12,889 11,902 
ZACH eee roe eee 1,074.2 6,032.8 72,745 56,105 4,769 5,264 
Total Municipal.........s 9,848,348.8 | 61,283,556.7 666,930,234 569,937,095 41,311,609 1,299,546 


See notes p. 57 


(R) Restructured 


Allocation of Charges for Power 


IR PRIMARY POWER TO MUNICIPALITIES 
scember 31, 1978 


SPECIAL 
FACILITIES 
(Note 3) 


1,813,351 


RETURN 
ON 
EQUITY 
(Note 4) 


$ 
(1,851) 
(47,072) 
(1,621) 
(479) 
(206) 


(32,589) 
(899) 
(1,494) 
(566) 
(1,193) 


(18,437) 
(1,838) 
(343) 
(2,026) 
(231) 


(189,536) 
(3,695) 
(2,699) 

(28,664) 

(380) 


(779) 
(87,329) 
(1,791) 
(705) 
(5.258.902) 


TOTAL 
AMOUNT 
CHARGED AMOUNTS 
FOR BILLED AT | BALANCE 
PRIMARY MONTHLY (Refunded) 
POWER RATES or Charged 


$ $ $ 


342,242 344,064 (1,822) 

1S 2375213 13,303,921 (66,708) 
247,899 246,057 1,842 
113,574 D2 3322 1,252 

68,146 68,819 (6723) 


6,871,464 


6,902,238 (30,774) 


178,748 180,407 (1,659) 
254,513 256,159 (1,646) 
140,533 141,088 (555) 
232,993 - 235,450 (2,457) 


DEMAND 
CHARGE 
(Note 6) 


ie) 


TOTAL AMOUNT 
CHARGED FOR 
PRIMARY POWER 


Mills 
per kWh 
22.74 
20.67 
23.10 
22.87 
22.05 


21.81 
23.40 
23.83 
22.27 
22.97 


5,558,025 


5,535,464 22,561 


385,837 386,814 (977) 
47,332 47,926 (594) 

606,532 601,500 5,032 
38,995 39,087 (92) 


40,524,808 40,720,059 


(195,251) 


943,808 943,250 558 
521,665 526,783 (5,118) 
5,767,523 5,772,773 (5,250) 
84,643 84,168 475 


195,193 194,993 200 


16,467,983 16,537,185 (69,202) 
379,746 385,136 (5,390) 
138,178 138,379 (201) 

1,276,032,923 1,280,504,865 (4.471,932) 


21.40 
21721 
23.87 
21.09 
25.78 


20.80 
2135 
74) \es& 
21.33 
23.20 


22.14 
20.31 
21.96 
22.90 
20.82 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1977 Debt Retirement through December 31, 1978 
Appropriations Annexations 
$ $ $ 
A CLONES Sect cesteerhestien so centet seacese eattet tear tony 1,020,971.00 71,081.00 1,092,052.00 
VNU (CHEATS pce covered oon re ocaLearcooe 104,335.00 8,734.00 113,069.00 
JAX esr Senccceeea ti nnees sta vaoescassusnsditsstiatetemosririost: 1,302,154.00 173,584.00 1,475,738.00 
Alexandria seesccr ec aecsmesscraiescatasescnsturcees 553,203.00 50,962.00 604,165.00 
Palfred fee cs2c sect ceusten tee ati cass anes eases 109,357.00 14,736.00 124,093.00 
AMIStOMIES. Scones srtrass task conarecsasatesteestaetse 543,062.00 51,196.00 594,258.00 
PION ares sri ds ctoasosssnerccscassssctecertntcsseercoretes 337,517.00 31,779.00 369,296.00 
AlVinStone tances coe siensaarcn terterensnters 93,650.00 5,458.00 99,108.00 
PAUINOSSU OUT Pierre ecscersctcncrscareetseteraanest teres 901,961.00 69,045.00 971,006.00 
AANICAStER A WP eens cosccrerenes cessncos ceases ceseneates 419,903.00 29,630.00 449,533.00 
Apple gilill eee vecccstctesssarstaorecsserstctecsasoseeteees 30,944.00 1,897.00 32,841.00 
ASK OMA estes seseve cos scscavesasssasusnssotsestesnnacetnessts 72,802.00 3,647.00 76,449.00 
ASN PHO laces seererskictrte teehee 990,180.00 100,899.00 1,091,079.00 
ANDUN UE Sos capsecscens tansonss secu sasnsnovssesdovccsonsnsvieasacs 241,048.00 23,750.00 264,798.00 
ASUNENS ries eee tresses cuteness enemas 114,302.00 9,080.00 123,382.00 
Atikokan: Ww isis. .cssccsscsestecssstossececsacarscecseasd 572,286.00 57,208.00 629,494.00 
UL OL Ay. acess shes costess cousnstacarastedssonssesssssiess cusses 1,181,765.00 128,453.00 1,443,389.00 
AAVOMIMOLC cetesccntecc as tonsencesseter oases owes ssesseceesses 23,654.00 1,899.00 25,553.00 
AVY LIM OE oss sasss os recesecsececsstcassct Meseensconsettestersoses 868,291.00 68,307.00 936,598.00 
Bancroftiic.csciondssssnsonsessosepeasessnsestgnstsescasaseateese 245,440.00 28,232.00 273,672.00 
Ba reie S20.8 osectsccenensssqueseistctih ce coset pence eacees 4,478,063.00 477,940.00 4,956,003.00 
BargyiseBaycnccurcse sarc sesse nec seresctees reser 105,499.00 12,783.00 118,282.00 
Bathe re siege cecresents oo ocrces satete teentenes toes aaa 80,632.00 9,742.00 90,374.00 
Beach burg :..c.tiecncrecccsrenasnte-vercsrvesesscocseanstins 57,578.00 6,522.00 64,100.00 
Beamsvitle sce: scicrcsn cusectersrestsstnnottreoserostoreeny 368,436.00 31,616.00 400,052.00 
Beaverton ficccr tect scccreans mesanassoncsorarssosees gests 280,742.00 24,953.00 305,695.00 
Beetonncn cease ee 147,604.00 12,163.00 159,767.00 
Belles Rivericsic. cies: ssscstectocavscusssaveoncesassse=sasease: 249,267.00 27,745.00 277,012.00 
Belleville irc sca cectarrctscasvsstnnaarvecesonsset snr oceors 4,837,435.00 446,415.00 5,283,850.00 
Behr ont sacsscacssssrersescacsessterseesoseventvecterssasacssees 112,956.00 13,517.00 126,473.00 
Blandford-Blenheimy.7.2.-.cs egress _ 12,839.00 299,421.00 
Blenbenniesncccccsecascssrsescscscasasperctscensbersteencestes 440,734.00 37,411.00 478,145.00 
Bloomifiel deter cme-c.ctscocosustansttes cere cer ses ears 106,429.00 7,978.00 114,407.00 
Bl ythy sete. csxt cscs. spss cccivacesetacneesteccue est senaueuenas 163,385.00 12,208.00 175,593.00 
Bobcay com crcrstcccarecscaonsenasousnsesaesst-cesrscsvesas 184,904.00 20,323.00 205,227.00 
Both wellie sito. ccoscdcecdssceesosnszsstetsosnssentores 121,795.00 8,681.00 130,476.00 | 
Boowimta ni ville cscs censnscncaeccqececestctstsesescnceresscnns 1,650,474.00 147,848.00 1,798,322.00 | 
BFaCE DIG Be cesses cesses casasecseecesassccecenearvtoeichnst 183,882.00 31,498.00 215,380.00 | 
BradiGndire a trrsse ccs crctcitastrsc steer teens cctaees 423,277.00 50,965.00 474,242.00 
STE CIN YS (3a ahi Ror eo PRE 202,544.00 19,529.00 222,073.00 : 
Bram ptr ic csgcterscescesasteteence seas suctetscestcceatens 4,662,078.00 1,329,841.00 13,528,526.00 | 
Brantford.) 7e) oer peter erste cates 11,306,080.00 786,024.00 12,092, 104.00 
Braritford IW pvitencc.s os ccsnstsonsueseareabssssotetsssés 1,448,893.00 160,052.00 1,608,945.00 
Brechin iicccc esd eee at ears 43,489.00 3,039.00 46,528.00 
Brigden cis fci.cecteosts messiness ne eaececsen td 75,387.00 746.00 76,133.00CR i 
| 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 1977 


Balance at 
December 31, 1978 


Municipality 


$ $ 


$ 


Le ee a 355,766.00 32,170.00 387,936.00 
NS isk Se cea Ro 3,471,407.00 274,409.00 3,745,816.00 
MS ee ec ae 158,468.00 10,444.00 168,912.00 
| a RES RET a ee he age 166,792.00 7,937.00 174,729.00 
MN sis. Sect edevesiSionsesioees dccicsase 50,697.00 554.00 = 
2S oes cased sils dest gsadecostceeschc, 128,368.00 12,878.00 141,246.00 
IG alae aS AIR eae 7,758,754.00 1,093,680.00 8,852,434.00 
TS eeepc a ee tee 59,916.00 5,401.00 65,317.00 
i Ee ee 364,335.00 59,179.00 423,514.00 
de a a 273,823.00 21,918.00 295,741.00 
cambridge-N Dumfries .....0......ccccsseccsesoe 10,957,568.00 915,712.00 12,574,697.00 
SLT a 219,774.00 30,444.00 250,218.00 
LG ae ce 42,662.00 4,195.00 46,857.00 
BOON rR uo 8 173,656.00 14,772.00 188,428.00 
nti A 333,826.00 30,710.00 364,536.00 
a 177,068.00 10,890.00 187,958.00 
MACE Tee tpt ky, 902,291.00 56,747.00 959,038.00 
BR ee ee 145,190.00 20,202.00 165,392.00 
so el Re a 129,953.00 9,385.00 139,338.00 
en 78,268.00 8,361.00 86,629.00 
Oh 212,917.00 32,853.00 245,770.00 
snl een 5,416,340.00 441,642.00 5,857,982.00 
RR 64,078.00 4,375.00 68,453.00 
aoe ocecstefesissestisinoriciplcicest 344,614.00 20,039.00 364,653.00 
ree ee 310,781.00 25,802.00 336,583.00 
a, rr 296,927.00 24,901.00 321,828.00 - 
he 94,911.00 6,573.00 101,484.00 
nr 514,403.00 31,049.00 545,452.00 
ne 118,408.00 10,897.00 129,305.00 
oo er 2,162,311.00 192,870.00 2,355,181.00 
Cr rr 477,152.00 63,991.00 541,143.00 
Se rr 214,401.00 20,069.00 234,470.00 
5 a 146,444.00 10,494.00 156,938.00 
on 1,988, 180.00 202,211.00 2,190,391.00 
cerns ceed css hccensarciercch 107,282.00 6,060.00 113,342.00 
rr 156,823.00 17,583.00 174,406.00 
DN 8 ccccct sian, 94,485.00 8,208.00 102,693.00 
oasis. Necv asada acbaswacdssdsbdis 66,248.00 5,055.00 71,303.00 
vo rr rr 131,710.00 10,958.00 142,668.00 
et oscssccassdeccgesencec ces 80,999.00 4,766.00 85,765.00 
A 551,095.00 64,167.00 615,262.00 
= i 54,340.00 3,785.00 58,125.00 
 . 470,492.00 37,620.00 508,112.00 
1 243,386.00 22,610.00 265,996.00 
5 scconepucccendscetcrscanies 101,617.00 7,861.00 109,478.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1977 Debt Retirement through December 31, 197 


Appropriations Annexations 


$ $ $ $ 
Dray tonite e te eccds ccevers teeate cons soeeneesees erases 119,536.00 8,662.00 — 128,198.00 
Dresd ener cere orem eee reese 418,821.00 33,313.00 = 452,134.00 
Drtim botnets oe ee cn nies 64,029.00 780.00 64,809.00CR — 
Diy Genesee rnccdst coors cei eaeeseshsserstsees teeta 586,420.00 60,242.00 — 646,662.00 
Dublin ee ee 59,427.00 3,677.00 — 63,104.00 
Dundalkseeee te rccrctes enon earn 178,057.00 17,023.00 — 195,080.00 
Diindasmeme rere researc enter reer 1,944,925.00 149,011.00 — 2,093,936.00 
Dunnvillemecotcc eee ee 858,198.00 49,314.00 = 907,512.00 
Durance correcta rec eee 369,192.00 24,036.00 — 393,228.00 
Duttoniaer ee eee ere 129,462.00 6,693.00 = 136,155.00 
East pVOrk oer eee en et rnereeerenas 12,459,617.00 864,587.00 = 13,324,204.00 
BasteZorra sla vistock ee es tees ane 343,202.00 23,383.00 — 366,585.00 
Egan ville re PiecsrcsecteccesPusccecaosssenvctiscrsersasinats 102,167.00 9,822.00 — 111,989.00 
Elmvaleme oer ecne cco 169,835.00 13,509.00 — 183,344.00 
Elmwood ect pete re aioe erent 48,286.00 2,507.00 — 50,793.00 
Floren ree trer ee eran tater cseecerre ree 300,619.00 22,354.00 = 322,973.00 
EMmOfo test serse eat once acalte. Corearencsctoee 104,432.00 1,540.00 105,972.00CR — 
EmbDrunteec core tere cache eae 141,115.00 21,812.00 — 162,927.00 
Eni¢e Beach erence cee torre: 19,789.00 1,256.00 — 21,045.00 
TGQ Ueto re ienae Anccdcee emer rere 104,253.00 5,361.00 — 109,614.00 
| FT Vesa deen babel eer ale at, Hitt ek 149,764.00 22,238.00 616.00 172,618.00 
Espanolavictec.cceecccercsscstcsscnsetsrovieatineses cee 390,220.00 58,669.00 — 448,889.00 
ESSEX ret ere ree eh ee ee 498,771.00 47,629.00 == 546,400.00 
Etobicoke terre trate eee ree 36,306,024.00 3,583,125.00 — 39,889, 149.00 
EXGLCE eee ices  se eree 560,308.00 41,130.00 — 601,438.00 
FenelontPallsesctcnscr cee 119,081.00 22,465.00 = 141,546.00 
Fergus etesscs tose secs cpececarteeesaturheescececeietsesceentas 1,153,343.00 114,790.00 — 1,268,133.00 
Bunche ec nceecetes cece earns 66,163.00 4,396.00 —_ 70,559.00 
Flesherton:@.-. ccc eee 98,066.00 8,646.00 — 106,712.00 
Fonthilleee eee eee ee 229,379.00 17,195.00 — 246,574.00 
FOLCSU tere ear eee cee nee eee 407,696.00 30,825.00 — 438,521.00 
Rrankfordwescmet secre anette 150,639.00 16,590.00 — 167,229.00 
GOO BELOW Netee cerce atone ctscesenecrpereeatiessecaster 1,899,721.00 165,779.00 — 2,065,500.00 
Glen costes ceca ee ee 208,769.00 16,971.00 — 225,740.00 
Gloucester ri Wipiaget-casetercts. arece cto tecncreoeees 3,148,758.00 534,320.00 — 3,683,078.00 
COGETI CI se ere toca ee er eee ee eee ees 1,457,522.00 108,397.00 — 1,565,919.00 | 
Grand: Bendy eee 159,332.00 12,236.00 — 171,568.00 
Grand PV alley yc -.ccsctsec tert sietecteet etn 136,857.00 10,486.00 — 147,343.00 
Ciranton erect emer se ere eee 48,265.00 3,638.00 — 51,903.00 
Gygavenhurstenncck cee 588,497.00 43,995.00 -- 632,492.00 
GOEETAS DY Feet cere ccn ss sone coccttescansetonsscces etaranttases 603,460.00 52,747.00 — Per 
OTL) Nesncreiss cece treet seer Seer eeearcreet bere corer cheer 9,938,562.00 918,431.00 — 10,856,993.00 
Hapersville mec cc tgs fees feces seones-stasepetecsseears 516,336.00 20,844.00 — 537,180.00 
Hamilton reer re crore 83,904,270.00 6,086,027.00 — 89,990,297.00 


HamOver cet een tees 1,071,764.00 90,458.00 — 1,162,222.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


BRCASLOMN ee cee nee arti a Sy ee 
OW Perret ee me Pee 
MAES scence yens cas cosets hn eae ccs 
CLOCK H OMEN ds Me eeN ee 


SIs cc ee eva ce stances 
NTR ia Iie ibe, he Se re 


BRTIOCES (ifsc pete oe ee ee pail 
BALGinet. cco. ot Se a ee dee at 


der Lake Twp 
‘tchford ........ 


ignetawan... 


irkdale......... 


Municipality 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Equities 
Transferred 
through 
Annexations 


Balance at 
December 31, 1977 


$ $ 


344,354.00 21,550.00 
364,224.00 22,865.00. 
111,139.00 10,520.00 
149,176.00 10,700.00 
1,072,902.00 181,932.00 


530,435.00 


79,219.00 


222,748.00 18,638.00 
27,855.00 1,777.00 
719,328.00 47,099.00 
1,506,405.00 83,382.00 


280,791.00 


25,313.00 


127,933.00 8,923.00 
638,882.00 65,280.00 
415,443.00 32,503.00 
660, 166.00 101,612.00 


53,875.00 


5,254.00 


654,879.00 77,269.00 
145,721.00 15,784.00 
8,158,438.00 651,541.00 
577,469.00 51,156.00 


29,741.00 


2,018.00 


19,129,154.00 1,676,025.00 
98,187.00 14,608.00 
324,013.00 27,704.00 


213,284.00 16,354.00 


96,683.00 


7,147.00 


71,979.00 6,203.00 
125,072.00 9,155.00 
33,740.00 3,728.00 
1,560,730.00 119,406.00 


2,28 1,543.00 181,774.00 


950,151.00 80,196.00 
29,087,260.00 2,451,520.00 
170,746.00 15,601.00 


220,446.00 12,915.00 


83,025.00 4,062.00 


216,008.00 15,763.00 
19,313.00 1,827.00 
185,822.00 17,609.00 
1,050,733.00 140,629.00 


158,140.00 12,273.00 


31,932.00 2,008.00 
94,973.00 12,403.00 
129,084.00 8,984.00 
115,998.00 6,862.00 


Balance at 
December 31, 1978 


$ 
365,904.00 
387,089.00 
121,659.00 
159,876.00 
1,254,834.00 


609,654.00 
241,386.00 
29,632.00 
766,427.00 
1,589,787.00 


306,104.00 
136,856.00 
704,162.00 
447,946.00 
761,778.00 


59,129.00 
732,148.00 
161,505.00 

8,809,979.00 
628,625.00 


31,759.00 
21,756,913.00 
112,795.00 
351,717.00 
229,638.00 


103,830.00 
78,182.00 
134,227.00 
37,468.00 
1,680, 136.00 


2,463,317.00 
1,030,347.00 
31,538,780.00 
186,347.00 
233,361.00 


87,087.00 
231,771.00 
21,140.00 
203,431.00 
1,191,362.00 


170,413.00 

33,940.00 
107,376.00 
138,068.00 
122,860.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


Meaford......... 
Merlin............ 
Merrickville... 
Midland.......... 
Mildmay........ 


Millbrook ...... 
Milton............ 
Milverton ...... 
Mississauga ... 
Mitchell......... 


THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


Municipality 


Moores Qownshiprccceccsccerereeteresecerennere=eeve 


Moorefield .... 
Morrisburg... 


MOun@ BryG pes sicrsce.cenetarscncecereerecetneee-s--a= 
Mounts ROresticcsoccossscesices Greccsherereteteradreens 


Napanee........ 


Nepean Twp 


Neustadt........ 
Newboro........ 
Newburgh ..... 


Newbury ....... 
Newcastle...... 
Newmarket... 
Niagara.......... 
Niagara Falls 


Nipigon Twp 
North Bay .... 
North York.. 
Norwich......... 
Norwich......... 


Owen Sound 


Paisley c-2:.0 
Palmerston... 


Balance at 


December 31, 1977 


$ 
686,344.00 


94,417.00 
92,121.00 
2,269, 164.00 
102,508.00 


91,575.00 
1,292,296.00 
277,960.00 
23,168,125.00 
508,485.00 


57,900.00 
64,961.00 
268,471.00 
100,527.00 
490,584.00 


809,335.00 
5,244,380.00 
70,730.00 
24,805.00 
49,217.00 


44,447.00 
208,801.00 
1,352,303.00 
413,935.00 
7,702,828.00 


324,850.00 
5,430,650.00 
45,226,713.00 
248,376.00 


141,677.00 
9,915,917.00 
110,315.00 
88,351.00 
979,989.00 


1,68 1,509.00 
111,076.00 
15,882,550.00 
37,502,957.00 
90,080.00 


3,194, 196.00 
140,717.00 
335,886.00 

1,001,973.00 
225,019.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
52,892.00 


5,295.00 
10,224.00 
158,855.00 
7,550.00 


7,781.00 
165,137.00 
16,218.00 
3,520,288.00 
38,643.00 


975.00 

~ 4,162.00 
27,122.00 
8,442.00 
39,402.00 


57,302.00 
764,637.00 
4,032.00 
2,632.00 
4,498.00 


3,335.00 
20,511.00 
174,675.00 
27,372.00 
547,937.00 


21,906.00 
547,172.00 
5,632,935.00 
2,467.00 
16,725.00 


10,676.00 
1,243,765.00 
3,800.00 
7,705.00 
113,153.00 


235,999.00 
10,027.00 
1,426,539.00 
4,029,962.00 
925.00 


236,409.00 
12,275.00 
18,784.00 
66,536.00 
16,048.00 


Equities 


Transferred 


through 


Annexations 


58,875.00CR 


721,465.00 


250,843.00CR 


393,099.00 


91,005.00CR 


Balance at 


December 31, 1978 


$ 
739,236.00 


99,712.00 
102,345.00 
2,428,019.00 
110,058.00 


99,356.00 
1,457,433.00 
294,178.00 
26,688,413.00 
547,128.00 


69,123.00 
295,593.00 
108,969.00 
529,986.00 


866,637.00 
6,009,017.00 
74,762.00 
27,437.00 
53,715.00 


47,782.00 
229,312.00 
2,248,443.00 
441,307.00 
8,250,765.00 


346,756.00 
5.977,822.00 
50,859,648.00 


409,824.00 


152,353.00 
11,159,682.00 
114,115.00 
96,056.00 
1,093, 142.00 


1,917,508.00) 
121,103.00 
17,309,089.00 


41,532,919.00 
ies} 


3,430,605.00 
152,992.00 
354,670.00 
1,068,509.00 
241,067.0€ 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


Additions in the Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1977 Debt Retirement through December 31, 1978 
Appropriations Annexations 
$ $ $ $ 
1 SSE Se ARS at Soe ee tan 522,555.00 52,776.00 — 575,331.00 
ON eo ernest ea upuscxta asin asceres 626,990.00 143,154.00 — 770,144.00 
BELONG UISNENC rncccecde ce ieee 704,230.00 60,330.00 — = 764,560.00 
Mone nah chy oon toa s2b cn son roe ncenstacisvestvvsees 1,052,564.00 81,163.00 — 1,133,727.00 
(0 ONULEEL TD In ASS Sel cee oe 8,985, 129.00 703,654.00 — 9,688,783.00 
Ae yeas tess Acca anagem ek sepsis 657,548.00 36,331.00 —_ 693,879.00 
EEL a Sed so Ea DE 162,932.00 27,808.00 — 190,740.00 
BRDU caret ross a aasesessasesteastsseercseeetcesaeceiécess 840,457.00 48,521.00 — 888,978.00 
| PYSTINGY fos Rost Aner Sepa Ree ee 87,866.00 10,167.00 — 98,033.00 
Ne ar enesn ens ob eS escar Bees chrzavh cates ances vcoecnys 138,426.00 1,561.00 139,987.00CR = 
SELEY IRS ae ae 1,045,208.00 63,774.00 — 1,108,982.00 
INCL ous each ntoincnesngavennconwiessiraxedtnos 57,886.00 4,203.00 — 62,089.00 
ME ONTE en ssse cs cechsivesavssbesnaaenesecdessanon 1,925,145.00 131,479.00 — 2,056,624.00 
MOE ee ceiyet cosas tarcnesatenvccscoisaebacaces 420,892.00 26,299.00 —_ 447,191.00 
MN ics aivionnctenipsrvatasestentsbenstnassvasies 521,332.00 84,302.00 — 605,634.00 
NIG coe Se soho ce Me send comonassaoeneasnhsses 1,787,565.00 169,929.00 — 1,957,494.00 
ECON es esc cb sserceresteaaniavonin ners 209,479.00 17,080.00 — 226,559.00 
eee ne oe 388,318.00 41,133.00 — 429,451.00 
2 Ds RRA eat ane seen 83,210.00 4,891.00 — 88,101.00 
RR cs cos cease Rhodes optsne ants act oys 319,111.00 15,930.00 — 335,041.00 
Dll scesenaner gina oeabiche Be Sa ae an ee eceresenceee: 780,079.00 52,830.00 — 832,909.00 
Gh a, Ps eater ee 13,927.00 1,181.00 _ 15,108.00 
UD na ie gan TER 80,899.00 887.00 81,786.00CR = 
TSO acct er oore meer ch sco one Mn eerie 75,290.00 3,731.00 — 79,021.00 
ALES pula RES a edna 100,412.00 11,236.00 — 111,648.00 
RN cee hen etch cgepat apne casi nog 139,779.00 8,611.00 — 148,390.00 
Vision ai re an a 771,888.00 71,469.00 — 843,357.00 
SIRS geen ee a 183,261.00 22,753.00 —_ 206,014.00 
LED ED ASRS Eine Aeon ee ap 1,928,964.00 206,935.00 — 2,135,899.00 
I OS ado Bc ancsaiiicancoratncaeioveosare 416,419.00 28,727.00 — 445,146.00 
oe pon p2e cess csukscoasohSoaucasauiaeeoauyis 96,634.00 8,897.00 — 105,531.00 
Lak ef 240,043.00 34,738.00 — 274,781.00 
LS 2 re 114,988.00 8,165.00 — 123,153.00 
coche cose Riser ccdhs csesenccenergs 133,223.00 7,538.00 — 140,761.00 
ND oc Ha RSE ere ran Renae 40,167.00 2,519.00 a 42,686.00 
Ro sone cssesad etocaselsenvisvonsearenselsevisks 87,769.00 9,136.00 — 96,905.00 
BWV OS TWD oohissassconsencccsdentscessesoses 702,945.00 94,497.00 — 797,442.00 
reas See oad ceadensene che ctossas 12,244,823.00 736,045.00 — 12,980,868.00 
TN Gat ae 30,627,415.00 3,750,375.00 — 34,377,790.00 
ee a ee 222,958.00 19,145.00 — 242,103.00 
I Fo cnnp codec ssoddecanonseocbsusescveusiene 420,814.00 21,546.00 — 442,360.00 
(on A RRA ee a 291,430.00 30,548.00 — 321,978.00 
|S con eo heb nee nen aN eee Ero 1,932,253.00 173,136.00 — 2,105,389.00 
I nos 0s at nacoesisabsseracssearin 377,536.00 28,561.00 — 406,097.00 
MSI cher ccccsecsatcuncxiccrh sviceseondbes 1,701,941.00 113,960.00 — 1,815,901.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


Municipality 


SouthwGrimsbyiilw pacer -cscccecetesscsesasccetes 
SOuthe RVC ireccscs ct ercesceeiccsseesanaereerearsirceres 
SonthewesvOxtord heecccncstearesrccentdescat conwes 
Southam ptonbersccscorceccrereeesdereeseaseaetnceseesece 
SS Pain piel Qeseccererescceesteceemesteseasscensemeserarnen cen 


SUs Catharines lrncvs sc: cto cescccsreneeseereesee 
Sto) Chair BCACH ccrrccstcsncassscesessacece ese ecsceee eee 
SURG Conve eres senctesronerce tantacarscerstartscen 
Stas Meaty) Secer ac tccctsasecsecvenets rest seeacsarcccerteseatenns 
SCS THOMAS cc cceeee axe cee cotencesteeteetss nets 


Sta yiie ree sere seerceseatscstcamtencteseercc cacti 
SAY Ss eer cascccteca reapendie eoncthec asians ccteceneccecee 
Stoney creek irrcr eres arerctnen sec tee ere enone sacar rere 
Stouliville ser ornscscsezccscsesscccrentavccsesreertcostreres 
SUPA Ge ctecam cocoartenconene aoancrsconeancoceseeancconsbag 


Strath OVinre cceeensutcestcenewtse careerentcrtenae Sree 
Sturpeonish alls. cecerccceesstcarcarstrecreseeees 
SUGDUy eerste ras cena ne me cnetenes ene oceccenasenneeeann 
Sunder) arid eerste eteerees estar ev caseaeee snares 
SUM rid Be rect rceee ca cosecosensetcsessetctstenverseatesteciace 


SREOSWALCT reece tense rcecretiee eaceuesicecenac #eraceratan 
Terrace Bay Twp 


Thorndale 
Thornton 
M Gist ey 0) (2 beanies weasere Sean Ane <2 ana sa Cane cnrngnenne ena 
Thunder Bay 
Tilbury 


Tillsonburg 
Toronto 


XDI PCa akcrsescccsdssccarast ies eanivere ope oeare-tes 
Vankleek Hill 
WSU SRAM WD esceosscocpcsecsne sucess cat tectantateear ss 
Victoria Harbour 
Walkerton 


Balance at 


December 31, 1977 


$ 
115,972.00 


74,788.00 
475,970.00 
373,767.00 

65,546.00 


19,594,511.00 
158,890.00 
137,713.00 
1,266,740.00 
4,395,517.00 


254,414.00 
205,566.00 
625,749.00 
516,054.00 
5,029,728.00 


1,014,797.00 
486,137.00 
8,351,348.00 
98,991.00 
90,284.00 


326,338.00 
124,318.00 
452,618.00 
182,741.00 
267,533.00 


203,822.00 
188,333.00 
114,599.00 
131,372.00 
166,337.00 


62,428.00 
39,907.00 
1,650,261.00 
27,196,046.00 
578,607.00 


1,204,222.00 
161,778,295.00 
153,155.00 
2,923, 194.00 
269,271.00 


434,773.00 
127,856.00 
2,909,639.00 
112,127.00 
743,805.00 


Additions in the 


Year through 


Debt Retirement 
Appropriations 


$ 

8,746.00 
11,877.00 
30,686.00 
39,250.00 

3,582.00 


1,672,021.00 
16,404.00 
9,385.00 
47,743.00 
289,037.00 


22,276.00 
17,245.00 
59,827.00 
56,672.00 
347,328.00 


81,326.00 
59,650.00 
789,401.00 
6,637.00 
11,894.00 


27,534.00 

9,908.00 
43,970.00 
13,427.00 
22,313.00 


2,678.00 
10,227.00 
7,328.00 
15,859.00 
17,415.00 


3,390.00 
4,277.00 
58,146.00 
1,230,641.00 
47,727.00 


136,546.00 
9,082,522.00 
19,932.00 
237,447.00 
21,951.00 


36,561.00 
16,972.00 
508,982.00 
10,680.00 
67,217.00 


Equities 
Transferred 
through 
Annexations 


206,500.00CR 


Balance at 


December 31, 197 


$ 
124,718.00 
86,665.00 
506,656.00 
413,017.00 
69,128.00 


21,266,532.00 
175,294.00 
147,098.00 
1,314,483.00 
4,684,554.00 


276,690.00 
222,811.00 
685,576.00 
572,726.00 
5,377,056.00 


1,096, 123.00 
545,787.00 
9,140,749.00 
105,628.00 
102,178.00 


353,872.00 
134,226.00 
496,588.00 
196,168.00 
289,846.00 


198,560.00 
121,927.00 
147,231.00 
183,752.00 


65,818.00 
44,184.00 
1,708,407.00 
28,426,687.00 
626,334.00 


1,472,475.00 
170,860,817.00 
173,087.00 

3, 160,641.00 
291,222.00 
471,334.00 
144,828.00 
3,418,621.0€ 
122,807.0€ 

811 022.06 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1978 


Additions in the: Equities 
Balance at Year through Transferred Balance at 
Municipality December 31, 1977 Debt Retirement through December 31, 1978 
Appropriations Annexations 

| $ $ $ $ 
BERCCOUS ee et 2,729,257.00 211,862.00 _ 2,941,119.00 
BTOSVille cc nce ee ree ce eee. 48,750.00 3,528.00 = 52,278.00 
PEK WOLTNER coer toe tea PSOne ae ee 71,001.00 5,990.00 _ 76,991.00 
asaga Beachtren ss pire one eee, 763,230.00 77,631.00 — 840,861.00 
BeRown care eke, Wk. le. 252,960.00 20,166.00 o 273,126.00 
| Sau als see Rese ne ene a ce en ee : 320,712.00 20,520.00 — 341,232.00 
BEC TlOOMNOLtH ester. cere OR Aske ee : 6,805,691.00 813,329.00 997,686.00 8,616,706.00 
» ROTROU Rep naaeee arreet em aa 288,464.00 15,010.00 — 303,474.00 
TEES: ies enna een 81,148.00 6,785.00 = 87,933.00 
VOU et Pace 31,884.00 4,223.00 — 36,107.00 
ee ots 5,545,626.00 423,539.00 — 5,969, 165.00 
ROT ere ce ack cs 156,497.00 10,855.00 — 167,352.00 
ES Ce eae a ca 264,088.00 15,659.00 = 279,747.00 
Oe a 96,906.00 8,237.00 = 105,143.00 
neatley Erna sseresuencenscestcyesnsterstaestic eos rectors 207,430.00 14,119.00 — 221,549.00 
nitby Bese sencesdsuaetvesaranvcosertrereemsrereestence testers 2,990,376.00 336,923.00 _ 3,327,299.00 
ha eer Po 315,859.00 23,282.00 = 339,141.00 
Mliamsburg Sreatscrsusnceescacveree sects cearecesceerareieee 61,161.00 2,922.00 _— 64,083.00 
nchester antics casancsrauraeansnanettnaescceess teehee 337,490.00 34,624.00 — 372,114.00 
ndermere Peaacrddescserse Merencettrs sss te ee eee 40,059.00 2,682.00 — 42,741.00 
! 

ae Meee Sere nie ae A 32,622,649.00 2,405,970.00 — 35,028,619.00 
ngham Rosen cncncsrescanacsrcaterstettccisceseteerteneesets 631,119.00 56,970.00 — 688,089.00 
ES ae ea eae ae 468,935.00 31,713.00 — 500,648.00 
TG Tek SIRES aap at at eee 4,934,692.00 349,766.00 — 5,284,458.00 
rodville aoe eae e secre aare nat son sat cate ee scores 65,636.00 5,107.00 -— 70,743.00 
YOR a ot EE iia one aon ee eae a 130,099.00 11,382.00 — 141,481.00 
se de ele en 15,180,387.00 960,861.00 — 16,141,248.00 
ete ters oe fees — 18,063.00 312,472.00 330,535.00 
een ered Ve 122,832.00 8,274.00 _ 131,106.00 
ie, Muniicipalities.............cc.cesscsscosescessnses: 881,020,920.00 75,858,387.00 11,039,395.00 967,918,702.00 
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APPENDIX III — POWER DISTRICT 


RETAIL AND DIRECT CUSTOMERS 


Ontario Hydro provides service to retail and direct customers through 
the Power District operation to customers not served by municipalities 
or private power companies. This operation is viewed as comparable in 
scope with that of a municipal utility. Service to retail customers, in- 
cluding residential, farm, and general customers, 1s administered through 
59 Area Offices and service to direct customers through the Customer 
Service Division at head office. The various classes of service are des- 
cribed below. 


RETAIL CUSTOMERS 
Residential Service 


Residential service is provided to establishments used primarily for living 
accommodation. It embraces two kinds of service — continuous-occu- 
pancy service and intermittent-occupancy service. 


Residential continuous-occupancy service is provided to dwellings con- 
sidered to be customers’ permanent residences. There are two classes of 
continuous-occupancy service for rate purposes — class R1 for service in 
designated zones of high customer concentration where there are at least 
100 customers of any class in a group with a density of not less than 15 
customers per kilometre of line and class R2 covering service elsewhere. 


Residential intermittent-occupancy service is provided to any self-con- 
tained residential establishment which is not regarded as the customer’s 
permanent residence and is occupied intermittently throughout the 
year or part of it. As with continuous-occupancy service, there are two 
classes of intermittent-occupancy service for rate purposes designated 
R3 and R4 for zones of high and normal customer concentrations res- 
pectively. 


Farm Service 


The farm class includes single-phase or three-phase electrical service to 
the farm residence and to all buildings and equipment used in the pro- 
duction and processing of farm products. In other words, for purposes 
of classification, a farm is a residence and a business. The business, which 
is agricultural production on a continuing basis, must be carried on at 
such a level as to ensure that the farm is a viable economic unit. 
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The term “agricultural production”, as used here, includes the work of 
cultivating soil, producing crops and raising livestock, as well as oper- 
ations in nurseries, fur farms, hatcheries and egg production. Properties 
devoted solely to reforestration projects or the raising of Christmas 
trees, or having extensive acreage but not engaged in agricultural pro- 
duction are classified according to their use, but not as farms. Small 
properties of 12 hectares and under are classified as residential, unless 
they are operated for some intensive or specialized form of agricultural 
production, for example fruit farming, poultry raising, market gardening, 
or nurseries. 


Service may be supplied under one farm service to all separate dwellings 
located on the property and occupied by persons engaged in its oper- 
ation. Additional dwellings occupied by persons otherwise engaged are 
regarded as residential. 


Retail revenue million $ 


e 500 


“222 general (under 5,000 kV) 
‘Al farm 


residential 


e 400 


@ 300 


1968 70 72 74 76 78 
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General Service 


The general class includes service to all community business, processing, 
or manufacturing establishments, excluding those that fall within the 
farm class. Customers may receive either single-phase or three-phase 
electrical service at secondary, rural primary, or sub-transmission voltage. 


DIRECT CUSTOMERS 


These customers each have a demand exceeding 5000 kW and are served 
directly under individual contracts with Ontario Hydro. Most are located 
outside the service areas of municipal utilities. Where Ontario Hydro 
provides service to a direct customer located within the distribution 
area of a municipal utility, this is done only with the agreement of the 
utility. At the end of 1978 Ontario Hydro provided primary power to 
101 direct customers. 
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PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS 
as at December 31, 1978 


| NUMBEROF CUSTOMERS OF | NUMBEROF CUSTOMERS 


Line 
Length 


Intermittent Farm General Total 
Occupancy 


or Seasonal 


Continuous 
Occupancy 
or All-Year 


Niagara Region: 
Beanisville & eae t. kes 
Branteord (273. ae ok) 


SHHOOE Ss seek cig ee ar, 
Stoney. Creek. 2°. tae 
Wielland.sG 5. Se area a 


Central Region: 
Bowmanville: i 2 sie). 
Brampton: 65.39% seh cbt. ee 
Markham. 4 ee a 38" 


Western Region: 
Beachvillews -aeiee ee ee 
Glintony <2 sat es 


ESSOM ese. Ait 2a ee 


Pambtontieccs 24 Sse 
SESINNOVS spate OL 


Eastern Region: 
ATIDTION Ae Be og = ee 
Baperon ese APR 1 Ae 


Biranhtord.. et. 8 cee 
Kingstone. -baswes on cee 
Berth ee apse es 
Péterboroupiin. se. ee 
FiciGn eee wane Pee 


weed Usk airless 
Wankleekobill ies rer aoe 
Winchester. + ame ae ae 


11,386 


736 
14,190 
22,340 
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PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS 
as at December 31, 1978 


NUMBER OF CUSTOMERS 


Intermittent 
Occupancy 
or Seasonal 


AREAS BY REGIONS 


Continuous Farm General Total 


Occupancy 


Georgian Bay Region: 


ILStON ns ow a re ear 9,148 
Battie s Oa mee ty ae ee 16,825 
Braceoridgerite 0 nose 18,794 
Fenelon Falls: 3020) 19,003 
Rlumtsvile 0 ee 12,682 
Manden.: aay ss tee 13,536 
Orangeville * seo. 0 rsa. 11,664 
Clb we me Sette > A eee 14,037 
Owen Sound i... a aks 21,907 
Parryvisound ta: <2 ee 11,834 
Penetanguishene....... 14,647 
Stayner. sree eer 6,748 
Walkerton”®. 2.7%. eee. 16,608 
Northeastern Region: 

AlOma. & cis te, ocd Be 9,005 
Kapuskasing... cucpaues ec 6,714 
Kirkland ake. 2+. 426-6. 7,507 
Manitoulin. + 2 She. 6,148 
NATH ESOT: hens oC Peet 3,618 
New Liskeard:>. 2... 4.42040: 9,951 
Worthi Bay «(Sib eae 10,216 
SULEDMEEV: 2-5 cca ae oie eae 21,764 
Pimmuost: 4 ino <. .s eerie 18,384 
Warrent. ¥. 895 oa dale 7,191 
BOTA bh ate er ates 100,498 
Northwestern Region: 

Drvdenics 27 a ee 7,5 ie 
Rare tranices. 3" < Psa os 3,963 
Renato 3 eee 5,559 
Phunder Bay. 2... <2 te 13,234 
TOA eee se. ae 30,067 


ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Class of Service 


Residential. . . 


Continuous 


Occupancy. 


Under 5,000 kW. . . 


Electricity Sales, Revenue, and Customers 


POWER DISTRICT 


kWh 


2,167,030,600 
25429,997,155 
2,693 ,847,000 
3,003,809,400 
3,257,764,400 
3,649,132,400 
4,242 ,469,500 
4 587,135,500 
5,423,760,600 
5 ,808,048,700 
5,904,562,900 


181,449,700 
208,120,000 
248,058,200 
278,306,300 


289,627,100 | 


320,235,700 
368,091,500 
401,813,700 
442,179,300 
442,048,500 
431,715,700 


1,424 ,332,100 
1,516,768,100 
1,586,725,200 
1,657,505,400 
1,708,195,100 
1,789,115,400 
1,896,050,300 
1,958,186,300 
2,064 ,034,800 
2,097,367,400 
2,105 ,581,500 


2,465 ,888,090 
2,735 ,743,742 
2,997,891,700 
3,270,116,100 
3,772,699 ,200 
4,077,143,700 
4,186,079,400 
4,053,334,600 
4,452,763,600 
4.616,130,800 
4 428,738,500 


Revenue 
$ 


34,874,221 
41,577,341 
45,358,874 
51,498,452 
55,764,529 
66,409,901 
83,724,448 
101,039,053 
131,427,282 
179,158,470 
196,936,328 


6,815,172 
7,645,109 
8,382,464 
9,847,782 
10,245,934 
11,811,664 
12,869,493 
15,947,325 
18,457,651 
24,236,873 
25,903,387 


24,003,192 
21032992 
27,883,776 
29,642,894 
30,400,812 
33,487,121 
38,980,395 
43,902,833 
50,723,625 
63,345 ,233 
67,661,810 


27,677,683 
32,145,827 
35,224,976 
40,364,014 
46,591,949 
55,858,262 
65,115,067 
72,390,738 
87,713,160 
144,617,731 
117,593,420 


Customers 


272,216 
288,276 
301,211 
319532 
330,019 
358,542 
380,431 


| 404,009 


426,437 
452,265 
445,527 


131,003 
136,694 
141,022 
145,830 
147,600 
Poeioo2 
155,740 
158,718 
157996 
159,147 
160,139 


130,406 
129,582 
128,322 
126,273 
125,356 
124,312 
123,542 
122,554 
120,911 
118,050 
115,019 


49,184 
50,647 
51,824 
S3yLb2 
52090 
mye fe 
60,560 
62,328 
63,632 
65,700 
65,020 
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Revenue 


Per 
kWh 


“x 


LO 
HNO WAIYD IA 
NONNR RK OR, 


*In 1978 the monthly use per customer has been adjusted to reflect the transfer of customers to 


restructured municipal utilities. 
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90 Appendix III — Power District 


POWER DISTRICT 
ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Revenue 
Per 
kWh 


Monthly 
Use Per 
Customer 


Class of Service Revenue Customers 


kWh $ ¢ 
General nn ae | 125252,270,989 66,004 ,042 54 
Over 5,000 kw@. . . 73,052,574 9 
(Directs). sos 86,704,233 63 
94,931,719 .69 
94,366,011 .70 
108,640,954 ot 
125,486,334 Be, 
1.00 
js! 
; : 1.61 
14,774,977,578 }|245,208,059 1.66 
Street: Lighting .7.°2.. % 36,941,600 $16,935 1.40 
40,267,000 5633720 1.40 
44,749,000 626,568 1.40 
43,406,400 678,389 1.56 
48,902,200 824,536 1.69 
52,870,300 959,593 1.81 
57,534,400 1,329,050 


56,075,700 1,408,620 


oe 


SUPPLEMENT 


Municipal Electric Service 


The 334 municipal electrical utilities associated with Ontario Hydro 
provided retail electrical service in most Ontario urban municipalities 
and served 2,046,952 customers in 1978. The statistics shown in graphic 
and tabular form are for these retail customers only. Restructuring leg- 
islation in the Regional Municipalities of Peel and Waterloo and the 
County of Oxford reduced the number of electric utilities to the present 
number. 


At the end of 1978, 324 utilities were using the general rate for former 
commercial and industrial customers and 169,759 customers were being 
billed on this rate schedule. To compare data for the years before this 
schedule was in effect, commercial and industrial customers are grouped 
in the general service class. This makes a year-to-year comparison at 
average energy use and revenue per kWh approximate only. 


Energy sales by municipal electrical utilities rose by 4.4 percent over 
those of 1977. This increase together with higher electricity rates to 
recover costs provided an increase of $119 million or 9.0 percent over 
1977 service revenue. The revenue for each class of service for the years 
1977 and 1978 is compared below: 


Increase 
Class of Service 1978 1977 Per Cent 
Residentisits: .. Cites a eee $474 034,772 $4312 712516 9.9 
CreNerAl Lire. a... 0 peek eae ae 953,743,588 878,014,740 8.6 
Dicer Laipitingd cue eee 14,305 257 13,429,128 6.5 
Total Service Revenue ....... 1 442,083,617 P3227 15.584 9.0 
Miscellaneous Revenue....... 38,990 284 Bien) ae 1.9 
Toial Revenue... eee) eee 1 481,073,901 1,360,990 636 8.8 


Total costs increased by $92.2 million or 7.0 percent over amounts in 
1977. Of this increase, the cost of power and local generation rose by 
$72.6 million; operation, maintenance, financial and administrative costs 
by $15.9 million, and depreciation charged by $3.3 million. Other costs 
increased by $.4 million. 


Net income was $73.4 million, $27.8 million more than in 1977. Ontario 
Hydro, in exercising its control and regulation of municipal electrical 


92 Municipal Electrical Utilities 


utilities as required by Provincial Statute, considers various factors 
related to the financial condition of a municipal utility before approving 
changes in electricity rates. In addition Hydro has also assured that rate 
increases conform to the intent of anti-inflation guidelines. 


The municipal electrical utilities increased their net investment in fixed 
assets by $137.5 million to new total of $1,543.3 million at the end of 
1978. Net income for the year together with depreciation charged, con- 
tributed capital, new borrowings and an increase in other liabilities 
provided for that increase and for increases of about $48.4 million in 
current assets. Other assets of the utilities increased by about $4.7 mil- 
lion. 


New borrowing amounted to about $34.1 million. After redeeming 
about $8.7 million of long-term debt, debt from borrowing showed an 


Municipal electrical utilities 
Revenue million $ 


® 1,600 


Ps2e1 street lighting and other 
4 general 


residential 


e 1,200 


e 400 


A 
A 


1968 70 72 74 76 78 


AZ 
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increase of $25.4 million at December 31, 1978. Most of this increase is 
due to the restructuring of several municipal electrical utilities and the 
subsequent transfer of liabilities to the restructured utilities. The sinking 
fund for redemption of debentures, in municipalities which issue sink- 
ing — fund debentures, was increased by $1.2 million in 1978 to a new 
total of $25 million. Contributed capital increased $22.4 million to 
$159.3 million in 1978. 


Total assets of the 334 municipal electrical utilities at December 31, 
1978 amounted to $2,354.2 million after deducting total depreciation of 
$432.6 million. The increase of $218 million over 1977 includes an in- 
crease of $66.6 million for equity of the utilitiesin the assets of Ontario 
Hydro. This equity shown in Statement A at $900.2 million constitutes 
38.2 percent of utility total assets and the share of each utility in this 
total equity represents its accumulated contributions in the charges for 
power towards repayment of Ontario Hydro’s long-term debt. These 


Municipal electrical utilities 
Financing of annual additions to fixed assets 


million $ 


*2.°ese) funds borrowed 
32734 funds contributed 


Vy funds from revenue 0 
(including depreciation) posed @ 120 
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MUNICIPAL UTILITY 


ELECTRICITY SALES, REVENUE AND CUSTOMERS 


Class of Service 


Residential. 


General. .... 


Street Lighting 


NOTES: 


kWh 


11,35:7,000,552 
11,920,728 ,345 
12,5533 103,089 
PS FELIS 740 
13,775,879 ,806 
14,263,163,142 
14,811,689,136 
15,394,846 ,066 
VGAS 2-625. 051 
16,383,587,605 
17,025,517 7T108 


20,839,948 ,607 
22,842,742,722 
24,778 ,200,979 
ZIVIS 205524 
30,154,315 ,895 
33,058,492,115 
34,897,481,468 
36,561,986,163 
38,858,731,855 
39,619,621 6438 
41,499 361,750 


482,795,970 
507,749,701 
528,418,006 
586,670,947 
608,288,454 
617,494,280 
630,757,605 


Revenue 


$ 


134,729,574 
146,021,338 
160,456,208 
ifs yioe yee Mie! 
198,268,553 
219,290,605 
241,837,888 
278,928,028 
340,934,916 
431,271,516 
474,034,772 


IBS Be 
236,698 5739 
267 384,677 
30351615350 
352,286,480 
411,964,102 
462,205,739 
540,399 426 
675,282,802 
878,014,740 
953,743,588 


6,040,001 
6,741,395 
T3162508 
8,439,527 
10,490,524 
13,429,128 
14,305,257 


Customers 


1,538,061 
1,559,605 
1,572,066 
1,586,841 
jae Reid 1 
1,627,774 
1,654,065 
1,676,629 
ji aoa | 
1,746,882 
1,805,209 


171,050 
178,907 
194,020 
202,758 
208,683 
214,184 
218,396 
222,103 
228,589 
2323612 
241,743 


1. Estimated energy use for flat-rate services are included in class totals. 


2. Street lighting data prior to 1971 was not compiled on a comparative basis. 


Monthly 
Use Per Per 
Customer kWh 


ey 
NYRPWNRK KK COCO 
HONnM NANW CO He 


3. The Monthly Use of kilowatt-hours per customer is calculated by dividing the average of the 
customers served at the end of the current and previous years into the current year’s kW.h sales. 
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utility equities, and their sum, would correspond to those shown on the 
Ontario Hydro schedule of equities accumulated through debt retire- 
ment if these were available when the utilities close their books at the 
end of the year. Since this is not possible, the equities are, with a few 
exceptions, those at the end of 1977 rather than 1978. 


The books of account, from which the foregoing information is derived, 
are kept by the utilities in accordance with a standard accounting 
system designed by Ontario Hydro for use by all municipal electrical 
utilities. These records are periodically inspected by the Corporation’s 
municipal accountants. From time to time adjustments and improve- 
ments in accounting procedures and office routine are recommended as 
required. By providing this type of assistance and supervision, Ontario 
Hydro seeks to ensure the correct application of rates and standard 
procedures and the observance of a uniform classification of revenues 
and expenditures. The work performed by the Corporation’s municipal 
accountants does not, however, constitute an audit of their accounts. 
The municipalities must make their own arrangements for this audit. 


UTILITY CHANGES — 1978 


Effective Date Old Status New Status 

November 1, 1978 Aurora Aurora (R) 

April 1, 1978 Drumbo Blandford-Blenheim (R) 
Plattsville 
Princeton 

January 1, 1978 Brampton Brampton (R) 

January 1, 1978 Bolton Caledon 

January 1, 1978 Ayr Cambridge N. Dumfries (R) 
Galt 
Hespeler 
Preston 

April 1, 1978 Tavistock East Zorra-Tavistock 

January 1, 1978 Baden Kitchener-Wilmot (R) 
Bridgeport 


Kitchener 
New Hamburg 


January 1, 1978 Port Credit Mississauga (R) 
Streetsville 
Mississauga 
November 1, 1978 Newmarket Newmarket (R) 
April 1, 1978 Burgessville Norwich (R) 
Norwich 
Otterville 
April 1, 1978 Beachville South West Oxford 
January 1, 1978 Elmira Waterloo North (R) 
St. Jacobs 
Waterloo 
Wellesley 
April 1, 1978 Embro Zorra (R) 
Thamesford 
March 1, 1978 Bridgen Ontario Hydro Rural 
March 1, 1978 Moore Twp. Ontario Hydro Rural 


(R) Restructured 
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Mearkacs jtes fete 240 ee eee Ci ee eee 
Number of Municipal Utilities Included 
Numbernof Gustonetsi.ss eae 


A. BALANCE SHEET 
FIXED ASSETS 


Planteandstacilittes‘aticostan a ae 


INetsfixedtassets yam rst) shee Ree ee Se 


CURRENT ASSETS 


Cashion handeanasinDankaeer ere 
Investments—term deposits................. 

= DONS tae ie aia ee eee 
OCher een ween net en a ee oe 


‘LotalicurrentassetSiym atts od ee eee 


OTHER ASSETS 


FAVentories Soe tae eae wae Tk eee ees 
Sinking fund’on debentures 30. f. 
MiscellameousrassetSaesaa aera ee eee 


DEBT FROM BORROWINGS 


Debentures outstanding 4.322222. 0. wee 
Other long-term dept gen, ccc nee oe oe 


‘otablong-term debts: 2. ote. Geeta g 


LIABILITIES 


Gurrentiliabilitiesee» s5-9, ee ae eee 
Otherlabilitiesss. eens ae ee 


sLotaliliabiliticS ean reer er ee 


EQUITY 
Debt redeemed) Fn ote 2k 
Sinking fund on debentures . . 


Municipal Electrical Utilities 


Accumulated net income invested in plant 


or held as working funds................. 
Contributed Capitai ss catsuit ea ee 


Otherreserves os ae ee 


TWOCAD MUNEY QUEL. 8 es Ae eve ae cae 
Reserve for equity in Ontario Hydro......... 


Total debt, liabilities and equity ........ 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy... ... 
Miscellaneous 


Total revenue . 


EXPENSE 
Power purchased 
Local generation : 
Operation and maintenance 
Administration 
Financial . 
Depreciation . 
Other 


Total expense . 


Net Income (net expense) 


Municipal Electrical Utilities 


1969 
354 
1.738.512 1.766.086 1.789.599 


$ 
815,382,191 
219,237,998 


$ 
866,551,765 
238,749,590 


921,558,139 
257,488.02 


596,144,193 627,802,175 664,070,116 


12,739,781 11,889,717 14,698,217 


23,006,015 29,340,687 30,408,110 
7,844,003 5,827,448 3,272,152 
31,285,055 32,352,591 36,133,163 


3.029.452 2.928.405 3.196.264 


77,904 306 82,338,848 89,707,906 


17.486,722 
13,651.400 
14.171.097 


18,107,495 18,556,619 
14,859,915 17,834,443 
14.822.683 17,868,993 


48,790,093 54,260,055 
520.667.796 552,515,442 
1,279,598,912 1,360,553,519 


117,438,918 121,562,154 
1.343.259 


45 309.219 
492.190.861 


1,211,548,579 


115,947,129 


115,947,129 


117,438,918 121,562,154 


48 349,939 
14.857.102 


50,925,570 
15.748.438 


57,209,863 
17,823,374 


63,207,041 66,674,008 75,033,237 


122.655.357 
13,651,400 


128.751.301 
15.859.915 


134,884,232 
17,834.443 


369,349,157 
33.201,470 
1.346.164 


388,752,020 408,399,919 
40,387,679 49 263,494 


1,067,275 1.060.598 


574,818,190 611,442,686 
520,667,796 552,515,442 


540,203,548 
492.190.861 


1,211,548,579 


393,604,382 439,342,533 487,247,297 
13,402,863 14,908,233 22,258,811 
407,025,245 454,250,766 509,506,108 


288,156,598 
813,078 
30,231,314 
3281-759 
14,683,093 
23.592.618 
68.910 


325,567,580 373,906,802 
877,188 967,032 
33,066,815 35,900,479 


34,289,142 36,375,738 
15,530,872 15,796,567 
24,729,702 26,024,776 

66,934 25,000 


390,357,370 434,128,233 488 996 394 
16,667,875 20,122,533 20,509,714 


1o72 
353 
1,821,795 


$ 
982,727,779 
275,053.20 


707,674,578 
20,189,935 
34,361,115 

5,133,856 
44,081,793 
3.170.023 

106,936,722 
20,701,911 
20,615,968 
15,512,583 


56,830,462 
587,606,219 


1,459 047,981 
122,967,025 
1.189.080 
124,156,105 


64,349 460 
16.238.438 


80,587,898 


141,415,655 
20,615,968 


445 801,618 
57,902,775 
961,743 


666,697,759 
587,606,219 


1,279,598,912 1,360,553,519 1,459,047,981 


556,595,034 


2) Q 
a 
OU oO 


580,753,719 


419,458,744 
1,013,587 
38,769,966 
36,226,052 
16,146,289 
27,904,709 
2,124.6 


541,643,959 


39,109,760 


“onsolidated Financial Statements 1969-1978 


1973 
3535 
1.841.958 


$ 
1,050,510,249 
295.645.842 


754.864.407 


17,271.409 
37,882.05 | 
4.692.984 
47,931,017 
4.235.553 


112.013.014 


22,720.335 
24.737.545 
19.185.690 


66.643.570 
626.886.194 


1,560.407.185 


123.477.707 
1.343.259 


124.820.966 


73.849.720 
20.595.099 


94.444 819 


148.111.734 
24.737.545 


470,065.39 1 
69.030. 143 
2.310.393 


714.255.206 
626.886.194 


1,560,407,185 


637.996.102 
26.541.627 


__ 664,537,729 


508.212.216 
999.948 
41.686.082 
38.710.621 
16.575.465 
29.437.838 

| 2.201.227 


637.823.397 


26,714,332 


1.127,845.090 


317.736.586 
810.108.504 


17.069.199 
39.2 16.408 
3.941.154 
52.321.061 
3.792.226 


116.340.048 
36.424.909 


PHT PRM COSI 
19.654.847 


124.962.937 
1.515.741 


126.478.678 


83.092.574 
21.374.804 


104.467.378 


154.611.276 
DIRQ TROT 


513.412.651 
81.592.486 
1.965.839 


711.420.135 
28.118.970 


550.814.374 
1.080.488 
48.091.376 
44.965.100 
16.820.625 
31.346.995 
752.637 


Statements A and B 


1975 
333 
1.899.392 


$ 


341.767.379 


880.832.686 


19.171.650 
47.054.671 
3.993.812 
62.301.976 
4.532.934 


137.055.043 
41.186.818 


27.534.285 
2 1.336.793 


83.377.433 90.057.896 
671.088.687 720.149.305 


1.680.914.672 


1.828,094.930 


130.350.910 


93.976,387 
30.669.209 


124.645.596 


162,739.09 | 
27.534.285 


561.339. 106 
99.209.592 
2.127.045 


827.766.98 | 
30.530.757 


649.968.084 
1.369.493 
54.897.952 
53.384,198 
17.28 1.365 
a5592.295 
872.936 


353 
1.941.100 


$ 
1.313.766.639 


366.581.475 


947.185.164 


22.896.700 
69.707.343 
3.788.276 
70.905.792 
5.614.111 


Wy 229122222 


35.802.071 
253291055 
21.001.356 


82.132.482 
773.785.627 


136.533.544 
3.570.683 


140.104.227 


113.926.549 
29.811.489 


143.738.038 


173.492.096 
25.329.055 


598.553.749 
118.837.242 
2.175.461 


778.879.929 852.949.119 918.387.603 
~ 671.088.687 720.149.305 773.785 .627 
1,680.914.672 1,828.094.930 1,976.015.495 2.135,994.689 


1.026.708.242 
35.662.978 


739,539,105 858,297,738 1,062,371,220 1,360,990.636 


840.854.888 
1.627.252 
64.532.421 
60.882.890 
19.367.416 
35.951.862 
1.032.158 


het) 
352 
1.979.494 


$ 
1.405.758,279 
393.495.079 


1.012.263.200 


28.320.311 
87.659.595 
3.350.673 
88.012.448 
1.970.133 


209.313.160 
34.645.265 


23.982.073 
22.172.040 


80.799.378 
833.618.951 


1,976.015.495 2.135,994,689 


138.844.292 
3.010.058 


141.854.350 


139.280.710 
33.734.22] 


173.014.9311 


183.794.668 
23.860.540 


642.359.337 
136.917.381 
574.531 


987.506.457 
833.618.95] 


1.322.715.384 
B8.215.252 


1.114.650.685 
1.779.650 
73.251.438 
66.087.265 
20.196.605 
38.388.338 
1.025.996 


693.871.595 811.286.323 1,024 ,248.887 1.315.379.977 
45.667.510 47,011,415 38,122,333 


45,610,659 
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1978 
334 
2,046,952 


$ 
1,543,331,703 
432,643,656 


1,110,688 ,047 


33,166,382 
119,406,147 
3,268,327 
99,534,132 
2,327,864 


257,702,852 
SO SDia23i 
25,333,578 
23,642,011 


85,532,826 
900,247,456 


2,354,171,181 
139,355,015 
27,925,663 
167,280,678 


149,220,252 
41,716,448 


190,936,700 


192,449 435 
25,011,646 


718,298,398 
159,345,223 
601,645 


1,095, 706,347 
900,247,456 


2,354,171,181 


1,442,083,617 
38,990,284 


1,481,073,901 


1,187,276,067 
1,770,765 
78,641,572 
72,519,067 
24,289,741 
41,735,974 
1,444 542 


1,407,677,728 
73,396,173 
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Municipality 
Number of Customers 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities at cost... 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits . . 
—bonds .. 
Accounts receivable (net) . . 
Other 


Total current assets ....... 
OTHER ASSETS 


Miscellaneous assets 


Total other assets 
Equity in Ontario Hydro 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding .... 
Other long-termdebt ....... 

Total long-term debt 

LIABILITIES 
Current liabilities 
Other liabilities |. 


Total liabilities . 
EQUITY 
Debt redeemed * 
Sinking fund on debentures 


Accumulated net income invested in 
plant or held as working funds .. 


Contributed capital 
Other reserves 


Total utility equity 


Reserve for equity in Ontario Hydro . 


Total debt, liabilities and equity | - 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy . 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financia 


Ailsa Craig Alexandria 


2,273 291 1,392 


$ 
140,211 
32,874 


1,334,661 
323,989 


3,604,860 
995,421 


1,010,672 107,337 2,609,439 459,749 


20,418 214,352 
—_ 525,000 


104,308 
43,000 
25,159 

2,131 — 


171,576 


136,155 


172,467 


22,029 


4,287 


17 = 
296,094 21,715 877,638 
1,585 “i 77,611 
= n 44,118 


121,729 


1,585 — ; 26,316 
1,020,971 104,335 1,302,154 553,203 


2,329,322 233,387 4,910,960 1,211,735 


459,244 29,900 


97,152 
65,801 


107,805 
10,259 


398,624 
153,841 


552,465 162,953 


118,064 


20,607 


83,939 


6,883 535,158 73,178 


717,789 
388,559 


1,190,287 
1,020,971 


90,799 
10,763 


1,229,919 
832,020 


378,005 
14,496 


108,445 2,597,097 465,679 
104,335 1,302,154 553,203 


2,329,322 233,387 4,910,960 1,211,735 
1,307,210 157,818 3,201,785 950,621 

29,549 2,073 105,846 15,750 
1,336,759 3,307,631 966,371 


1,051,718 134,611 


2,676,085 


761,037 


90,225 4,607 


100,065 47,482 
74,431 5,874 150,085 
= _ 68,580 
32,106 4,632 86,657 


5,000 — — 
1,253,480 149,724 | 3,081,472 


28,600 
2,862 


31,462 


37,481 


58,895 
5,454 


101,830 
109,357 


242,649 


261,407 
1,961 


263,368 


229,429 


6,518 
13,125 


5,936 


255,008 
8,360 


Statements A and B 


tatements for the Year Ended December 31, 1978 


Alliston 


1,721 


$ 
765,138 
272,985 


492,153 


38,845 
160,000 
25,000 
13,689 


237,534 
11,876 


11,876 
543,062 


1,284,625 


99,882 
25,924 


125,806 


29,990 


476,825 
108,942 


615,757 
543,062 


1,284,625 


952,823 
8,113 


960,936 


| 797,537 


39,038 
56,690 


20,626 
| 913,891 


47,045 


Almonte Alvinston Amherstburg | Ancaster Twp. 


Apple Hill Arkona 
119 209 


$ $ 
34,648 
19,831 


1,448 370 


981,232 
337,464 


1,059,947 
330,168 


873,501 
238,000 


25,828 


643,768 


62,071 729,779 635,501 


6,754 23,625 75,110 954 11,494 
3,485 — 50,000 94,000 — 
7,000 14,000 _— — 
29312 3,549 12,705 4,614 1,718 


500 


47,111 151,815 13,212 


28,321 


48,568 


671 
28,992 353 48,568 54,636 _— — 
B57,510 93,650 901,961 419,903 30,944 72,802 


1,057,388 183,248 1,832,123 1,209,608 


135,825 
23,639 


68,237 


133113 


516,859 610,844 
32,848 13,792 91,617 


175,275 
253,348 


621,707 79,081 770,698 567,869 23,825 33,280 
337551) 93,650 901,961 419,903 30,944 72,802 


1,057,388 183,248 1,832,123 1,209,608 58,132 | nee | 


693,801 111,355 1,206,179 649,385 33,398 66,505 
8,289 1,838 19,383 12,372 681 735 


477,415 85,933 1,080,846 451,083 


38,341 -- —- 
33,627 4,345 46,048 36,894 
64,269 12,487 79,962 73,315 
3,699 _ — 16,797 
26,234 4,902 25,141 24,366 
32,691 


643,585 107,667 1,231,997 635,146 33,459 


99 


Armprior 


2,460 


$ 
1,278,698 
469,579 


809,119 


124,153 
25,000 


109,555 


258,708 


1,220 


2,443 


3,663 
990,180 


2,061,670 


78,000 


78,000 


185,604 
30,343 


215,947 


143,612 


580,607 
53,324 


777,543 
990,180 


2,061,670 


1,874,530 
36,866 


1,911,396 


1,641,039 


45,659 
98,100 

9,432 
42,117 


1,836,347 


75,049 


100 


Municipality 
Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits . 
—bonds 
Accounts receivable (net) 
Other. 


Total current assets |. 
OTHER ASSETS 
Inventories 
Sinking fund on debentures 
Miscellaneous assets 


Total other assets 
Equity in Ontario Hydro 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstanding 
Other long-term debt 


Total long-term debt 
LIABILITIES 
Current habilities 
Other liabilities 


Total liabilities 
EQUITY 
Debt redeemed 
Sinking fund on debentures . 
Accumulated net income invested in 
plant or held as working funds . 
Contributed capital 
Other reserves 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


(R) Restructured *See Page 95 


Municipal Electrical Utilities 


B99 
129,453 


269,678 


25,167 


10,000 
36,475 
1,369 


73,011 


585,649 


100,100 


61,872 


48,813 


130,783 
3,033 


27,668 
132 


Por 132 29,066 
241,048 114,302 572,286 


Municipal Electrical Utilities Financia 


Aurora 
4,203 


Athens Atikokan Twp. Aurora (R) 


445 2,006 4,639 


$ 
2,679,230 
579,148 


$ 
174,913 
53,390 


$ 


520,017 


121,523 572,783 2,100,082 


129,709 
510,000 


18,321 


69,238 
1,632 


9,296 
51 


247,968 710,579 


12,607 


29,066 


35,057 


47,664 
1,181,765 


1,422,103 heats 4,040,090 


43,000 | 
298,517 
ss = 341,517 


19,187 


469,901 
10,941 50,452 


62,365 
30,128 532,266 | 


177,382 


12,988 


1,193,555 
613,605 


104,348 229,152 
1,859 138,338 


1,984,542 
1,181,765 


119,195 767,490 
114,302 572,286 


585,649 1,422,103 4,040,090 
i 
440,397 181,277 1,872,758 379,878 
47- 5,097- 26,640 76,908 20,043 
440,350 176,180 1,236,577 1,949,666 399,921 
362,957 934,665 1,591,340 363,050 
23,487 58,190 120,619 23,693 
14,922 107,685 193325 12,710 
: — 16,465 5,658 
11,447 36,244 37,869 12,458 
428,217 1,136,784 1,845,616 417,569 
12,133 99,793 (17,648) 


Statements A and B 


‘Statements for the Year Ended December 31, 1978 


Avonmore 


120 


7,500 


6,578 
196 


| 6,774 


15,500 


8,560 
| 4,238 


28,298 
23,654 


66,226 


39,641 


ee 


771 


Aylmer Bancroft Barrie Barry’s Bay Bath Beachburg 
2,023 967 12,447 519 432 305 


$ $ $ 
893,721 819,538 10,251,721 205,074 190,117 
386,727 325,488 2,230,944 68,903 73,401 


506,994 494,050 8,020,777 136,171 116,716 


73,879 45,29] 1,076,715 2,339 23,319 


= = ae 5,000 
9,954 394,589 7,246 13,264 
35,045 1,058 


1,506,349 9,585 42,697 

221,697 — 

692 ie 151,356 21 2 1,465 
868,291 245,440 4,478,063 105,499 80,632 57,578 


— 17,250 
26,248 12,863 
2,126 — 


12,863 


49,500 


49,500 


942,000 


49,030 
7,848 


’ 


131,742 
480 


1,296,368 
119,850 


56,878 1,416,218 


jd prep? 


93,685 


131,497 


510,331 


44,750 


Ti22 
11,315 


306,502 
67,333 


467,520 495,255 7,541,961 115,542 131,039 63,787 
868,291 245,440 4,478,063 105,499 80,632 57,578 


1,517,533 797,573 14,378,242 251,982 240,045 151,478 


578,485 8,969,198 241,161 181,941 130,092 
19,276 73,495 3,569 5,074 870 


313,871 
49,887 


3,982,721 
3,048,909 


1,178,085 
13,762 


1,042,738 421,173 7,177,700 145,202 
— 11,296 — = 
67,382 36,267 637,938 7,896 
49,357 39,167 326,166 
8,140 656 
26,847 24,933 6,540 4,314 


1,194,464 533,492 8,551,999 173,150 125,234 


101 


Beamsville 


1,643 


467 
368,436 


849,473 


48,000 


48,000 


11,712 
7,307 


19,019 


39,500 


276,071 
98,447 


414,018 
368,436 


849,473 


573,095 
17,455 


590,550 


472,228 


20,892 
60,733 

6,792 
20,725 


581,370 


9,180 


102 Municipal Electrical Utilities 


Municipal Electrical Utilities Financi: 


Municipality ... Beaverton Beeton Belle River Belleville Belmont 
Number of Customers ne 942 601 1,289 13,329 301 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant and facilities at cost . 421,246 203,395 9,688,676 145,685 
Less accumulated depreciation . 132,279 S7a252 3,058,507 48,568 
Net fixed assets . 288,967 146,143 618,093 6,630, 169 97,117 
CURRENT ASSETS 
Cash on hand and in bank 62,952 23,855 1,280 351,756 34,015 
Investments—term deposits — 35,000 — = — 
—bonds - — 2,000 — — 
Accounts receivable (net) 12,165 4,668 17,346 818,684 5,120 
Other — 567 — — — 
Total current assets he: ; Tosh] 64,090 20,626 1,170,440 39,135 
OTHER ASSETS 
Inventories ._. eet A 642 2,448 240,543 — 
Sinking fund on debentures . ber —= = as = 
Miscellaneous assetsimes ee 320 eee 25,080 4,251 


Total other assets... é 642 3,015 6,493 265,623 4,251 
Equity im Ontario Hydro... .. .- | 280,742 147.604 249.267 4,837,435 112.956 
Tota assets. patentee: fri | 645,468 | 360,852 12,903,667 253,459 


DEBT FROM BORROWINGS 
Debentures outstanding ..... Bee ier eee 33,600 1,897,404 20,000 
Othemlongstecmde ieee a. senn eee a — _ = 


Motalilone-termidebte eas 2 ee x 1,897,404 20,000 
LIABILITIES 
Current liabilities 25,976 : 1,256,815 31,008 
Other liabilities 18,987 } 94,097 9,101 
otal liabilities ae eae 54,148 44,963 62,414 1,350,912 40,109 
EQUITY 
Debt redeemed .:........ : <6 12,839 13,610 55,955 877,593 30,797 


Sinking fund on debentures ..... ae soe = 
Accumulated net income invested in 

plant or held as working funds ........ 253,159 
Contributed’capital (ewes u eee. es ees 44,580 
Other reserves Sea 


Total utility equity... ... 310,578 168,285 549,198 4,817,916 80,394 
Reserve for equity in Ontario Hydro 280,742 147,604 249,267 4,837,435 112,956 


153,451 
1,224 


313,180 3,709,974 32,044 
180,063 230,349 17,553 


Total debt, liabilities and equity 645,468 360,852 894,479 253,459 
B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 8,267,045 240,882 
Miscellaneous 407,295 6,113- 
Total revenue 234,769 
EXPENSE 
Power purchased 191,153 435,676 6,920,905 208,330 
Local generation — = = a= 
Operation and maintenance 2 8,073 28,617 392,412 2,186 
Administration 30,524 17,918 31,435 568,334 8,127 
Financial — 10,777 276,933 4,784 
Depreciation 12,185 274,647 4,513 
Other — — — = 


Total expense 438,536 223,683 523,335 8,433,231 227,940 
Net Income (net expense) 39,200 14,683 33,304 | 241,109 6,829 


Statements A and B 


Statements for the Year Ended December 31, 1978 


Blandford 
Blenheim (R) 
649 


$ 
253,626 
113,303 


140,323 
24,757 


2,500 
13,212 


40,469 


15,000 


15,000 


30,819 
: 1,068 


31,887 
! 
155732 


116,003 
| 2,544 


134,279 
283,354 


464,520 


196,025 
4,122 


200,147 


173,967 


7,493 
14,003 


7,338 
202,801 
(2,654) 


» Restructured 


Blenheim Bloomfield Bobcaygeon Bothwell Bowmanville 
1,524 970 450 4,392 


$ $ $ $ 
717,463 186,775 473,995 179,041 3,054,519 
285,789 67,526 190,560 84,938 935,353 


431,674 119,249 283,435 94,103 2,119,166 


112,347 7,594 18,603 12,716 41,075 226,249 
— 5,500 20,000 35,000 — 20,000 

— — 2,982 a — 291922 
12,765 1,210 8,149 5,719 4,789 19,264 


1253112 53,435 


4,623 


4,821 


646 —~ ss = 

14,950 49,734 45,864 295,435 

— 1,683 1,371 55,629 

9,329 166 ~ 3,896 & 1,333 


13,952 766 1,683 8,717 1,371 56,962 
440,734 106,429 163,385 184,904 121,795 1,650,474 
1,011,472 172,981 334,051 | s304o1 | 263,133 4,122,037 


— 9,000 — 60,800 145,665 
67,906 12,897 | be Psy) 
37,835 937 — 


105,741 13,834 


22,276 


50,427 , 
2,402 


19,867 


276,036 
60,636 


70,294 24,678 336,672 


98,679 


12,797 


16,033 


76,110 


5,534 


78,765 


344,817 
21,501 


464,997 43,718 151,154 214,493 116,660 1,989,226 
440,734 106,429 163,385 184,904 DAEs 1,650,474 


1,011,472 172,981 334,051 | 530,491 | 263,133 4,122,037 


30,768 115,471 108,963 103,618 1,245,201 
153 19,650 29,420 7,508 665,260 


707,210 142,036 222,317 447,478 170,576 2,665,233 
4,184 2,027 2,165 15,104- 12,539 100,376 
711,394 144,063 224,482 432,374 [=e ees 2,765,609 


570,080 117,485 189,994 320,422 1373172 2,213,447 
34,836 9,970 6,567 24,099 8,078 169,348 
49,203 10,861 10,220 46,582 22,694 165,577 

— 2,150 — 13,955 — 19,086 
21,203 4,351 5,638 15,415 6,291 81,282 


675,322 144,817 212,419 420,473 174,235 2,648,740 
i 


103 


Bracebridge 


1,733 


$ 
1,688,988 
572,284 


1,116,704 


18,446 


7,149 


25,595 


28,577 


222 


40,799 
183,882 


1,366,980 


45,000 


45,000 


Tal 


TINT 


583,800 


458,068 
20,513 


1,062,381 
183,882 


1,366,980 


870,555 
17,300 


887,855 


453,793 
165,056 
52,390 
76,699 
18,960 
44,727 


811,625 


76,230 


104 Municipal Electrical U tilities 


Municipal Electrical Utilities Financiz 


Municipalityi con. 2). ayetod: Wes .<teauen Bradford Braeside Brampton (R) Brantford {Brantford Twp. 
Number of Customers) ete ee 2,100 188 35,521 25,635 3,343 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plantand! facilities :aticostem ame. ee ee 1,174,655 105,944 37,219,587 16,780,122 2,703,273 
Less accumulated depreciation ........ Mee, 274,646 34,180 6,848,126 4,939,035 1,035,521 
INetifixedassets@-.. Gr sale ae ose okie ee 71,764 30,371,461 11,841,087 1,667,752 
CURRENT ASSETS 
Cashton handandiin bankee 0.504.000 2. 41,331 1,428 178,585 307,432 
Investments—term deposits ............... — 250,000 800,000 300,000 
== DONS EPMe any ne te acces 3,000 _- — = 
Accounts receivable(net)imes. 1. ase 15,569 2,943,318 641,620 63,975 
Otuheneee aes See fips 8 eo ees gn 71,483 5,966 — 
mhotaltcurrent:assetssa a. eee ee 175,865 3,266,229 1,626,171 671,407 
OTHER ASSETS 
Inventoriess) 4,0. ta Re oe, SO 1,862 1,250,123 444,028 65,572 
Sinking fund on debentures............... = 123,788 = a 
Miscellaneousrassetsie a aunt ee ees ee 10,507 149,873 329,252 4,315 


iRotakotherassetszs seen eee 12,369 — 1,523,784 773,280 69,887 
Equityin Ontario ydro 224 3.05 144-72) 423,277 202,544 4,662,078 11,306,080 1,448,893 


‘Totalassetsix. oc)... Spake fc cses eh ee 1,511,520 334,208 39,823,552 25,546,618 3,857,939 


DEBT FROM BORROWINGS 
Debenturesoutstanding se. ae ae 203,000 
OthemlonectermideDtg cane 2 eee 


4,481,500 


117,000 114,000 
11,853,190 — 


otavlong=ternide Dts meee es — 16,334,690 117,000 114,000 
LIABILITIES 
Gurrentitiabilitiese nee eee ee 32,491 4,703,679 1,208,554 245,357 
Otherhiabilitiess4). Sessa kee ee 47 507,414 669,114 122,733 
otaliiabilitiest | tes, wae. sa eee. 320,148 5,211,093 1,877,668 368,090 
EQUITY 
Debtredeemed... 45: eu ok ere ee a 31,351 1,985,377 1,577,683 691,357 
Sinking fundionidebenturesia masses = 123,788 — = 
Accumulated net income invested in 
plant or held as working funds ..... eaee 473,623 7,170,700 8,354,865 1,040,724 
Contributed capital........ 5 |< a 60,121 4,335,826 2313.3522 194,875 
URE FESCEV.GS ee een phan en eee oe ee —_— = — 


Potaliitiitysec uty epee seem eee ae ee ae 565,095 98,700 13,615,691 12,245,870 1,926,956 
Reserve for equity in Ontario Hydro ....... 423,277 202,544 4,662,078 11,306,080 1,448,893 
Total debt, liabilities and equity... ... . ie 1,511,520 334,208 39,823,552 25,546,618 3,857,939 


B. OPERATING STATEMENT 


REVENUE 
Salevoficlectrical energy) amend eee , 1,015,206 330,823 27,560,950 14,445,815 2,871,202 
Miscellaneous).%' 424 ne eee ee eee 10,484 1,722 320,036 504,816 37,486 
Total revenue ee Pee 5 Tn eae ee 332,545 14,950,631 2,908,688 

EXPENSE 
Power purchased Ae ae, PO 803,744 305,166 20,770,270 12,119,647 2,365,831 
Local generation . hfs Se 2 am 5x: ae ai She 
Operation and maintenance es | 63,600 4,694 955,926 $88,320 131,969 
Administration Shes 67,056 7,817 1,375,040 582,856 100,947 
Financial ee tie 31,670 — 1,921,686 21,702 38,227 
Depreciation : f ; 33: ]51 3,310 734,692 441,991 85,172 
Other. . ore. = = re 35,486 —= 


Total expense 999,827 320,987 25,757,614 13,790,002 2,722,146 ; 
Net Income (net expense) | 25.863 | 11,558 2,123,372 1,160,629 186,542 | 


(R) Restructured 


Statements A and B 


Statements for the Year Ended December 31, 1978 


Brechin 
121 
$ 
35,652 
14,987 
20,665 


15,052 
3,072 


2,216 


20,340 


43,489 


84,494 


(9) 
'ee Page 95 


Brigden Brighton Brockville Brussels Burford Burgessville 


“ 


228 1,353 


7,810 450 466 


$ $ $ $ $ 
71,705 727,083 4,796,122 165,980 216,645 
36,466 177,880 1,306,755 42,247 P23 5270, 


35,239 549,203 3,489,367 123933 93,368 
7,958 71,654 487,267 13,620 19,325 
ss — — 12,000 10,000 
2,566 21,286 95,983 6,641 1,882 


583,250 


32,261 
148 


31,207 


145,225 
= 264 
eg ee 
75,387 355,766 3,471,407 158,468 | 166,792 


57,970 
10,995 


15,461 13,509 
94 11,436 


68,965 481,804 24,945 
73,800 1,008,048 20,854 
440,454 2,008,463 78,776 


42,284 428,791 


’ 


45,763 556,538 3,445,302 139,738 99,630 
75,387 355,766 3,471,407 158,468 166,792 


1,042,469 7,689,513 314,610 291,367 


20,074 642,092 5,033,412 194,759 178,655 14,901 
252 13,303 103,279 Poi) 4,759 236 
20,326 655,395 5,136,691 197,356 183,414 15,137 


11,433 482,320 4,213,913 


168,193 


127,943 13,080 


22,404 


34,435 


225,315 5,230 948 
55,243 238,406 13,344 17,386 
10,358 63,605 — 


135,860 7,676 


105 


Burk’s Falls 
449 
$ 
221,469 
$5,825 
165,644 
26,830 
4,900 
5,064 


36,794 


128,368 


330,806 


23,791 
511 


24,302 


29,147 


112,669 
36,320 


178,136 
128,368 


330,806 


234,845 
1,796- 


233,049 


189,611 


106 


Municipality 
Number of Customers 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities at cost . 
Less accumulated depreciation 


Net fixed assets aes eR ee 
CURRENT ASSETS 
Cash on hand and in bank . : 
Investments—term deposits Fe eae on et 
—bonds 
Accounts receivable (net) 
Other. 


Total current assets . 
OTHER ASSETS 
Inventories ... SRST ee eee ee 
Sinking fund on debentures .. . 
Miscellaneous assets . 


Total other assets Ny: Cee 
Equity in Ontario Hydro 


Total assets . AN See, Cee at 


DEBT FROM BORROWINGS 
Debentures outstanding . Poke ee 
© themlongetenmnid eb tema aa trans re arr 


stotalllong=terntd Die eae ae ee 
LIABILITIES 
Current liabilities AS Te Oe x 
Othemhabilitiess 2... o. SS: a Ea 


Motaldiabilitiess . oss oon eae 
EQUITY 

Deberedeemeditey sa eee. hte ee 
Sinking fund on debentures............ 
Accumulated net income invested in 

plant or held as working funds .......... 
Contributed capital . Sie ees go BT 
Other reserves ..... hide: Cah Fo, cap enti: 


Totalintilitviequityee ears ee 
Reserve for equity in Ontario Hydro . 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy . 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 
Net Income (net expense) 


(R) Restructured 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financ 


Caledonia 


Burlington Cache Bay Caledon 


31,837 262 2,211 1,397 


$ 
2,029,231 
313,397 


$ 
26,083,062 
5,705,527 


$ 
122,766 
50,570 


20,377,535 72,196 1,715,834 


19,515 
6,000 


10,000 ss 
1,822,799 46,715 
32,459 9,512 


4,311,222 


292,548 


20,723 


3135271 — 6,215 
7,758,754 59,916 364,335 273,823 


32,760,782 142,265 2,169,839 940,034 


2,107,500 131,500 


2,033,053 
773,647 


94,523 
T1519 


2,806,700 


102,102 58,060 


2,981,763 


198,067 


15,525 


12,823,641 37,294 
4,282,424 1,842 


371,370 
1,002,465 


413,378 
179,248 


20,087,828 64,495 1,571,902 608,151 
7,758,754 59,916 364,335 273,823 


32,760,782 142,265 2,169,839 940,034 


20,840,275 
747,735 


484,345 
21,241 


17,037,448 78,701 


945,653 


1,614 
753,368 8,884 
497,770 115 
656,005 4,144 


19,890,244 1,122,184 453,308 
ca a 


Cambridge } 
Dumfries (R 
25.089 


$ 
19,790,303 
6,063,269 


13,727,034 


1,688,402 


603,845 


31,430 


635,275 
10,957,568 


27,008,279 


629,000 
1,986,908 


2,615,908 


2,425,469 
370,802 


2,796,271 


1,498,540 


7,112,830 
2,027,162 


10,638,532 
10,957,568 


27,008,279 


16,491,285 
526,651 


17,017,936 


14,079,550 
594,637 
1,022,966 
303,967 
567,697 
18,835 


16,587,652 
430,284 


Statements A and B 


Statements for the Year Ended December 31, 1978 


Campbellford | Campbellville 


eee, 


$ 
1,246,573 
437,116 
809,457 


55,236 
20,000 


21,647 
1,374 


98,257 
36,566 
10,824 


47,390 
219,774 


1,174,878 


25,400 


25,400 


57,185 
31,426 


88,611 


127,100 


694,397 
19,596 


841,093 
219,774 


1,174,878 


646,727 
34,408 


681,135 


440,405 
33,292 
40,860 
81,721 
12,948 
S2.217 


641,443 


39,692 


Cannington Capreol Cardinal Carleton Place 


683 1,387 2,302 


Casselman 
588 
$ | 
332,046 
85,496 


$ $ $ $ 
63,649 295,445 754,605 1,038,094 
25129 91,240 158,493 269,228 


39,920 204,205 596,112 121,807 768,866 246,550 
6,925 40,950 70,077 43,819 43,059 16,316 
40,000 — a = 30,000 
2,000 a — 15,000 — 
4,406 28,165 15,818 35,316 10,040 

160 


83 
56,439 
= = = = 90 
is = 1,505 = 19,286 90 
42,662 173,656 333,826 177,068 902,291 145,190 


90,075 465,217 1,029,685 358,512 1,783,978 448,269 


re fee = 


9,000 — 


18,921 86,732 
1,361 15,583 


70,423 20,282 102,315 45,276 


11,014 


69,162 


108,049 


609,936 
61,387 


117,447 
31,194 


162,139 348,970 
25,248 70,219 157,681 


149,130 
1,018 


39,196 253,390 616,436 161,162 TASES 217,803 
42,662 173,656 333,826 177,068 902,291 145,190 


90,075 465,217 1,029,685 358,512 1,783,978 448,269 


76,576 291,171 631,725 198,549 1,103,937 369,329 
2,829 361 8,074 4,675 11,336 6,735 
79,405 291,532 639,799 203,224 1,115,273 376,064 


IPR aN | 


54,063 


10,643 

15,908 54,740 
1,471 4,891 ’ 
8,716 18,369 9,285 


76,135 262,109 | 606,124 190,793 1,018,435 354,387 
3,270 29,423 33,675 12,431 21,677 


107 


287,007 
100,525 


186,482 


38,632 


9,889 


48,521 


992 
129,953 


365,948 


13,908 
7,503 


21,411 


20,000 


186,000 
8,584 


214,584 
129,953 


365,948 


208,054 
6,369 


214,423 


151,868 


17,919 
23,370 
149 
8,144 


201,450 


12,973 
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Municipal Electrical Utilities Financi: 


Municipality .. TO Chalk River | Chapleau Twp. Chatham Chatsworth Chesley 
Number of Customers Mire reg kien eee 366 1,192 13,481 183 885 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant and facilities at cost. . Te Ree ee 160,164 729,114 8,637,950 72,821 361,428 
Less accumulated depreciation ule 28 67,600 62,470 2,090,711 35,418 136,762 
Net fixed assets PRG: OR Tey 6,547,239 224,666 
CURRENT ASSETS 
Cash on hand and in bank 172,278 32,155 
Investments—term deposits . = — 35,000 
—bonds . 100,000 6,000 4,000 
Accounts receivable (net) 671,212 2,946 25113 


22,786 


966,276 


Other. ae 
286,392 


Totahkeurrent-assetseaaeee an eae eae 48,077 32,100 41,931 96,268 
OTHER ASSETS 
Inventories . . ; a be ras = — — 66 
Sinking fund on debentures.......... rath = a — = 
Miscellaneous assets ...... Pe te een 106 3,331 97,218 == = 
Total other assets aero 106 35331 383,610 = 66 
Equity in Ontario Hydro C25 ea 2 ee eee 78,268 212,917 5,416,340 64,078 344,614 


914,992 13,313,465 143,412 665,614 


DEBT FROM BORROWINGS 
Debentures outstanding .............. wah 7,500 92,000 _— 
Oiherlons-termde Digest ert. e nec = == _ 


hotaldione=te nmr de pterpe eer eee 


Total assets 


LIABILITIES 
Cirrentiiabilittes:. sank ete oo ce ae 751,783 10,752 40,003 
Othenliabilities ree ee eee 32,050 17,992 679 29,885 
Motalittabilitiese yey pew ee eet ee: 87,455 769,775 69,888 
EQUITY 
Debtredecmied “East 4 oe ere ee 52,866 145,043 1,479,035 24,410 
Sinkinsundionidebentures) yay cer ee Dex = al ae 
Accumulated net income invested in 
plant or held as working funds .......... 30,757 369,398 4,753,565 62,889 210,435 
Contibuted- capital 5.05. cuss 4 Peaches 13,864 8,179 894,750 — 16,267 


OUhemneServes. 2 ie hoes cok ee el ae = = 


Total utility equity Be fe 97,487 522,620 7,127,350 67,903 Pei ie) I? 
Reserve for equity in Ontario Hydro ....... 78,268 212,917 5,416,340 64,078 344,614 
Tefal debe Mahilitiesandeaaiey_.ak ae esis 914,992 | 13,313,465 143,412 665,614 


B. OPERATING STATEMENT 


> 


REVENUE 
Sale of electrical CHET LY" Geteu aie rae é 157,115 684,260 8,422,841 78,637 399,109 
Miscellaneous | ; ee fe one 1,633 14,860 119,629 S417) 21,693- 
EXPENSE 
Power purchased 127,428 $05,495 6,733,533 68,219 302,976 
Local generation cs eee 7 = =< = fare 
Operation and maintenance 5,510 35,257 707,975 1,738 17,760 
Administration 85,177 588,368 4,244 21,956 
Financial 24,250 1,565 = — 
Depreciation 15,281 179,836 2,523 10,191 
Other — 


Total expense 


8,211,277 76,724 352,883 
33,660 331,193 | 280 | 24,533 


Net Income (net expense) 


Statements A and B 


statements for the Year Ended December 31, 1978 


Chesterville 


593 


$ 
272,847 
88,213 


184,634 


2,721 


4,393 


7,114 


436 
~ 310,781 


502,965 
17,100 
17,100 


7,653 
2,588 


10,241 


5,889 


154,818 
4,136 


164,843 
310,781 


$02,965 


455,920 
3,720 


459,640 


390,962 


8,345 
19,075 
2,081 
8,619 


30,558 


Clifford Clinton Cobden Cobourg Cochrane 
310 1,436 4,515 95 


$ 
2,129,130 
1,121,924 


$ 
1,541,088 
364,196 


$ 
776,346 
310,781 


684,831 
122,442 


145,314 
42,337 


$62,389 102,977 465,565 1,007,206 1,176,892 


418,446 
300,000 


75,483 


34,528 


16,100 
59,000 


130,114 


16,365 


27,419 
1,653 


12,670 


2,341 


47,198 793,929 159,186 


9,755 a = 40,358 48,104 
27,477 2 ae 60 = iG; 
ee 
296,927 514,403 118,408 2,162,311 477,152 
1,075,948 213,284 | 4,003,804 


185,783 a — — — 479,000 
11,573 50,352 24,800 338,500 
157 31,622 303 65,170 


81,974 25,103 403,670 


51,882 
57,050 


161,616 
93,673 


255,289 


108,932 


105,993 


151,101 


156,039 


121,673 


4,949 


345,953 57,192 
11,945 7,632 


1,317,829 434,158 
36,546 14,001 64,634 


352,104 109,953 479,571 69,773 1,437,823 649,893 
296,927 94,911 514,403 118,408 2,162,311 477,152 


943,746 | 216,594 | 1,075,948 213,284 4,003,804 1,861,334 


559,957 120,185 599,398 181,930 3,349,439 1,293,050 
10,267 1,831 24,050 3,469 96,572 9,665- 


159,519 


469,614 


160,726 


2,991,278 


945,957 


386,472 


48,719 


44,898 5,220 71,124 108,269 

56,617 14,984 126,646 90,486 

— 249 = 62,875 

4,394 21,064 4,549 78,255 39,756 


109 


8,127 
214,401 


660,602 


94,332 


94,332 


37,303 
4,649 


41,952 


17,862 


274,620 
17,435 


309,917 
214,401 


660,602 


406,226 
12,024 


418,250 


316,033 
14,887 
30,638 
13,147 
11,745 
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Municipal Electrical Utilities Financ 


Municipality +. fixe Coldwater Collingwood Comber Coniston Cookstown 


Number of Customers 4,935 308 915 405 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and facilities at cost . 2,685,912 165,731 356,517 161,149 
Less accumulated depreciation 652,515 68,168 92,123 36,088 

Net fixed assets 2,033,397 97,563 264,394 125,061 

CURRENT ASSETS 
Cash on hand and in bank 454,677 1,621 20,276 29,647 
Investments—term deposits = — 30,000 10,000 

—bonds — — — — 

Accounts receivable (net) 60,132 6,214 9,729 9,893 
Other — 361 — 
Total current assets 514,809 49,540 


OTHER ASSETS 
[HVENtODIES © 04 on : oR 693 
Sinking fund on debentures — 
Miscellaneous assets .. . * BSc — 


69,941 


7,835 
14 
9,041 a 


Total other assets : Sib 693 78,982 149 8,732 — 
Equity in Ontario Hydro 146,444 1,988,180 107,282 156,823 94,485 


Total assets _ | | Risen 288,046 | 4,615,368 | 212,829 | 490,315 269,086 
DEBT FROM BORROWINGS 

Debentures-outstandin gis es.) 1) supa 186,000 _— 

Otherlone-tenm debt eres em ie — _— 

8,236 28,330 21,236 

514 13,289 3,950 


3 


Total long-term debt : ; — 


LIABILITIES 
Current liabilities ee ea 21,430 426,110 
Other liabilities | . Be: : 3,205 78,326 


Total liabilities . 24,635 504,436 8,750 41,619 25,186 
EOULRY 
Debt redeemed ae : 6,867 206,183 15,626 49,633 12,001 
Sinking fund on debentures.......... = == = oe 
Accumulated net income invested in 
plant or held as working funds 1,476,414 51,383 234,178 91,237 
Contributed capital 254,155 29,788 8,062 46,177 


Other reserves 


Total utility equity 116,967 1,936,752 96,797 291,873 149,415 
Reserve for equity in Ontario Hydro 146,444 1,988,180 107,282 156,823 94,485 
Total debt, liabilities and equity . . 4,615,368 212,829 490,315 269,086 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy . 3,581,949 120,126 337,528 159,784 
Miscellaneous 18,134 1,738 12,460 3,477- 
Total revenue 156,307 

EXPENSE 
Power purchased 157,852 3,153,601 124,960 
Local generation = a = 
Operation and maintenance 1,771 142,143 2,518 
Administration 16,677 135,422 13,317 
Financial — 38,465 —— 
Depreciation . 4,557 63,492 4,512 
Other = 


Total expense 180,857 3,533,123 121,312 145,307 
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212,136 


19,830 


19,830 


13,892 


55,831 
56,335 


126,058 
66,248 


212,136 


95,653 
3,192 


98,845 


77,120 


7,254 
10,966 


3,868 


99,208 
(363) 


Deep River 


1,680 


Creemore Dashwood 
481 201 


Delaware Delhi Deseronto 
171 1,839 667 
$ 
78,040 
18,377 


$ 
52,194 
26,382 


$ 
293,374 
143,887 


$ 
191,746 
67,367 


866,177 
245,207 


124,379 59,663 855,914 25,812 620,970 149,487 
20,609 19,176 = 16,769 27,498 
— 25,000 a 
5,000 he a 
7,808 18,568 14,789 


SIT. 


33,994 43,568 42,287 


1,853 


28,646 


40,036 


4,416 2,599 — 


1,853 — 44,452 2,599 56,532 28,646 
131,710 80,999 551,095 54,340 470,492 243,386 
291,936 160,796 1,495,029 101,820 1,155,518 463,806 

SSS See | cerahnginsunGntunsGennenee seen oat 


SES 

208,948 — 93,000 — | 
45,433 
16,932 


62,365 


6,783 
135 


68,399 
45,273 


78,393 
39,866 


118,259 113,672 


92,000 


15,000 


236,685 


124,585 f 366,631 136,775 
73 129 223,996 906 19)723 6,280 
127,482 70,180 616,727 40,562 478,354 158,055 
131,710 80,999 551,095 54,340 470,492 243,386 
211,150 86,686 1,240,542 71,449 778,159 446,602 
3,019- 488- 18,325 1,984 29,933 2,395 
208,131 1,258,867 73,433 808,092 448,997 
169,099 983,823 552,493 357,894 


88,507 


4,591 12,227 25,622 
16,485 49,43] 114,400 42,456 
— 45,809 = 15,651 — 
7133 2,399 39,590 1,870 23,298 10,386 


80,737 72,255 778,069 436,358 


11] 


Dorchester 


409 


$ 
206,654 
58,521 


148,133 
30,502 


1,500 
1,802 


33,804 


101,617 


283,554 


24,827 
1,697 


26,524 


7,300 


104,448 
43,665 


155,413 
101,617 


283,554 


157,644 
3,267 


160,911 


124,632 


5,077 
13,809 


5,865 


149,383 
11,528 
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Municipal Electrical Utilities Financ 


Municipality .<2-8e.ten ee oe meethere star Drayton Dresden Dublin 
Numberot@ustomers beast .2 eee 333 1,090 130 
A. BALANCE SHEET 
FIXED ASSETS $ $ 
Plantiandifaeiitiesratcosts,... 4 6 ao 194,887 550,240 69,974 
Less accumulated depreciation ............ 148,379 32,366 
INethixedrassets et heat. Soe ee ee 148,725 401,861 37,608 
CURRENT ASSETS 
Cash on hand.andin-bank , 22.25.0555. .24 32,387 16,581 
Investments—term deposits ............... == 
= DONGS re Roe tah Ee eee ef 
Accoumtsineceivable (net): aa hoe oe 378 
OU C RR eer coer ieee ae ee See a 
WVotalicurrentassetS =. ee ee 16,959 
OTHER ASSETS 
THVENtOLIES 2c ee rs he rae, 17,195 =: 
Sinking fund on debentures............... a= as 
Miscellaneous assets se a toe ee 1,568 = 
Totaliotherassetstew ee... eee 304 18,763 ade 
Equity in Ontario. Hydro—...-. eee eo 119,536 586,420 59,427 
‘HotalassetS 29. Potente few al 1,831,353 113,994 
DEBT FROM BORROWINGS 
Debenturesioutstancyn oeceas setae te rater 12,500 a 
Othemmlong-tenmde (germ. emis 26,372 = 
Motalilong-term)deDt nn... eer posts 
LIABILITIES 
GurrentiiabilitieSie sees 5,810 
Other liabilities ....... Ra gE ae ts 155 
Total liabilities . 21,875 67,336 180,400 5,965 
EQUITY 
Debtredeemed’ a. eee eee 9,500 $1,224 228,489 6,200 
Sinking fund on debentures...... — = = 
Accumulated net income invested in 
plant or held as working funds ..... 154,583 334,254 761,716 40,457 
Contributed capital ' 2,741 18,023 35,456 1,945 
Other reserves ...... Meee Mane. Pines abe = 
Total utility equity i i 166,824 403,501 1,025,661 48,602 
Reserve for equity in Ontario Hy ap 119,536 418,821 586,420 59,427 
Total debt, liabilities and equity . | 308235. | 889,658 | sess | | 1,831,353 113,994 
B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 1,368,059 63,621 
Miscellaneous 7,651- 1,340 
Total revenue 64,961 
EXPENSE 
Power purchased 136,606 LOTT 924,085 54,403 
Local generation — _— — — 
Operation and maintenance 6,391 394 102,471 1,467 
Administration 6,960 1,408 123,110 4,418 
Financial — a 22,838 —— 
Depreciation 5,880 623 49,191 2,483 
Other = 


Total expense 155,837 616,574 | Jaren 1,221,695 62,771 
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276,489 
51,860 


224,629 
29,431 
1,500 
14,574 


45,505 


44,000 


49,036 
769 


49,805 


11,116 


163,772 
2,045 


176,933 
178,057 


448,795 


312,051 
3,621- 


308,430 


256,170 
8,774 
19,730 
8,304 
6,903 
299,881 
8,549 


East York East Zorra 
Tavistock 


685 


24,815 


Dunnville Durham Dutton 
2A) 1,038 423 


$ $ $ $ $ 
4,733,889 1,266,993 574,582 188,836 16,812,634 395,234 
1,438,274 220,191 181,295 54,169 5,471,412 154,246 


3,295,615 1,046,802 393,287 134,667 11,341,222 240,988 


147,229 75,026 153525 24,507 92,930 91,339 


300,000 215,000 9,300 — ~ 1,725,000 15,000 
100,662 13,488 30,681 8,630 1,566,064 Da puesy 
— 3,153 1,863 =e 


547,891 306,667 3,385,857 108,591 


96,179 


88,918 629,244 


— 791,701 — 
3,195 46,984 810 


9,164 
105,343 S213 6,679 5,481 1,467,929 1,943 
1,944,925 858,198 369,192 129,462 12,459,617 343,202 
5,893,774 2,303,780 824,664 302,747 28,654,625 694,724 


844,200 188,000 9,000 17,000 1,841,903 28,000 


1,133 


844,200 1,841,903 


358,269 96,533 2,007,224 
319,694 58,273 437,854 


677,963 154,806 82,020 29,839 2,445,078 46,686 


1,099,430 151,939 46,324 9,907 1,666,672 47,284 
— — _ — 791,701 = 


771,962 817,365 310,859 112,431 9,018,580 213,085 
555,294 133,472 7,269 4,108 431,074 16,467 


2,426,686 1,102,776 364,452 126,446 11,908,027 276,836 
1,944,925 858,198 369,192 129,462 12,459,617 343,202 


5,893,774 2,303,780 824,664 302,747 28,654,625 694,724 


3,081,447 1,049,125 469,315 142,698 17,271,842 406,192 
18,298 28,305 8,838 2,950 229,212 3,999 


3,099,745 1,077,430 478,153 145,648 17,501,054 | 410,191 | 


340,686 


13,693,378 


2,245,199 


13,141 


161,427 1,102,655 
285,576 942,084 18,000 
185,983 187,808 5,020 
138,378 29,740 "13,844 555,112 13,248 


3,037 


3,019,600 985,755 453,409 132,941 16,481,037 390,095 
80,145 91,675 12,707 1,020,017 20,096 


113 


Eganville 


561 


$ 
347,486 
169,726 


177,760 


25,586 
10,000 


9,736 
400 


45,722 


4,479 


4,479 
102,167 


330,128 


33,259 
1,773 


35,032 


98,007 


83,181 
11,741 


192,929 
102,167 


330,128 


199,508 
3,239 


202,747 
150,971 
17,063 
11,490 
7,251 


9,903 


196,678 


6,069 
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Municipal Electrical Utilities Financi 


Municipality Elmvale Elmwood Elora Embrun 
Number of Customers 161 904 544 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ 
Plant and facilities at cost = 40,286 351,788 353,297 
Less accumulated depreciation ...... 17,993 154,468 98,507 
Net fixed assets .. 123,141 22,293 254,790 
CURRENT ASSETS 
Cash on hand and in bank . 37121 49,964 
Investments—term deposits ............ 22,500 — 
—bonds 10,500 — 
Accounts receivable (net) 2 IAlS) 13,233 
Others. - — 
Total current assets ... eee, Speree 63,197 
OTHER ASSETS 
Inventories Pr A wriehics  ic3 WY 60 720 — 
Sinking fund on debentures |. . = == = = 
Miscellaneous assets — -— = 6,409 
Total other assets 6,409 
Equity in Ontario Hydro 141,115 
Total assets . geese 465,511 
DEBT FROM BORROWINGS 
Debentures outstanding ae 114,500 
Othemlong-tenmidebte yj) ven ween a 
Total long-term debt 114,500 
LIABILITIES 
Current liabilities 54,755 
Other liabilities 270 
Total liabilities 28,551 55,025 
EQUITY 
Debt redeemed ie! 6,544 72,500 
Sinking fund on debentures = — 
Accumulated net income invested in 
plant or held as working funds . . 152,631 189,947 73,616 
Contributed capital 4,028 11,776 8,755 
Other reserves — — 
Total utility equity 163,203 221,585 154,871 
Reserve for equity in Ontario Hydro 169,835 300,619 141,115 
Total debt, liabilities and equity 540,886 ees 465,511 
B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 242,758 47,798 444,900 43,582 400,144 
Miscellaneous 117 84 2,022 580 9,499 
Total revenue | 242.875 | 47,882 446,922 } 44,162 | 409,643 
EXPENSE 
Power purchased 209,323 38,160 350,777 332,021 
Local generation = al = 
Operation and maintenance 2,232 28,907 14,638 
Administration 39,050 16,884 
Financial = 21,053 
Depreciation 6,368 1,457 10,592 10,025 
Other — — — == — 
Total expense | 230,226 | 46,022 | 429,326 39,721 394,621 
Net Income (net expense) 12,649 1,860 17,596 eee 15,022 
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Erieau 


104,738 
66,488 


38,250 


17,480 
15,000 


2,735 


35,215 


12,186 
270 


12,456 


20,529 


39,529 
951 


61,009 
104,253 


177,718 


108,657 
2,381 


111,038 


84,411 


8,149 
10,440 


4,303 


— 107,303 


3,735 


Erie Beach Erin Espanola Essex Etobicoke Exeter 


139 834 2,040 2,172 90,090 1,672 


$ $ $ $ $ 
28,864 470,047 953,015 1,172,106 65,038,332 1,054,354 
16,112 93,098 239,719 348,570 17,041,693 354,796 


12,752 376,949 823,536 47,996,639 699,558 


9,251 91,340 68,707 25,133 86,937 
2 16,000 116,000 11,325,000 8,000 
a = a = 3,000 

1,176 12,230 48,352 2,499,589 16,387 


17,672 — 


119,570 12,291 233,059 13,867,394 114,324 


780 


4,215 9,165 36,121 1,540,727 
3,446,347 


— 14,602 1,441 45,893 65,243 


— 4,215 23,767 37,562 5,032,967 66,023 
19,789 149,764 390,220 498,771 36,306,024 560,308 
42,968 650,498 1,139,574 1,592,928 103,203,024 1,440,213 


24,500 — 4,882,120 21,049 
_— 36,296 — 34,000 


24,500 4,882,120 


2,131 49,790 


, 64,441 
— 19,723 


52,436 


6,559,907 
1,107,699 


104,036 


69,513 116,877 154,779 7,667,606 191,497 


14,242 120,500 


105,324 


8,475,424 43,951 
3,446,347 os 


191,763 505,323 


225,216 


337,633 
149,844 


602,303 35,126,219 


195,455 7,299,284 84,085 


431,221 607,977 903,082 54,347,274 633,359 
149,764 390,220 498,771 36,306,024 560,308 


42,968 650,498 1,139,574 1,592,928 103,203,024 1,440,213 


26,596 437,976 1,124,595 959,167 65,504,937 858,020 
4,163- 17,980 21,981 2,496,145 3,357- 


443 
27,039 433,813 1,142,575 981,148 68,001,082 


19,016 347,026 896,794 T3A511S 56,365,911 637,770 
1,227 17,841 73,184 62,688 3,381,163 45,788 
4,075 25,315 85,433 69,046 2,526,682 87,398 

— — 13,660 15,213 316,945 7,401 
1,133 10,747 24,234 1,767,000 30,370 


25,451 400,929 1,093,305 906,405 64,357,701 808,727 
1,588 32,884 49,270 74,743 3,643,381 


115 


Fenelon Falls 


960 


$ 
468,761 
94,364 


374,397 


20,751 
17,000 


2,874 


40,625 


153 
119,081 


534,256 


79,000 


49,732 
10,052 


59,784 


166,000 


96,197 
14,194 


276,391 
119,081 


534,256 


453,552 
1,789 


455,341 


345,050 


33,725 
21,621 
10,911 
12,482 


423,789 


SUSSZ 
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Municipal Electrical Utilities Financi 


Municipality Fergus Finch Flesherton Fonthill Forest 


Number of Customers Lee 2,147 196 309 997 1,163 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and facilities at cost 1,199,103 99,765 111,733 544,744 426,480 
Less accumulated depreciation 381,256 35,870 38,019 202,959 184,177 

Net fixed assets 817,847 63,895 341,785 242,303 

CURRENT ASSETS 
Cash on hand and in bank 36,334 3,560 1,967 10,636 
Investments—term deposits 100,000 — == = 

—bonds — a — = 
Accounts receivable (net) 13,935 2,487 55,428 13,190 


Other. 
Total current assets 150,269 
OTHER ASSETS 
Inventories . 
Sinking fund on debentures 
Miscellaneous assets 


1,585 


: 24,612 : 23,826 
534 
2,657 — me 


Total other assets 4,242 128 3,189 534 
Equity in Ontario Hydro ..... 1,153,343 66, 163 98,066 229,379 407,696 


DEBT FROM BORROWINGS 
Debentures outstanding eS a aor 37,500 — 
Other long-term debt . tie Wey ne eee = 
37,500 = 
10,593 13,326 112,322 48,298 
471 1,780 7,103 6,090 


119,425 54,388 


Total long-term debt . 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities ; : 34,402 
EQUITY 
Debt redeemed eee 162,961 
Sinking fund on debentures .. . dh = 
Accumulated net income invested in 
plant or held as working funds 700,744 
Contributed capital 522531 
Other reserves 


Total utility equity 915,956 58,878 83,348 245,444 212,275 
Reserve for equity in Ontario Hydro 1,153,343 66,163 98,066 229,379 407,696 
Total debt, liabilities and equity 2,125,701 | 136105 | 196520 631,748 674,359 | 


B. OPERATING STATEMENT 


62,673 23,357 


152,921 175,513 
29,850 13,405 


REVENUE ; 
Sale of electrical energy Reb 2,016,853 79,283 144,303 339,565 $87,282 © 
Miscellaneous 15,630 2,280 2,096 26,074 12,298 | 

EXPENSE 
Power purchased 1,765,594 3 130,067 269,921 485,358 © 
Local generation — = — = = 
Operation and maintenance 66,826 : 4,185 38,982 37,514 © 
Administration 69,232 3,985 46,002 48,504 
Financial 17,003 — Gye = | 
Depreciation 32,911 3,643 17,334 16,337 
Other — — -- — | 


Total expense 1,951,566 81,032 141,880 377,371 587,713 
Net Income (net expense) 80,917 ee ee (11,732) 11,867 


Statements A and B 


Statements for the Year Ended December 31, 1978 


Frankford Georgetown Glencoe Gloucester Goderich Grand Bend | Grand Valley 
Twp. 
790 5,794 18,045 33133 
$ $ $ $ 
290,514 3,354,715 15,557,198 1,932,837 
109,428 1,133,729 3,000,587 739,617 
) 181,086 2,220,986 178,735 12,556,611 1,193,220 151,824 124,837 
10,951 19,052 19,847 531,587 53,283 39,759 23,446 
— 100,000 35,000 1,100,000 — 15,500 — 
— — — 41,000 — 3,000 
4,171 51,896 39,231 422,200 70,416 5,986 4,609 
| — — 124,305 
I, t22 170,948 94,078 2,178,092 164,699 
— 54,738 1,875 618,692 7,835 215 
— — — 300,755 — = 
189 28,880 2,441 167,978 — = 
| 189 83,618 4,316 1,087,425 7,835 215 
| 150,639 1,899,721 208,769 3,148,758 1,457,522 136,857 


347,036 4,375,273 485,898 18,970,886 2,823,276 378,770 292,964 
; ii-<J-,-,£,£,,,o, oe eee Se eee 


Se ee 


Se 
— — — 


497,064 4,651,572 


> 


319,634 
88,026 


65,073 
6,672 


1,054,836 
4,572 


201,385 
53,180 


20,479 24,717 
5,840 — 


37,182 407,660 71,745 1,059,408 254,565 26,319 


26,500 


910,554 


20,113 


1,456,891 
300,755 


212,960 


83,325 


116,920 424,508 159,373 3,332,388 777,062 104,942 
9,295 235,766 25,898 5,021,114 121,167 4,852 11,896 
152,715 1,570,828 205,384 10,111,148 1,111,189 193,119 131,390 
150,639 1,899,721 208,769 3,148,758 1,457,522 159,332 136,857 
4,375,273 485,898 18,970,886 2,823,276 378,770 292,964 
303,588 3,172,263 321,867 10,233,326 2,042,606 251,842 185,829 
8,277 99,439 11,418 386,584 54,965 Pa 1,437- 


2,582,205 8,158,971 1,668,064 


261,421 190,269 


158,270 


10,081 102,681 267,680 


148,225 28,534 6,347 

28,141 178,270 643,928 155,240 28,867 7,498 
955 154,938 689,388 = 413 
9,617 107,812 10,422 366,295 B1135 4,811 


3,125,906 312,721 


493,648 72,062 | 4,958 


310,215 


117 


Granton 


133 


118 


Municipality 
Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities at cost 
Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds 
Accounts receivable (net) 
Other 


Total current assets . eee eerie o 
OTHER ASSETS 
Inventories Pe dre eee ies 
Sinking fund on debentures 
Miscellaneous assets 


Total other assets 
Equity in Ontario Hydro 


Total assets 


DEBT FROM BORROWINGS 
Debentures outstandine gms seen 
Othemloniestenmide Dt. cence eee eee 


Total long-term debt oie See 
LIABILITIES 
Current liabilities eRe eee 
Other liabilities . ere: are 


Total liabilities rer Anes 
EQUITY 

Debt redeemed . — 
Sinking fund on debentures . . 
Accumulated net income invested in 

plant or held as working funds .. 
Contributed capital Beas tae 
Other reserves Ces ee 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


Gravenhurst Hagersville 


1,928 


1,016 


1,019,918 
410,792 


18,015,131 
4,192,354 


731,958 


609,126 13,822,777 228,635 


27,036 75,586 161,658 24,298 
20,000 70,000 2,272,656 85,000 
40,122 12,429 763,858 4,087 


2,078 


3,198,172 113,385 


440,015 


221,440 


7,791 2,076 661,455 —_— 
588,497 603,460 9,938,562 516,336 


1,415,404 1,374,755 27,620,966 


73,000 24,000 1,288,000 SL a 


1,288,000 


78,815 
26,375 


252,868 
425,916 


101,154 105,190 678,784 


111,279 


190,200 


2,160,696 


470,628 351,155 10,469,317 
70,846 100,750 3,085,607 


652,753 642,105 15,715,620 305,677 
588,497 603,460 9,938,562 516,336 


1,415,404 1,374,755 27,620,966 


832,301 985,063 17,058,977 381,053 
21,065 24,145 1,232,104 25,171 


853,366 1,009,208 18,291,081 406,224 


657,722 


803,116 14,233,650 


38,886 


40,067 606,471 
42,887 100,871 1,616,586 
20,638 10,599 260,772 
28,345 31,045 456,586 


788,478 985,698 17,174,065 436,319 
64,888 1,117,016 (30,095) 


Hamilton 


115,865 


$ 
60,829,160 
135521537 
47,307,623 


380,779 
5,450,000 


8,414,772 
272,655 


14,518,206 
2,169,516 
5,000 


2,174,516 
89,990,297 


153,990,642 


9,087,033 
647,904 


9,734,937 


7,709,892 


44,315,712 
2,063,072 
176,732 


54,265,408 
89,990,297 


153,990,642 


111,277,135 
1,961,432 


113,238,567 


100,126,226 


3,574,185 
3,179,535 


1,437,852 
793,737 


109,111,535 


4,127,032 


Stateme 


nts A and B 


Statements for the Year Ended December 31, 1978 


Hanover 


2,365 


$ 
1,200,383 
362,860 
837,523 
71,473 


22,000 
59,468 
425 


153366 
30,831 


6,093 


36,924 
1,071,764 


2,099,577 


103,093 


103,093 


245,033 
13,600 


258,633 


80,162 


562,506 
23,419 


666,087 
1,071,764 


2,099,577 


1,535,187 
10,563- 


1,524,624 


1,356,650 


30,376 
70,359 
11,476 
27,895 


1,496,756 


27,868 


Harriston Harrow 
840 896 


$ $ 
505,542 601,168 
142,776 191,081 


362,766 410,087 


18,061 16,579 
25,000 35,000 


2,432 PAS EM! 


45,493 74,116 

644 937 

358 * 

344,354 364,224 
<< 


13,000 


44,694 
18,017 


62,711 


52,708 


261,571 265,368 


19,271 134,068 


333,550 411,436 
344,354 364,224 


753,615 849,364 


402,667 465,792 
5,994- 945 


329,762 350,751 
18,718 23,503 
20,340 56,616 

2,870 a 
13,685 14,350 


385,375 445,220 
[ae [as 


146,716 


32,510 


4,367 
611 


37,488 
465 


465 
111,139 


133,117 
111,139 


295,808 


3,730 


169,321 


4,258 


Hastings Havelock 
508 561 
$ 
244,309 
oT -593 


$ 
198,391 
92,547 


105,844 


10,059 
32,000 


5,501 
851 


48,411 
230 
150 


Hawkesbury 


35995 


$ 
1,564,878 1,075,812 
503,369 293,164 


1,061,509 782,648 


253,307 26,377 


110,000 80,000 
— 40,000 
26,125 67,376 
— 515 


389,432 214,268 


32733) 


380 32,331 231 
149,176 1,072,902 530,435 
295,808 303,811 2,556,174 1,527,582 


133,744 1,143,854 668,588 
149,176 1,072,902 530,435 


288,294 
51,124 


152,193 
47,366 
339,418 1995559 


283,867 


IZ AGT 


518,321 
78,090 


798,864 
61,123 


’ ’ 
> 


303,811 2,556,174 1,527,582 


195,296 
4,708 


3,172,223 
45,937 


1,429,444 
6,546 


200,004 3,218,160 1,435,990 


162,397 


5,910 
22,102 


7,026 


2,815,892 


1,213,317 


53,381 20,473 
108,995 62,207 
11 16,860 
47,435 29,820 


197,435 3,025,714 1,342,677 


192,446 93,313 


Hearst 
1,359 


119 


Hensall 


426 


$ 
336,473 
119,110 


217,363 


200 
222,748 


$58,328 


33,070 
6,597 


39,667 


12,000 


270,301 
13,612 


295,913 
222,748 


$58,328 


322,135 
9,688 


331,823 


263,002 


10,078 
24,907 


9,236 
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Municipal Electrical Utilities Financi: 


Huntsville Ingersoll Iroquois Jarvis 


Millicipalityer.: ...¢..:. oeans sees oe Holstein 


1,582 Syl lel 530 480 


Numberof@ustomers: o.402 ee eo oe 106 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantrand facilities aticosts a.) 0+ 4. See 31,337 783,961 2,128,083 273,572 221,577 
Less accumulated depreciation ............ 8,942 223,495 741,522 130,250 71,205 

Netifixedtassetsecvmeer eta «5 oe Same 22,395 1,386,561 143,322 150,372 

CURRENT ASSETS 
Cashon hand-andunibanke oo) en. ee 9,439 60,221 41,269 49,060 
Investments—term deposits ............... 100,000 — — 

== DOGS AMY ae oi etek ES. oo 5,000 —_ 

Accounts receivablei(net)win.) =e = ree 44,982 13,633 7,385 
Other 2 ee ae Oe shes Se eens 1,000 _- 
Total current assets..... PeaAN HEP oe 271,035 205,203 56,445 


OTHER ASSETS 


TOVENTOTIES ox ee ER oe ee ee ee 22,543 181,228 168 
Sinking fund on debentures............... == = = 
Miscellaneous assets 41,046 os 


Total other assets Be, a = 23,647 222,274 3,648 168 
Equity in Ontario Hydro . ee ae ee 27,855 719,328 1,506,405 280,791 127,933 
pee ee a ee eee 60,808 1,574,476 3,320,443 334,918 


DEBT FROM BORROWINGS 
Debentures outstanding........... ene 
Other long-termidebt@ases- 612 


1,104 
59,000 


Tiotalilons-termy debit gag... eee 235,491 


LIABILITIES 


Current liabilities |. Res tere eee 141,290 16,435 
Otherliabilities*#en oie 23 -eee eee 14,526 2,386 
‘Rotaliltabilitiess < Man. AoN 6 oooh eee 120,142 155,816 18,821 
EQUITY 
Debt redeemed ...... ee ee ee 21,697 207,657 10,500 
Sinking fund on debentures............ = — — 
Accumulated net income invested in 
plant or held as working funds ...... a 638,748 1,094,210 110,357 
Contributed capital... CN. See aN. 15,561 120,864 127,553 67,307 


Other reserves . SM Foe te eae ieee ae 


Total utility equity pe eee tae 23,007 676,006 1,422,731 160,405 188,164 
Reserve for equity in Ontario Hydro ....... 27,855 719,328 1,506,405 280,791 127,933 
Total debt, liabilities and equity.......... 1,574,476 3,320,443 488,663 334,918 


B. OPERATING STATEMENT 


REVENUE 
Saleofclectricalenersvaer ene: (51 eee 887,266 1,583,701 170,156 
Miscellaneous ... ; see OTA. 63,585 3,114 
Total revenue td 173,270 

EXPENSE 
Power purchased 24,718 712,684 1,289,424 139,743 
Local generation SS = == = 
Operation and maintenance 120 49,212 115,403 4,754 
Administration 1,750 35,024 117,049 11,855 
Financial . 1,450 7,600 25,942 _ 
Depreciation 56,573 W159 
Other — 
Total expense 163,511 


Statements A and B 


Statements for the Year Ended December 31, 1978 


Kapuskasing 
2,569 
$ 
1,631,005 
416,462 
1,214,543 


38,551 


73,957 
983 


113,491 
68,060 


3,285 


71,345 
638,882 


2,038,261 
18,875 
26,479 
45,354 


313,782 
25,404 


339,186 


294,358 


690,947 
29,534 


1,014,839 
638,882 


2,038,261 


1,271,669 
49,143 


1,320,812 


971,756 


103,518 
135,669 
34,148 
46,512 


1,291,603 
29,209 


Kenora Killaloe Stn Kincardine 


Kemptville Kingston 


1,031 4,896 318 2,468 20,833 


King City 
596 


$ $ $ $ $ $ 
687,616 2,561,488 115,074 1,494,780 192,179 12,953,191 
177,445 1,072,826 45,012 303,645 88,177 4,788,660 


510,171 1,488,662 70,062 1,191,135 104,002 8,164,531 


19,041 
80,000 


7,047 


111,548 
200,000 


3,982 


137,375 23,453 
50,000 | Zs 


1,009,498 


44,887 


68,340 
5,152 581 23,483 


17,455 2,455 61,392 581 403,328 
660, 166 53,875 654,789 145,721 8,158,438 
1,056,827 2,685,415 141 627 2,173,015 318,644 18,712,999 


175,000 301,000 6,500 221,000 33,200 2,450,300 


977,204 


78,324 


11,253 


205,666 
1,918 


519,132 15,235 265,699 1,986,702 


17,455 56,240 379,845 


301,000 221,000 2,450,300 


281,227 186,592 1,121,231 
82,702 11,646 4,700 


363,929 198,238 31,361 1,125,931 


71,507 314,652 64,000 76,308 2,593,341 


32,915 993,080 578,658 (17,695) 4,305,952 
4,401 52,588 5,735 456,330 49,749 79,037 


401,883 1,360,320 78,642 1,098,988 108,362 6,978,330 
415,443 660, 166 53,875 654,789 145,721 8,158,438 


1,056,827 2,685,415 141,627 2,173,015 318,644 18,712,999 


648,593 2,147,138 104,224 1,465,485 318,627 12,459,437 
16,766 6,625- 2,524 23,568 11,768 239,456 
665,359 2,140,513 106,748 1,489,053 330,395 12,698,893 


78,382 


1,184,751 


502,833 1,547,697 246,743 10,250,127 


6,045 667,865 


40,744 


186,461 3,533 58,937 
61,239 195,289 13,276 69,332 21,308 835,389 
25,580 45,114 3,578 22,616 363,551 
16,906 85,155 3,785 364,467 


647,302 2,059,716 102,554 1,369,731 291,898 12,481,399 


121] 


Kingsville 

2,025 

$ 

1,073,596 
330,049 
743,547 
57,463 
8,500 
22,736 


88,699 


3,956 


1,339 


5,295 
577,469 


1,415,010 


72,700 


72,700 


90,994 
15,201 


106,195 


70,800 


400,08 1 
187,765 


658,646 
577,469 


1,415,010 


977,001 
14,514 


991,515 


780,788 


47,706 
54,213 
17,403 
27,641 


927,751 


63,764 


‘> Municipal Electrical Utilities 


Municipal Electrical Utilities Financia 


Municipality Kirkfield Kitchener Lakefield Lambeth Lanark 
; Wilmot (R) 
Number of Customers . 46.937 1,027 867 359 


A. BALANCE SHEET 
FIXED ASSETS 


$ $ $ 


Plant and facilities atcost......... 41,173,920 662,083 §21,379 154,073 
Less accumulated depreciation 11,464,616 221,364 152,692 49,507 
Net fixed assets ... WN rear Peek ch: 20,808 29,709,304 440,719 368,687 104,566 
CURRENT ASSETS 

Cash on hand and in bank . 12,256 484,480 45,071 55,961 16,096 
Investments—term deposits 8,000 3,700,000 — — —_ 
—bonds — _— — — — 

Accounts receivable (net) . 1,950 2,469,189 23,163 14,224 4,609 
Other. 6,505 527 = 


6,660,174 


Total cunrentrassetSwan wee, ae ee ee 68,761 
OTHER ASSETS 
linventonieste 04 pet ee se, Mace et 705,717 


Sinking fund on debentures............... — 


70,185 20,705 
Miscellaneous assets — 16,327 — as 


Total other assets Sega: fees | aoe — 722,044 ISL 7Al = =e 
Equity in Ontario Hydro SER ie A ee 29,741 19,129,154 324,013 213,284 96,683 


15,171 


Tatalasces. Aaa. Cea 848,664 | 652,156 | 221,954 
DEBT FROM BORROWINGS 
Debentures outstandingiyeers ss. ee ae 1,476,500 —_ 
Othemlone=teqmiGe btm. eae ee ey: 2,097,003 — 
Total/long-termidebt2 994.5...-1. 7 nee = 3,573,503 — — 
LIABILITIES 
Current liabilities yk 5 ae ee 3,719 2,934,607 57,075 14,427 
Othersliabilitiess eee ee ee eee 2,114 676,487 1,161 1,361 
Total liabilities....... or: Dees ES 3,611,094 15,788 
EQUITY 
Debt redeemed . Sen ce tee ee 5,863,981 7,317 
Sinking fundionidebenturess 7a. oon = — 
Accumulated net income invested in 
plant or held as working funds .......... 27,649 21,091,886 155,046 94,987 
Gontributedicapitaly samme se ae 3,766 2,951,058 193,090 7,179 


Other reserves .. 
109,483 


TLotalimtilityequityaen ehh 2 os. ees 37,181 29,906,925 444,045 380,636 
Reserve for equity in Ontario Hydro ...... 29,741 19,129,154 324,013 213,284 96,683 
Total debe Mabilities and equity .....0.# 72,155 | 56,220,676 | a8,664 | 652,156 221,954 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy ..... eee 39,805 31,202,701 $19,037 298,838 136,858 
Miscellaneous : Bae : 1,160- 976,934 13,222 9,397 5,855 
EXPENSE 
Power purchased 25,543,402 438,899 253,948 110,118 
Local generation — — = aa 
Operation and maintenance 1,377,538 15,319 12,137 10,020 
Administration 1,510,363 31,861 16,383 13,230 
Financial 969,783 2,118 = = 
Depreciation 1,426 1,046,413 19,229 13,958 5,285 
Other 131,840 = =F 


: 
Total expense 35,573 30,579,339 507,426 296,426 138,653 
Net Income (net expense) . 1,600,296 11,809 4,060 
(R) Restructured : 


Statements A and B 


Statements for the Year Ended December 31, 1978 


Lancaster 


260 


$ 
123,297 
32,492 
90,805 
107 
6,810 
10,169 
55 


17,141 


494 
71,979 


180,419 


14,685 
1,178 


15,863 


8,917 


57,945 
25,715 


92,577 
71,979 


180,419 


117,086 
2,308 


119,394 


114,551 


4,843 


Larder Lake 
Twp. 
480 


Latchford 


$ 
150,574 
61,667 


88,907 


15,998 
35,000 


2,899 


28,745 


125,072 


Leamington 


4,197 


$ 
2,197,792 
732,288 


1,465,504 


256,897 
250,000 


38,037 


544,934 


55,347 


— 55,485 
33,740 1,560,730 


Lindsay Listowel London 


S112 15953 83,093 


$ 
3,553,477 
1,031,914 


$ 
57,391,224 
19,298,378 


2,521,563 567,896 38,092,846 


240,776 30,649 2,528,686 


225,000 60,428 3,660,352 
— — 710,534 
36,692 12,690 4,631,263 
— — 89,488 


502,468 103,767 11,620,323 


2,225,562 


42,048 


— 2,267,610 
950,151 29,087,260 


86,961 


86,961 
2,281,543 


267,876 117,871 3,626,653 5,392,535 1,621,814 81,068,039 


33,647 10,348 
19,937 2,254 


53,584 12,602 


152753 


18,901 


66,422 
7,045 


89,220 
125,072 


43,015 
9,613 


5 
’ 


71,529 
33,740 


138 


10,000 


210,301 
91,010 


301,311 


116,100 


1,488,050 
150,462 


1,754,612 
1,560,730 


| acuinaitipiindintindvmamenmemneeuiaaea eee 
$6,000 ‘ee 3798800 
66,000 i 3,798,880 
113,502 
9,120 


122,622 


4,915,224 
318,658 


396,230 
184,828 


581,058 5,233,882 


164,000 


132,673 


10,573,432 


2,103,743 367,447 26,249,148 
196,191 48,921 6,050,618 
— 74,819 


2,463,934 549,041 42,948,017 
2,281,543 950,151 29,087,260 


267,876 117,871 3,626,653 $,392,535 1,621,814 81,068,039 


197,037 76,333 
8,902- 85- 


147,458 


LVS 
20,849 


5,211 


59,619 


184,631 69,996 2,078,450 3,317,507 1,352,593 


2,227,636 
33,893 


1,843,441 


75,763 
Sepey 

3,713 
59,782 


3,454,114 1,371,128 44,644,522 
103,283 24,792 1,908,924 


188, 135 76,248 2,261,529 3,557,397 1,395,920 46,553,446 


37,607,570 


2,818,016 1,205,313 


1,680,350 


182,015 

209,547 1,815,369 
10,062 898,312 
97,867 33,273 1,566,070 


43,567,671 


3,504 | ease | 183,079 239,890 43,327 2,985,775 


123 


6,262 
Ay] 


11,489 


98,187 


344,120 


20,000 


20,000 


43,990 
5,738 


49,728 


31,122 


102,702 
42,381 


176,205 
98,187 


344,120 


279,970 
1,317- 


278,653 


226,787 


9,988 
16,418 
4,750 
9,925 


267,868 


10,785 
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Municipal Electrical Utilities Financi 


Municipality Lucan Lucknow Lynden Madoc Magnetawan 
Number of Customers 202 688 132 
A. BALANCE SHEET 
FIXED ASSETS $ $ 
Plant and facilities at cost 237,448 387,122 79,202 
Less accumulated depreciation 61,601 145,765 22,472 
Net fixed assets 262,210 175,847 241,357 56,730 
CURRENT ASSETS 
Cash on hand and in bank 17,380 15,851 12,446 53 
Investments—term deposits = 10,000 — = 
—bonds = = = = 
Accounts receivable (net) 14,332 14,816 6,282 895 
Other 1,738 — 
Total current assets 948 
OTHER ASSETS 
INV ENlOnlessies ee ote PM eee oe 142 
Sinking fund on debentures = 
Miscellaneous assets — 
Total other assets 1,482 3,475 142 
Equity in Ontario Hydro 170,746 220,446 19,313 
Total assets... Re eae | 466,150 | 442,173 77,133 
DEBT FROM BORROWINGS 
Debentunesroutstan din pieeayen eee ere 8,000 — 
Other long-term debt ........... eo =e 
Totalilone-termideb terpenes se aoe ne es 
LIABILITIES 
Current liabilities . Fon SEM ene cre 31,681 33,795 5,331 
Othenliabilitiesoia sae ee eee 1,441 — 
otaliliabilitiesses ue phen, ee ae 33,122 33,795 12,630 43,480 5,331 
EQULTY 
Debtredeemed? =f). fen oh aan ee 11,214 17,614 4,495 26,000 21,049 
Sinking fund on debentures Wey ee — a =< = = 
Accumulated net income invested in 
plant or held as working funds ....... 169,075 133,126 47,273 171,941 5,907 
Contibuted capital. o. shee . shes 81,993 37,192 870 11,553 25,533 
OthermnrescrvieSe-s se eee ee — 
Total utility equity 262,282 187,932 52,638 209,494 52,489 
Reserve for equity in Ontario Hydro 170,746 220,446 83,025 216,008 19,313 
Total debt, liabilities and equity... 466,150 442,173 148,293 476,982 77,133 
B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 303,581 241,175 82,743 296,316 37,533 
Miscellaneous 10,104 470- 1,256 1,755 416- 
Total revenue 37,117 
EXPENSE 
Power purchased 252,202 28,472 
Local generation — = 
Operation and maintenance 24,299 1,507 
Administration 19,840 1,607 
Financial 630 821 
Depreciation 2,473 
Other = 
Total expense 306,216 234,539 80,219 | 284,125 | 34,880 


Statements A and B 


statements for the Year Ended December 31, 1978 


Markdale 


619 


$ 
345,495 
77,192 


268,303 


49,351 


4,429 


53,780 


537 
185,822 


$08,442 


56,000 


56,000 


38,100 
1,818 


39,918 


10,370 


204,348 
11,984 


226,702 
185,822 


508,442 


324,141 
2,692- 


321,449 


264,514 


14,562 
14,320 
6,840 
8,740 


308,976 
12,473 


Markham Marmora Martintown Maxville McGarry Twp. 


4,820 638 356 


$ 
3,300,808 
541,090 


$ 
337,769 
114,902 


$ 
172,564 
56,578 


222,488 
66,003 


2,759,718 115,986 71,235 


62,580 


25,000 23,600 


26,947 
400,803 3,388 7,558 
aa — 602 


490,330 28,388 


64,457 — 


9,198 — 230 — 


73,655 — 230 = = ee 
1,050,733 158,14 31,932 94,973 129,084 115,998 
4,374,436 447,692 283,475 273,458 218,993 

SES SS ee SS SS 


396,000 a — — 
19,641 5,001 SAS 
11,394 144 2,913 


5,145 


360,301 
27,581 


387,882 42,189 


13,642 


254,227 


21,092 


1,030,346 116,570 


1,255,248 


174,016 
18,255 


’ 
’ 


2,539,821 213,363 26,680 157,467 139,229 90,967 
1,050,733 158,140 315932 94,973 129,084 115,998 


4,374,436 447,692 | 3.992 283,475 273,458 218,993 


2,625,737 271,549 40,026 241,398 164,814 129,015 
49,634 3,833- 1,445- 1,792 2,771 2,850 


> 
, 


139,921 


196,977 30,712 


188,966 


2,139,516 


91,138 


6,479 1,837 14,522 5,857 

153,638 23,049 2,080 14,753 6,829 
53,664 5,147 o- 
74,166 11,694 1,784 


sam [a a 


125 


Meaford 


1,866 


$ 
1,037,303 
285,632 


751,671 


16,219 
96,000 


34,657 


146,876 


48,259 


6,241 


54,500 
686,344 


1,639,391 


116,000 


116,000 


79,654 
4,095 


83,749 


126,725 


535,600 
90,973 


753,298 
686,344 


1,639,391 


997,930 
30,157 


1,028,087 


813,030 


50,724 
61,288 
25,264 
26,485 


976,791 


$1,296 
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Municipal Electrical Utilities Financ 


Municipality Merlin Merrickville Midland Mildmay Millbrook 


Number of Gustomers: nance a eae 304 429 4,506 427 415 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
PlantandtacilitiesatcOstamea ty sane 160,473 173,832 21353520 147,089 208,960 
Less accumulated depreciation ............ 79,554 47,980 890,907 25,292 48,103 

NetitixediassetSma sa sae oe ene noe ere o 80,919 125,852 1,244,613 121,797 160,857 

CURRENT ASSETS 
Cashron hand andan bank 00.2.2 2.4. 43 6,284 10,099 134,380 17,996 27,186 
Investments—term deposits . 8,000 — 600,000 — 25,000 

—bonds... oa — _ —_— — 3,000 
Accounts receivable (net) ee i 2,631 10,621 96,088 1,773 1,914 
OU a ae ee a 4,142 681 = 


Total current assets tg ay ey 16,915 834,610 20,450 57,100 
OTHER ASSETS 
Inventories . . pet, CMe 85 14,429 21 — 
Sinking fund on debentures ; = = — — 
Miscellaneous assets ; —_ — 6,021 a a 
Total other assets 85 — 20,450 217 a 
Equity in Ontario Hydro pee 94,417 S721 2,269,164 102,508 91,575 


7 


837 | 
DEBT FROM BORROWINGS 
Debentures outstanding cee aif 184,000 23,800 
Other long-term debt .. sive MS 5; = - 


Total long-term debt oe oe: = = 184,000 23,800 
LIABILITIES 

Current habilities as 7,671 25,528 364,338 14,277 24,375 

Other liabilities 706 2,489 51,876 21,280 12,844 


Total liabilities 28,017 416,214 37,219 
EQUITY 
Debt redeemed 24,647 177,945 10,200 
Sinking fund on debentures oa = — 
Accumulated net income invested in 
plant or held as working funds 53,458 85,697 1,294,989 113,563 
Contributed capital 22,962 8,211 26,525 3,886 33,175 


Other reserves 


Total utility equity 89,542 118,555 1,499,459 106,907 156,938 
Reserve for equity in Ontario Hydro 94,417 SF 21 2,269,164 102,508 SESS 
Total debt, liabilities and equity 192,336 238,693 4,368,837 309,532 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 101,701 201,345 2,978,028 166,968 170,591 
Miscellaneous 6,157 1,710 24,449 8,776- 3,389- 
EXPENSE 
Power purchased 161,857 2,420,562 127,580 122,667 
Local generation - = ee — 
Operation and maintenance 4,098 131,899 6,510 4,606 
Administration 15,987 14,784 120,951 9,880 17,871 
Financial = — 26,998 | oy fs, 3,448 
Depreciation 4,832 5,488 64,063 4,043 6,912 
Other — — 


Total expense 110,177 186,227 2,764,473 149,588 155,504 
Net Income (net expense) (2,319) 16,828 238,004 11,698 
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Milton Milverton [Mississauga (R) Mitchell Moorefield Moore Twp. Morrisburg | Mount Brydges 
4,860 562 70,199 1,192 155 1,024 513 
$ $ $ $ $ $ $ 
4,314,159 307,263 77,245,567 809,065 65,962 476,184 164,331 
843,616 51,042 11,592,880 208,149 32,251 166,990 51,031 
3,470,543 256,221 65,652,687 3357.1 180,855 309,194 113,300 
62,117 18,740 75,536 11,104 9,812 11,741 26,209 
400,000 15,000 1,400,000 1,000 = 13,000 15,000 
— — 11,500 1,000 — — ao 
77,308 1,399 7,990,067 1,172 17,627 13,481 3,169 
400 34,155 a aus _ 
9,511,258 41,035 14,276 38,222 44,378 


1,309,630 
1,986,646 


539,825 35,139 

36,399 958 42,651 — — 

49,514 ‘2 1,745,639 2,312 = = a 
ae a S| [| | a 
1,292,296 277,960 23,168,125 508,485 64,961 57,900 268,471 100,527 


lcctesananEGEETGEEcleamioon en ee eS eee 


10,536 


19,356,495 
4,534,318 


616,676 — 23,890,813 _- 4,300 — 14,307 
365,227 24,502 8,232,501 6,594 25,901 54,430 17,125 
79,120 1,336 1,690,324 = 12,949 2,304 
444,347 9,922,825 70,334 25,901 67,379 19,429 
167,895 4,212,462 93,773 15,436 31,636 19,572 
= 1,986,646 —_— ae = = 
1,359,652 218,474 17,306,131 438,903 69,974 175,318 90,186 
1,507,711 23,746 22,886,983 43,604 99 92,683 83,619 14,202 


3,035,258 266,480 46,392,222 576,280 41,393 178,093 290,573 123,960 
1,292,296 277,960 23,168,125 508,485 64,961 57,900 268,471 100,527 


5,388,577 570,278 | 103,373,985 112,948 aes aoe 


3,008,697 284,622 66,946,252 70,555 30,599 512,268 168,990 
132,028 4,251 1,235,875 2,045 551 4,798 3,176 
3,140,725 68,182,127 699,694 72,600 31,150 517,066 172,166 


2,531,169 241,581 56,052,682 558,958 432,022 133,217 
68,613 5,838 1,636,357 36,271 18,052 11,275 
196,782 12,516 1,978,592 63,894 36,562 12,386 
76,733 —- 2,941,113 12,390 — — 3,881 
108,406 7,318 1,696,462 20,109 D259 — 13,308 5,134 


2,981,703 267,253 64,305,206 691,622 69,310 17,537 165,893 
159,022 | 21,620 3,876,921 8,072 13,613 17,122 6,273 


Restructured 
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Municipality 


Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 
Plant and facilities atcost......... 
Less accumulated depreciation .... 
Net fixed assets 
CURRENT ASSETS 
Cash on hand andinbank........ 
Investments—term deposits 


= DONUS ee ME ane eae 


Total current assets............ 
OTHER ASSETS 
Inventories oo 4-5. « 
Sinking fund on debentures....... 
Miscellaneous assets ............. 


Total other assets..... 
Equity in Ontario Hydro 


tlotalassetSeey one 
DEBT FROM BORROWINGS 
Debentures outstanding.......... 
Otherlong-termidebty = ec... 
Total long-term debt 
LIABILITIES 
Current liabilities . ca 
Other liabilities . . eee: ¢ 


Total liabilities... . 
EQUITY 
Debt redeemed . ; 
Sinking fund on debentures 


Accumulated net income invested in 


plant or held as working funds 
Contributed capital 
Other reserves 


Total utility equity . 


Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased . 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other. 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financia 


Mount Forest Napanee Neustadt 


Nepean Twp. 


244 


1,569 2,017 21,166 


$ 
17,770,160 
4,145,711 
401,243 


754,106 13,624,449 


97,745 104,074 


510,011 
1,900,000 

658,423 
133,235 


60,429 
3,600 


125,689 168,103 3,201,669 


28,572 


30,983 


609,879 
476,280 
157,027 


28,572 30,983 1,243,186 
490,584 809,335 5,244,380 70, 730 


1,046,088 1,762,527 23,313,684 | 136,985 | 
5,564,000 5,698 

5,698 

127,935 116,769 2,001,983 7,700 
18,789 50,845 66,797 94 


146,724 


167,614 2,068,780 


21,627 


70,000 3,236,000 
— 476,280 


362,285 
24,868 


665,422 
50,156 


2,987,367 
3,736,877 


408,780 785,578 10,436,524 52,763 
490,584 809,335 5,244,380 70,730 


1,762,527 23,313,684 


708,830 1,078,597 15,295,984 78,069 
12,054- 47,806 505,159 1,109 
696,776 1,126,403 15,801,143 79,178 


596,743 885,357 11,915,656 61,862 
1,804 
4,133 
4,236 


2913 


824,134 
937,919 
970,405 
459,332 


50,870 
89,112 


17,281 


33,880 


16,311 36,563 


664,215 1,061,902 15,107,446 74,948 


Newboro 


174 


24,805 


81,884 


4,329 
54 


4,383 


15,674 


32,365 
4,657 


52,696 
24,805 


81,884 


Statements A and B 
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Newburgh 


251 


$ 
186,850 
79,135 


107,715 


10,199 


2,014 
572 


12,785 


16,814 
561 


17,375 


14,000 


82,926 
6,199 


103,125 
49,217 


169,717 


8,499 


Newmarket | Newmarket (R) 


Newbury Newcastle Niagara Niagara Falls 


1,320 22,862 


$ 
6,707,840 
1,430,409 


$ 
766,340 
245,254 


$ 
15,570,899 
3,894,570 


5,277,431 


521,086 11,676,329 


410 e255 42,944 

— 30,000 500,000 

ae — 63,000 
699,298 7,992 209,715 
= 11,318 


699,708 826,977 


120,014 459,594 


21,822 366,423 


546 
— 345 141,836 3,428 826,017 
44,447 208,801 1,352,303 413,935 7,702,828 
676,055 preted 7,471,278 993,696 21,032,151 
SS a es 


\ nianentieuhisnese tannun een 


62,273 488,823 


1,152,580 


2,046,580 62,273 488,823 


833,478 
68,268 


43,938 
11,296 


251,850 


4,887 
, 798,534 


4,895 


55,234 1,050,384 


386,953 


93,197 


2,523,085 


1,395,874 
1,387,822 


271,090 
97,967 


7,702,883 
1,564,148 


46,432 


32,795 354,021 3,170,649 462,254 11,790,116 
44,447 208,801 1,352,303 413,935 7,702,828 
676,055 bE ey 7,471,278 993,696 21,032,151 


68,033 411,657 2,497,526 814,796 11,130,554 
4,351- 18,419 149,318 28,966 191,864 


314,626 1,976,364 597,291 418,899 8,534,698 


25,481 154,251 27,579 39,641 670,660 


39,345 108,711 41,142 61,974 602,965 
17,500 139,201 57,154 11,763 93,311 
110,732 366,723 

36,549 


2,711 13,578 157,585 78,639 p20 | 1,017,512 


Restructyured Cpe Danaea OC 


129 


Nipigon Twp. 


942 


$ 
438,003 
199,314 


238,689 


86,503 


7,481 
1,095 


95,079 


1,574 


1,574 
324,850 


660,192 


42,614 
23,196 


65,810 


10,000 


243,143 
16,389 


269,532 
324,850 


660,192 


486,576 
1,991- 


484,585 


348,673 


56,448 
45,085 


13,821 


464,027 


20,558 
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Municipality 


Number of Customers nae 
A. BALANCE SHEET 
FIXED ASSETS 

Plant and facilities at cost 

Less accumulated depreciation 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds..... 
Accounts receivable (net) . 


Total current assets . 
OTHER ASSETS 


Miscellaneous assets 


Total other assets 
Equity in Ontario Hydro . 


Total assets Re : é 


DEBT FROM BORROWINGS 
Debentures outstanding........... 
Other lone-termidebt™.. . 22... 

Total long-term debt : s 

LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities . 
EQUITY 
Debt redeemed 
Sinking fund on debentures 
Accumulated net income invested in 
plant or held as working funds |. 
Contributed capital 
Other reserves 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financia 


North Bay North York Norwich Norwich (R) Norwood 
18,084 138,746 836 1292 543 
$ $ $ $ 
12,253,953 110,453,912 542,573 305,364 
3,903,917 24,753,974 181,405 139,020 
8,350,036 85,699,938 361,168 166,344 
86,612 166,883 43,798 34,739 
1,375,000 12,771,428 — 5,000 
een = 7,500 8,000 
248,086 3,868,611 10,774 7,306 
= 3,527 — 
1,709,698 16,810,449 55,045 
253,574 2,039,000 2,437 _ 
== 6,440,925 ae = 
92,886 4,311,063 896 — 
346,460 12,790,988 3333 — 
5,430,650 45,226,713 389,153 141,677 
15,836,844 160,528,088 , ee | 815,726 363,066 
3,440,840 6,984,813 sume 41,073 — 
3,440,840 6,984,813 _ 
1,092,743 10,996,756 21,378 
244,394 4,908,640 1,076 
1,337,137 15,905,396 77,402 22,454 
1,972,177 8,338,088 34,143 55,100 
= 6,440,925 _— =e 
3,394,173 72,166,188 213,429 87,018 
261,867 5,465,965 60,526 56,817 
5,628,217 92,411,166 308,098 198,935 
5,430,650 45,226,713 389,153 141,677 
10,776,408 107,383,702 78,599 306,755 211,506 
487,486 2,855,719 2,165 8,624 9,598 
11,263,894 110,239,421 315,379 221,104 
8,660,545 87,270,833 58,218 229,070 174,560 ; 
573,176 5,946,597 11,878 
893,908 4,927,773 18,097 
420,659 783,354 ‘ LES 
392,925 3,047,368 1,956 11,537 11,190 
10,941,213 101,975,925 76,714 302,791 215,725 | 


Statements A and B 


statements for the Year Ended December 31, 1978 


26,074,876 
5,499,762 


20,575,114 


3,350 
5,790,000 


706,206 
26,816 


6,526,372 
444,913 


170,031 


614,944 
9,915,917 


37,632,347 


3,097,999 


3,097,999 


3,172,152 
349,009 


3,521,161 


3,504,859 


11,140,786 
6,451,625 


21,097,270 
9,915,917 


37,632,347 


24,244,162 
743,405 


24,987,567 


20,722,765 


791,295 
884,689 
461,149 
640,198 


Orangeville 


4,346 


126,884 
56,422 


23,693,697 
6,668,848 


2,473,088 
550,566 


13,642,367 
3,851,544 


239,462 
91,497 


135,793 1,922,522 9,790,823 147,965 17,024,849 


26,704 375,405 318,295 10,777 76,780 


— 1,163 — 3,251,221 
23,415 556,702 1,077 1,778,655 
Tb TAY — 1,680 


876,160 5,108,336 


425,141 618,269 


11,854 
387,388 160 95,402 


3,616 — 38,209 812,529 160 713,671 
110,315 88,351 979,989 1,681,508 111,076 15,882,550 
214,745 259,850 3,347,252 13,161,020 271,055 38,729,406 


i ot 9,700 80,000 3,957,708 14,176 1,555,300 


3,957,708 1,555,300 


681,274 
439,498 


2,441,246 
943,040 


235,949 1,120,772 25,700 3,384,286 


147,594 


38,175 


P579;921 


3,341,312 


103,393 1,013,947 


889,773 


80,686 13,718,038 


4,970 28,526 1,242 2,609,311 
150,094 


91,295 144,219 2,051,314 6,401,032 120,103 17,907,270 
110,315 88,351 979,989 1,681,508 111,076 15,882,550 


214,745 259,850 3,347,252 13,161,020 271,055 38,729,406 


88,085 156,007 2,142,441 5,804,658 202,268 26,336,373 
4,158- 6,248 25,056 109,596 2,225 809,250 


2,462,072 
447,554 


122,543 1,761,012 3,496,405 152,321 22,257,842 


501,167 


8,341 70,158 939,991 


303,457 14,071 
15,403 147,407 351,376 25,108 1,487,521 
1,285 20,306 512,695 S02 243,995 
4,338 7,190 57,538 306,799 7,780 683,884 


— 169,707 


13] 


86,111,046 
14,971,083 


71,139,963 


63,675 
12,550,000 
200,000 
6,291,087 
866,077 


19,970,839 
1,680,365 
1,534,857 


3:215;222 
41,532,919 


135,858,943 


2,400,000 


2,400,000 


8,287,364 
2,072,476 


10,359,840 


10,490,698 


61,492,549 
9,382,937 
200,000 


81,566,184 
41,532,919 


135,858,943 


79,481,109 
1,720,489 


81,201,598 


62,658,631 
714,502 
4,834,775 
2,990,213 
481,880 
1,901,883 


73,581,884 


7,619,714 


132 


Municipal type ine tocose ort teva rarer aes cee 


Number of @ustomers=.. 20... on: * 


A. BALANCE SHEET 
FIXED ASSETS 


Plant and facilities atcost............... 
Less accumulated depreciation .......... 


Net fixeudtassetsiecs- = at oe ana ete 


CURRENT ASSETS 


Cash on hand andinbank.............. 
Investments—term deposits ............. 
=—DONGSt mttaer ait eh tty 


Total current assets..............-.-. 


OTHER ASSETS 


Inventoniesweek nes eet rte 
Sinking fund on debentures............. 
Miscelfaneousvassetse) =e 


Total other assets . . 


Equityin'Ontarioiiydrom)..- ha. 


iFotalassets”... font. hee ona ee 


DEBT FROM BORROWINGS 


Debenturesioutstandings]). = 5.2... 
Othermlong-termidebt 2... 2 eee 2 os 


Motralllong-termidebCryeee ns eee 


LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities . . 
EQUITY 
Debt redeemed ... ns Reman tS 


Sinking fundiondebentures.).. 


Accumulated net income invested in 
plant or held as working funds ... 

Contributed capital 

Other reserves 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) . 


C2. Dn «wa CS 
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Municipal Electrical Utilities Financi: 


Otterville Owen Sound Palmerston 


325 
590,525 
2,102 


Paisley 


7,336 502 847 


$ $ $ 
4,254,325 259,938 506,467 
1,319,787 58,194 178,777 


2,934,538 


366,892 


959,519 27,813 71,477 

128,840 3,549 1,282 

2,000 il = 
aes ae ee 

3,194,196 140,717 335,886 


7,219,093 373,823 736,335 


15,000 9,700 


546,476 
120,205 
59,507 


666,681 

208,372 52,300 
ZT el 249,840 

174,073 29,102 


3,358,216 189,517 331,242 
3,194,196 140,717 335,886 


7,219,093 373,823 736,335 


4,394,828 236,518 360,750 


27,114 
389 50,423 1,595- USE! 
27,503 4,445,251 


3,641,758 


175,444 
228,104 

1,374 
127,411 


29,310 4,174,091 | 224,605 | 352,547 
(1,807) 271,160 10,318 | 15996 | 


1,675,789 
595,185 


1,080,604 


227,820 


19,696 
1,580 


249,096 
4,529 


593 


S122 
1,001,973 


2,336,795 
40,000 


40,000 


103,183 
21,812 


124,995 


209,607 


733,614 
226,606 


1,169,827 
1,001,973 


2,336,795 


1,210,550 
29,582 


1,240,132 


979,137 


59,825 
61,261 

8,568 
46,188 


1,154,979 
85,153 
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438,537 
118,496 


320,041 


48,460 


12,558 


61,018 
1,259 
2,018 


3,277 
225,019 


609,355 


120,000 


120,000 


35,350 
922 


36,272 


29,907 


197,785 
372 


228,064 
225,019 


609,355 


315,898 
9,262 


325,160 


243,617 


17,976 
25,434 
10,906 


309,380 
15,780 


Pembroke Peterborough Petrolia 


Parry Sound Penetang- 
uishene 


1,814 


2,486 5,542 21,706 1,703 


$ 
1,056,385 
376,587 


$ 
1,061,456 
336,364 


$ 
18,531,041 
7,620,907 


$ 
1,856,190 
743,017 


$ 
5,255,784 
2,618,356 


1,363,807 
547,912 


1,113,173 2,637,428 725,092 815,895 10,910,134 679,798 


48,553 514,152 18,129 140,106 521,111 


155,000 oe 222,000 220,000 | at 
me me aa 10,000 == 
21,230 112,855 53,878 50,144 934,831 
ae as sof oul 46,905 


224,783 627,007 294,007 420,250 1,502,847 88,634 


102,530 


7,654 


34,083 126,367 29,949 


127,788 — 54,717 — 


5,864 = 
41,061 230,318 7,654 34,083 181,084 29,949 
522,555 626,990 704,230 1,052,564 8,985,129 657,548 

1,901,572 4,121,743 1,730,983 2,322,792 21,579,194 } 185.929 


re| 1 Sik ae 


35,197 


1,749,000 — 2,880,000 


, 76,073 
12,880 


140,547 
20,782 


98,673 
49,018 


545,322 
93,914 


130,870 
13,812 


1,659,039 
37,569 


147,691 639,236 144,682 161,329 1,696,608 88,953 


50,000 


470,810 866,000 


85,045 


3,440,973 


36,983 


591,607 
67,821 


736,106 
24,410 


3,413,677 
1,162,807 


(25,099) 
265,616 


633,896 
211,192 


932,570 
91,284 


1,231,326 1,106,517 882,071 1,108,899 8,017,457 709,428 
522,555 626,990 704,230 1,052,564 8,985,129 657,548 
1,901,572 4,121,743 1,730,983 2,322,792 21,579,194 } 1,455,929 


1,162,506 3,331,351 1,133,430 1,468,576 13,966,918 743,491 
39,033 20,295- 24,492 30,492 562,365 17,903 
1,201,539 3,311,056 1,157,922 1,499,068 14,529,283 761,394 
802,946 2,410,351 924,687 1,234,416 10,921,045 2555997 
33,109 10,159 — — 161,807 — 
93,488 155,697 69,387 40,708 1,015,000 69,638 
86,065 226,305 49,211 95,941 941,710 82,170 
— 252,445 — — 524,755 — 
57,847 178,057 30,572 41,888 563,530 25,462 


1,073,455 3,233,014 1,073,857 1,412,953 14,127,847 732,807 
se 
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Pickering 


992 


$ 
508,766 
139,837 


368,929 


42,947 
45,000 


10,963 


98,910 


162,932 


630,771 


47,341 
5,845 


53,186 


70,660 


168,974 
175,019 


414,653 
162,932 


630,771 


503,544 
12,203 


$15,747 


435,593 


10,365 
26,708 


13,977 
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Municipal Electrical Utilities Financi: 


Plattsville Point Edward | Port Burwell 


* 


Municipality ac: 1) ethe a 4 3 an rsa Picton Plantagenet 


NumbernofiGustomers 2. Sea ted 1,999 346 396 
A. BALANCE SHEET 
FIXED ASSETS 
PlantiandtacihitresyaticoStasyar ss 2 eee ee 
Less accumulated depreciation ............ 


$ 
1,147,635 
456,785 


$ 
162,628 
81,627 


$ 
424,858 
199,730 


235,970 
F93955 


225,128 81,001 


690,850 


Neteixediassetson wan eek. = se ede 
CURRENT ASSETS" 
Cashion handrand mibank®. 22. = 242-542 
Investments—term deposits ............ 
—bOndSite Be ag ae: 
Accounts receivable (net) . . ee ert 
Others cae ee oh Me Cone emaeae, Slee. eae 


128,105 10,275 


102,500 — 


72,202 
50,000 


19,628 411 


iS 164 
250,397 10,686 
837 288 


19,920 
469 


11,172 
308 


ILOtalicurreritiassctsmaeme a. emer ee 142,591 
OTHER ASSETS 
InWVentOrieSs.. eee ee ice hoe ee Ae 
Sinking fund on debentures............... a 


MiscellaneousassetSa.. 2) 4...55 ee eae 1,538 


hotaliothemassetsmeasst ate ee a 67,890 2,626 
Equity in Ontario Hydro ............. wk 840,457 87,866 
Total assets ... 2.54: ..: fn. ot eee, Gre 1,741,788 273,743 


DEBT FROM BORROWINGS 
Debenturesutstandin ey eee eee ee 
Oihewlonestenmide bites. peje esas 


66,352 


837 288 
1,045,208 57,886 


1,521,570 149,861 


Totalilong-ternidebt2 = 3..." = a ee 
LIABILITIES 

Current liabilities eS oe ee oes 

Othermliabilities:. + ewes See eee 


Total liabilities....... Sn cae et. 110,138 
EQUITY 
Debtiredeemed rsa ie, TR ee 92,182 
Sinkins fundionidebenturessn oe Te 
Accumulated net income invested in 
plant or held as working funds .......... 651,243 
Contnibated capital, se8 288 25... Se RS 26,768 
Otherreserves|.. 9-5... Pee OR eae! bse eye Par = 


23,261 
39,382 


S7E537 6,680 
_ 1,008 


97,537 7,688 
17,000 39,127 
358,391 37,324 
3,434 7,836 


Total utility equity........... a 770,193 99,734 378,825 84,287 
Reserve for equity in Ontario Hydro ... 840,457 87,866 1,045,208 57,886 


Total debt, liabilities and equity......... 1,741,788 273,743 1,521,570 149,861 


B. OPERATING STATEMENT 

REVENUE 
Sale of electrical energy ’ ' 935,761 199,258 42,729 1,019,912 107,828 
Miscellaneous eee 34,839 8,854 706 19,532 3,960 


Total revenue : 208,112 43,435 1,039,444 111,788 


EXPENSE 
Power purchased 732,261 166,731 928,561 67,112 
Local generation 7 = ate = 
Operation and maintenance 48,229 7,289 14,022 11,490 
Administration 87,964 12,769 61,071 21,613 
Financial 4,306 9,269 — — 
Depreciation 34,161 7,057 14,392 5,282 
Others o. —— — 


Total expense 906,921 203,115 41,936 1,018,046 105,497 
Net Income (net expense) o te eS 21,398 6,291 


*See Page 95 
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Statements for the Year Ended December 31, 1978 


Port Colborne} Port Dover Port Hope | Port McNicoll] Port Perry Port Rowan | Port Stanley 


6,171 1,724 3,663 879 1,520 418 1,206 
$ $ $ $ $ $ 

3,212,104 1,126,542 2,117,903 2,783,670 240,359 1,022,098 192,371 370,709 
1,059,739 262,374 330,435 837,807 83,951 253,322 54,787 186,582 
2,152,365 864,168 1,787,468 1,945,863 156,408 768,776 137,584 184,127 
1,100 39,027 174,958 492,788 50,161 35,275 14,263 155229 
250,000 200,000 — — — 140,000 20,000 — 
10,000 — — — 16,000 — — — 
53,781 37,127, 48,683 1,974 26,455 28,446 4,718 20,002 
314,881 276,154 494,762 35,231 
85,946 2513 79,834 629 
25,526 3,503 1,150 77,994 423 


. 111,472 6,016 5,862 157,828 291 891 — 1,052 

1,925,145 420,892 521,332 1,787,565 209,479 388,318 83,210 319,111 

4,503,863 1,567,230 2,538,303 4,386,018 459,435 1,361,706 259,775 $39,521 
SSS SE eS 


287,809 237,000 154,824 138,771 34,000 
— — 29,604 — — 


287,809 184,428 — 138,771 — 34,000 
235,564 199,966 295,805 81,405 13,754 22,412 
142,287 139,102 170,098 29,997 — 3,280 
377,851 102,833 339,068 465,903 66,203 111,402 13,754 25,692 
503,825 151,528 142,567 244,000 9,804 76,903 17,890 29,950 
1,360,556 362,144 650,678 1,404,061 166,528 398,413 115,745 126,062 
48,677 292,833 700,230 484,489 7,421 247,899 29,176 4,706 


1,913,058 806,505 1,493,475 2. 132,550 183,753 723,215 162,811 160,718 
1,925,145 420,892 521,332 1,787,565 209,479 388,318 83,210 319,111 


4,503,863 1,567,230 2,538,303 4,386,018 459,435 1,361,706 259,775 539,521 


2,805,070 629,403 1,652,120 3,176,878 324,668 740,097 99,908 321,016 
55,050 26,094 ie 1,106 725. 31,745 3,706 9,643 
2,860,120 685.497 | 1,652,043 3,177,984 317,443 771,842 103,614 330,659 
2,088,698 1,303,434 2,571,389 619,710 78,136 243,002 
151,310 52,006 130,915 27,759 3,969 26,975 
325,281 87,863 210,215 47,280 6,255 37,341 
49,785 52,538 = 25,597 5,060 
86,845 75,422 26,616 12,440 
2,701,919 324,818 
158,201 5,841 
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Municipality (anss se ecg eae 
Number of; Customers: 0... yu ee eee 


A. BALANCE SHEET 

FIXED ASSETS 
Plantanditacilitiestaticost air) ee: 
Less accumulated depreciation ............ 


INetfixe drassetSatasc eo stwue: So eee 
CURRENT ASSETS 
@ashionshand anduni bank...) 0.51 5452-42. 
Investments—term deposits ............-.. 
—HONGS Ea ee 


MotalicurrentiassetSsece soos ee ee: 
OTHER ASSETS 
Inventories ee ee aay Toe Pitre 
Sinking fund on debentures . Nenana eps 
Miscellaneousiassetsn an 5 ae eee 


Motaliotherassetsiy. 2a... escent eee ete 
Equity imOntantorbly.di Ogre eer nse 


Totalbassetsw.. os sae cacccpicd i hoes Oe ee es 


DEBT FROM BORROWINGS 
DebenturesoutstanGingieer.. - weeneeeane 
Othemlong=tenmiGeD teehee. ee nee 


shotalilong=termide Dit: vane eee ep ores 
LIABILITIES 
Gurrentiia bilities see ee oe eee 
Orthermliabilitiesaeecs % 4. crs oe bees es 


Total liabilities >. . 5.1. 
EQUITY 

Debt redeemed ........ ea ae 
Sinking fund on debentures . Pirie ee ee 
Accumulated net income invested in 

plant or held as working funds .......... 
Contributed capital mac: ae nea ee 
OUNer reservesas ae DO te Seen ee ie, AES 


Total utility equity oe geo ree bat 
Reserve for equity in Ontario Hydro es 


Total debt, liabilities and equity.......... 


B. OPERATING STATEMENT 

REVENUE 
Saleiofielectricalienene Varese are tae 
MiscellaneOusic..95 saree e.asoee ine sakgnne: 


‘Totalirevenue og 24 yak ee eae 


EXPENSE 
Power-purchased 2) yee eaere eh isa eee rad 
Local generation SAORI ON epee ae 
Operation and maintenance 
Administration 
Financial . 
Depreciation Rr Cree Ke 5 oe 
Other. Ree = Ot tain ey 


Total expense 


Net Income (net expense) 


*See Pace 95 
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Municipal Electrical Utilities Financial 


Prescott Priceville Rees Queenston Rainy River 
2,023 483 


$ $ 

236,533 

109,836 

354,108 126,697 

99,736 23,830 

30,000 30,000 

48,758 1,124 

353 

178,494 55,307 

25,598 1,647 

25,598 1,647 

780,079 13, 927 100,412 

i a 

— 3,727 — 

105,225 aa ie Ns = 41,340 

28,682 — 

133,907 41,340 

23,981 26,087 

373,194 105,021 

27,118 11,203 

424,293 44,888 142,311 
780,079 75,290 100,412 ; 
Sees eet 
928,832 24,577 24, Hb 74, ae 241,493 | 
16,145 139- 2,993 4 

er | a |e 

21,076 $7,867 183,306 

830 3,455 14,263 

5,051 27,494 

575 — 

7,733 
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Red Rock 


160,766 
78,820 


81,946 


14,932 
10,000 


2,414 
382 


27,728 


139,779 


249,453 


18,434 
387 


18,821 


29,367 


52,418 
9,068 


90,853 
139,779 


249,453 


172,998 
181- 


172,817 


134,365 
13,581 
16,546 


5,510 


Renfrew 


3,235 


$ 
3,162,865 
1,030,687 


2,132,178 


41,375 
14,000 


41,473 


130,132 
92,654 


222,786 


902,737 


610,453 
45,216 


Richmond 


953 


541,942 
123,983 


417,959 


50,836 
40,000 


7,987 
175 


81,800 


56,649 
13,034 


69,683 


33,087 
31,688 


241,163 
93,388 


3,624,103 
818,437 


2,805,666 


17,398 


225,000 


248,826 


491,224 
108,641 
57,672 


166,313 
1,928,964 


388,524 
104,796 


493,320 


718,645 


1,724,947 
138,291 


125,819 
36,268 


622,551 
173,703 


448,848 
47,456 
30,000 


7,698 


85,154 


11,722 — 


55,980 


91,291 


373,477 61,230 
6,541 17,350 


1,558,406 399,326 2,581,883 471,309 91,324 
771,888 183,261 1,928,964 416,419 96,634 


3,066,580 734,070 


1,544,124 
38,103 


1,056,171 
84,973 
79,252 

104,933 
88,299 
82,881 


361,614 
14,155 
22,703 
11,764 
15,086 


3,902,102 
89,383 


3,210,422 


163,766 
246,957 

63,906 
108,745 


197,689 


97, 


5,392,167 962,708 207,102 


590,056 155,602 
6,340 2,646- 


430,361 


40,137 


12,287 — 
416,419 96,634 


ee ee 


Rockland 


1,350 


$ 


684,661 
188,380 


496,281 


31,509 


37,597 


88,393 


48,476 


321,868 


73,573 


443,917 
240,043 


807,353 


638,912 
12,324 


137 


173,944 
45,508 


128,436 


13,259 
10,000 


1,773 


25,032 


114,988 


268,456 


17,429 
14,273 


31,702 


22,143 


94,595 
5,028 


121,766 
114,988 


268,456 


168,099 
25- 


168,074 


129,577 


2,466 
17,894 
2,724 
5,705 


158,366 
9,708 
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Municipality 
Number of Customers 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities atcost......... 
Less accumulated depreciation .... 


Net fixed assets 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits . Se 
—bonds -.... 


Total current assets . 
OTHER ASSETS 


Total other assets 
Equity in Ontario Hydro 


Total assets .... 


DEBT FROM BORROWINGS 
Debentures outstanding.......... 
Otherlong=termvdebt fa 0... aa 

Total long-term debt . 

LIABILITIES 
Current liabilities ..... nee 
Otheriabilitiesien sewers eee ae 


Total liabilities . . 
EQUITY 
Debiredecmcd areas - 
Sinking fund on debentures 


Accumulated net income invested in 


plant or held as working funds .. 
Contributed capital 
Other reserves 


Total utility equity 


Reserve for equity in Ontario Hydro 


J 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy . 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financia 


Rosseau Russell 


486 176 327 


$ 
98,814 
18,070 


118,175 
63,324 


28,513,333 
6,751,111 


54,851 143,054 21,762,222 


13,741 
10,000 


5,814 


43,283 


2,507,546 
1,000,000 


Spy Sif 


8,684 


29,555 


a = 1,642 
133%223 40,167 87,769 


6,066,917 


581,065 


343,677 


924,742 
19,594,511 
217,629 138,380 284,432 48,348,392 


= 1,797,028 
5,019 


11,933 


2,461,595 
816,144 


SITIES 


1,341,768 


40,133 
41,128 


70,113 93,194 
133,223 40,167 


19,561,641 
2,775,705 


23,679,114 
| 19,594,511 


95,704 
87,769 


30,014,878 
711,611 


yee} | 248- 


120,720 


5,186 
13,418 


4,457 


143,781 44,931 174,406 


St. Catharines | St. Clair Beach 


747 


$ 
589,535 
126,256 


463,279 


39,987 


13,322 


53,309 


722 
158,890 


676,200 


26,458 


26,458 


29,366 
430 


29,796 


41,236 


108,307 
SUIS 


461,056 
158,890 


676,200 
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336 
$ 
126,930 1,093,070 4,892,179 1,647,323 10,697,572 
50,940 439,324 2,034,230 559,742 4,519,671 
75,990 2,857,949 1,087,581 6,177,901 
2,166 84,359 60,202 1,028,115 
31,000 125,000 200,000 — 
he 20,000 a == 
1,215 597,213 56,725 445,943 
— — — 35,131 
34,381 107,983 826,572 316,927 1,509,189 
276 56,806 196,078 32,687 403,926 
_ —_ 158 3,181 33,770 
276 56,806 196,236 35,868 437,696 6,662,626 
137,713 1,266,740 4,395,517 702,945 12,244,823 30,627,415 
248,360 2,085,275 8,276,274 2,143,321 20,369,609 
191,000 


— = 45,000 
1,787 69,630 
581 4,672 


429,159 
337,685 


Scarborough 


98,143 


$ 
80,255,765 
21,521,883 


58,733,882 


561,714 
12,206,393 


6,901,583 
2,615 


Schreiber Twp. 


738 


$ 
289,699 
135,685 


154,014 


43,306 
35,000 


10,764 
625 


77,000 


77,000 


232,212 
62,745 


294,957 


348,422 


191,000 


1,117,477 
85,295 


1,202,772 


LIZ S79 


19,672,305 


2,125,848 
4,248,399 
288,379 


14,022,848 
482,282 


14,505,130 


10,475,462 
2,485,096 


12,960,558 


10,819,679 
4,248,399 


2,100 
4,731 
222,958 


115,696,228 471,398 


45,029 
270 


2,368 74,302 766,844 
16,000 190,208 293,046 
92,081 472,881 2,757,548 

198 81,144 18,319 
108,279 744,233 , 
137,713 1,266,740 
248,360 2,085,275 8,276,274 
175,486 5,412,647 

4,041 85,973 

179,527 5,498,620 
148,075 720,428 4,404,917 

8,365 50,433 499,158 
10,063 71,565 313,805 

— 1,521 17,181 

4,019 36,263 142,490 


170,522 880,210 5,377,551 


594,098 
125,899 


’ 


3,068,913 1,068,419 
4,395,517 702,945 


2,143,321 


1,740,240 
23,004 


1,763,244 


1,646,571 


5,023,412 
195,023 


14,508,101 
213,970 


12,269,467 
1,004,576 
654,329 
67,975 
317,891 


33,406,724 
9,128,323 


> 


6,731,014 57,603,125 203,141 
12,244,823 30,627,415 222,958 


20,369,609 


71,998,737 
950,492 


58,388,019 


3,425,027 
2,630,069 
2,193,722 
2,249,214 


14,314,238 68,886,051 371,383 


115,696,228 471,398 


381,038 
Sls 


9,005 21,790 121,069 116,673 407,833 4,063,178 13,370 


139 


Seaforth 


568,976 
142,083 


426,893 


54,288 


4,677 


58,965 


47,081 
12,829 


59,910 


74,440 


334,246 
18,808 


427,494 
420,814 


908,218 


433,053 
12,465 


445,518 


317,845 


38,549 
46,095 


13,126 


415,615 


29,903 
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Municipalrtyqie 2 ees atc arsine cghaca de ca 
Number oh@ustomers 4: eee ne eee ae 


A. BALANCE SHEET 

FIXED ASSETS 
Plangandifacilitiescaticostey . et eames: 
Less accumulated depreciation ............ 


Netifixed assets: srw ealele.. tii, eee war: 
CURRENT ASSETS 
Cash on hand and in bank . 
Investments—term deposits .............. 
—bonds 
Accounts receivable (net) 
Other cs Le act 


Total current assets 
OTHER ASSETS 
Inventories ....... ; ee 
Sinking fund on debentures eer ee 
Miscellaneous assets 


Total other assets 
Equity in Ontario Hydro 


Total assets _. 


DEBT FROM BORROWINGS 
Debentures outstanding epee hes 
Othenlong-termidcbige a st eer 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities 
EQUITY 
Debt redeemed . : 
Sinking fund on debentures cee ee 
ecu naiated net income invested in 
plant or held as working funds . 
Contributed capital . ; 
Oiperresenvesmerrias iene meee ee 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy . 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation . 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financial 


Shelburne i Sioux Lookout} Smiths Falls 


1,116 : 1,103 4,053 


$ 
584,391 
229,182 


$ 
2,200,522 
780,458 


3,691,332 
1,010,820 


514,442 2,680,512 355,209 1,420,064 


3,877 


94,600 26,398 87,354 
— — 130,000 


43,020 


163,809 
3,560 


12,702 


261,969 


16,579 


260,374 


10,870 


a3) 059 
8,635 


60,103 
21,980 
1,434 14,624 


12,304 || eas 29 21,980 32,641 
291,430 jis || eas DS, 377,536 1,701,941 
| 834,755 | | 4897,993 | 814,828 3,415,020 


38,000 


32,641 


131,892 } 38,000 = 


109,338 q 71,898 162,871 
4,557 114,323 15,971 67,745 


113,895 185,243 87,869 230,616 


70,630 475,435 10,000 147,662 


161,499 1,669,615 267,276 1,308,946 
65,409 305,447 34,147 25,855 


297,538 2,450,497 311,423 1,482,463 
291,430 1,932,253 377,536 1,701,941 


834,755 4,897,99. 814,828 3,415,020 


615,106 3,510,448 620,759 2,130,241 
6,588 145,719 5,939- 47,697 


621,694 614,820 2,177,938 


472,390 2,724,829 453,972 1,714,787 


21,483 195,579 43,118 116,683 


41,036 336,976 64,353 150,481 
34,769 118,876 8,243 — 
22,089 101,158 Lens 70,765 


591,767 3,477,418 2,052,716 
29,927 178,749 27,421 | 125.222 | 


Southampton 


1,691 


$ 
1,132,150 
194,412 
937,738 


45,593 


47,290 


92,883 
33,794 


3,264 


37,058 
373,767 


1,441,446 
189,000 
50,804 
239,804 


93,323 
90,321 


183,644 


82,296 


499,807 
62,128 


644,231 
373,767 


1,441,446 


830,075 
1,469 


831,544 


608,238 


2); 384 


770,666 


60,878 


Statements A and B 


atements for the Year Ended December 31, 1978 


uth Grimsby} South River South West Springfield Stayner Stirling Stoney Creek 


Twp. Oxford 
516 475 361 203 1,096 688 2,211 
$ $ $ $ $ 
213,023 288,892 535,935 352,823 1,118,505 
68,495 106,681 104,183 130,723 479,316 
144,528 182,211 34,676 431,752 222,100 639,189 
31,357 11,571 15,763 1,986 48,331 61,995 
25,000 — — 50,000 — 50,000 
3,099 6,539 299 24,827 10,299 25,010 
— 485 _ = — = 
59,456 100,283 18,562 76,813 58,630 
— 63 471 — 
15,144 343 258 178 


15,144 8,292 406 4,734 471 258 1,193 
153972 74,788 475,970 65,546 254,414 205,566 625,749 
335,100 123,518 763,450 486,554 | 1,403,136 


ee ie 


13,000 21,000 


13,000 

24,272 

16,156 

40,428 26,272 49,968 97,763 

17,000 69,000 35,951 23,000 87,460 
108,944 85,459 ; 207,796 508,967 

39,756 7307 2,699 1,666 6,815 8,348 32,197 


165,700 161,826 103,212 49,715 380,068 239,144 648,624 
115,972 74,788 475,970 65,546 254,414 205,566 625,749 


33510 cas 7as0 | wossa | an 06 


179,899 217,802 545,310 66,985 433,139 324,617 1,020,723 
7,294 1,632 1,250 1,816 14,092 49,386 
187,193 219,434 | 530,697 434,955 338,709 1,070,109 


137,321 177,841 510,409 333,883 265,523 881,370 
8,763 6,320 8,279 30,474 12,164 47,125 
27,472 13,962 13,725 22,901 20,612 90,197 
2,386 7,742 5,822 -= 12,963 — 6,382 
6,155 8,594 7,495 2,712 13,863 12,433 41,187 


182,097 | 214459 | 545,730 414,084 310,732 1,066,261 


14] 


Stouffville 


1,944 


$ 
1,188,113 
192,644 


995,469 


102,536 
73,500 


10,623 


186,659 


21,071 


21,071 
516,054 


1,719,253 


4,000 


4,000 


106,385 
21,021 


127,406 


78,272 


523,549 
469,972 


1,071,793 
516,054 


1,719,253 


1,027,585 
35,175 


1,062,760 


878,273 


60,560 
73,410 

4,362 
28,437 


1,045,042 


17,718 
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Municipal Electrical Utilities Financis 


Miroicipality: ...ika one cen ey Aer tame Stratford Strathroy Sturgeon Falls Sudbury Sunderland 


NumberokGustomers) caters) ee ee 9,534 3,032 2,211 30,380 309 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantand facilitnesabcoster: (ae eore ee 9,163,031 1,831,033 1,193,929 25,570,634 104,918 
Less accumulated depreciation ............ 2,146,409 606,610 329,559 7,641,513 $2,552 

Net fixediassetg a erin ng i Rear ee 7,016,622 1,224,423 864,370 17,929,121 52,366 

CURRENT ASSETS 
Gashiomihand andlintbank . 0524.42 2 2,100 78,056 57,971 227,549 17,061 
Investments—term deposits 685,000 — — 180,000 12,000 

—bonds — —_— — — — 

Accounts receivable (net) . . é e 692,699 64,152 62,120 1,789,814 ESB I: 
Others sa ee Rett SL eee 8,690 — 2,202 21,445 — 
Total current assets 1,388,489 142,208 122,293 2,218,808 31,613 


OTHER ASSETS 
Inventories .. 
Sinking fund on debentures 
Miscellaneous assets 


5,453 


98,610 1,008 161,105 


Total other assets 512,779 6,461 5,303 1,115,014 — 
Equity in Ontario Hydro 5,029,728 1,014,797 486,137 8,351,348 98,991 
Total assets 13,947,618 2,387,889 Pe Cranley 29,614,291 182,970 


DEBT FROM BORROWINGS 
Debentures Outstandincr ase caer 883,500 113,000 68,350 7,887,907 — 
Other long-term debt Deeivewar Meat, epee — — a = — 


953,909 


414,169 


Total long-term debt A, ee Bh 8 883,500 113,000 68,350 7,887,907 — 
LIABILITIES 
Current liabilities - 683,975 134,528 156,141 1,943,453 12,322 
Other liabilities : 207,520 52,685 138,505 2,034,005 122 
Total liabilities 891,495 187,213 294,646 3,977,458 12,444 
EQUITY 
Debt redeemed 1,542,300 144,163 163,953 3,061,145 4,628 


Sinking fund on debentures eae — — — — = 
Accumulated net income invested in 

plant or held as working funds .. 4,706,463 746,539 461,557 4,492,315 62,988 
Contributed capital 894,132 182,177 3,460 1,844,118 3,919 
Other reserves 


Total utility equity 7,142,895 1,072,879 628,970 9,397,578 71,535 
Reserve for equity in Ontario Hydro 5,029,728 1,014,797 486,137 8,351,348 98,991 
Total debt, liabilities and equity 13,947, | 13,947,618 | | 13947618 | 2,387,889 | 1,478,103 29, | 29,614,291 | 291 182,970 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy 6,849,348 1,611,034 1,141,200 16,073,462 111,109 
Miscellaneous 130,935 23,014 $8,372 933,428 2.328 
EXPENSE 
Power purchased 5,369,115 1,231,384 928,462 12,662,807 103,086 
Local generation = = = == Fz 
Operation and maintenance 302,306 119,562 715313 1,209,531 1,855 
Administration 384,751 111,628 62,420 1,273,490 4,121 
Financial 174,333 18,824 20,561 1,208,760 =a 
Depreciation 234,665 47,160 35,132 784,955 3,584 
Other -- 32,525 — 


Total expense 6,465,170 1,528,558 1,121,888 17,172,068 112,646 © 
Net Income (net expense) 515,113 105,490 77,684 (165,178) 786 


Statements A and B 


statements for the Year Ended December 31, 1978 


Sundridge 


421 


$ 
196,305 
50,021 


146,284 


16,176 
5,000 


2,573 


23,749 


3,760 


21,633 
2,024 


23,657 


24,207 


85,186 
40,762 


150,155 
90,284 


264,096 


202,244 
1,030- 


201,214 


176,835 


3,781 
8,398 

4 
5,475 


194,493 


6,721 


Page 95 


Sutton Tecumseh Teeswater Terrace Bay Thamesford 
Twp. 
1,105 1,840 485 649 542 


$ $ $ $ 
637,373 151,818 1,009,113 185,270 489,561 
146,911 39,672 357,736 55,331 170,884 


490,462 112,146 651,377 129,933 318,677 
35,851 35,093 58,330 25,538 5,376 
56,300 17,500 55,000 — 50,000 

— 6,000 — 15,500 — 
27,765 2,728 53,881 5,847 6,984 
2,000 1,382 403 


167,211 62,763 


66,282 


121,916 62,703 
2,487 2,514 
2,917 577 68, ae 
326,338 124,318 ae 618 182, 741 267, 533 
941,633 299,744 | 1340,002 | 359,559 648,973 


[_toooon [399559 


— 30,200 
59,089 
30,200 
102,294 23,872 
4,522 5,419 


106,816 29791 


14,593 


112,761 21,506 14,593 


35,630 


14,264 


78,000 


50,800 


21,296 


191,974 
215,841 


134,898 
4,758 


371,753 
327,815 


91,910 
34,321 


443,445 153,920 750,368 147,527 366,847 
326,338 124,318 452,618 182,741 267,533 


536,546 177,279 820,487 239,736 428,253 79,090 
S393 461 35,413 5,110- IEPA 1,398 


$46,339 177,740 234,626 435,530 


430,907 156,663 | 205,257 342,983 


190,176 
98,671 


13,215 4,703 2,764 20,157 
51,091 3539) 10,018 29,052 


10,542 a a ex 
15,594 4,366 5,558 14,507 


$21,349 | 169,124 | 802,204 223,601 406,699 73,977 
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Thamesville 


460 


$ 
219,639 
125,969 


93,670 


25,413 
27,602 
10,000 

PEM) 


65,972 


17,567 
2,240 


19,807 


18,881 


117,090 
4,313 


140,284 
188,333 


348,424 


191,038 
7,672 


198,710 


149,375 


11,614 
19,192 


7,062 


187,243 


11,467 
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Municipal Electrical Utilities Financi 


Municipality Thedford Thessalon Thornbury Thorndale Thornton 


NumberoiGustomerste nw ac eee eee 679 750 163 183 


A. BALANCE SHEET 


FIXED ASSETS $ $ 
PlantangitacilittessaticOSthes.2. ae eee 520,938 61,035 
Less accumulated depreciation ............ 105,256 24,845 

INeGiixedrassetSarc..: wees ieee ee 191,155 415,682 36,190 

CURRENT ASSETS 
Gashion*handrandtintbanke ...2) eee ee 23,402 36,079 21222 
Investments—term deposits ............... _— aes ae 

=DONUSIS c) sie eee —_ wes — 

Accounts receivable (net)ixn 25044. sane ee 10,437 25,233 1,729 
Other cx tea en tO ee ae 3,091 = = 
Motalicunrentasse (Samer ie ee 22,951 

OTHER ASSETS 
ED VENTOLIES cae 2 at ee ee = 


Sinking fund on debentures ............... 
Miscellaneousiassetsn ees eee ee 


Motalothemassctsee. yu. e ee ee 2,886 25,664 as = 
EquitymiOnrariontydror eee aes 131,372 166,337 62,428 39,907 
‘TLotaliassetsitees oes Adc os ca ee 


DEBT FROM BORROWINGS 
Debentunesioutstanding iss) e cst yo ee 
©thenlong-termidebt=... .). 2... 8.5 


lovalilong=ternmideDtrenes 6 a eee ane 
LIABILITIES 


Current liabilities May ere cee erie 7,838 
Other liabilities _. ; Re 92 
Total liabilities . 21,470 7,930 
EQUITY 

Debt redeemed aM ear ae 16,500 61,587 7,200 
Sinking fund on debentures........ - — = 

Accumulated net income invested in 
plant or held as working funds . 81,680 117,935 222,032 31,065 Se2U 
48,202 1,719 6,800 


Contributed capital Nigra) One ee ya 3,848 
Other reserves .. 


Total utility equity bate 102,028 179,522 359,948 35,870 51,211 
Reserve for equity in Ontario Hydro 114,599 131,372 166,337 62,428 39,907 


B. OPERATING STATEMENT 


REVENUE 
Sale of electrical energy : 147,975 324,004 357.192 63,046 76,919 
Miscellaneous 5,106- 2,494 3,247- 1,145 537- 
Total revenue : 326,498 353,945 | 6hst | 76,382 
EXPENSE 


Power purchased 51,755 66,441 
Local generation — — 
Operation and maintenance 3,617 414 
Administration 5,809 1,580 
Financial — 
Depreciation 9,020 2,200 
Other — — — 


Net Income (net expense) ; 8,816 1,792 18,811 eae Seiaoes | 5,747 


Statements A and B 


tatements for the Year Ended December 31, 1978 


Thorold 


2,766 


$ 
1,270,112 
473,892 
796,220 


27,826 
70,000 


25,353 


123,179 


48,676 


48,676 
1,650,261 


2,618,336 


92,068 
94,092 


186,160 


126,778 


625,348 
29,789 


781,915 
1,650,261 


2,618,336 


1,266,304 
22,630 


1,288,934 


903,633 


135,503 


Toronto Tottenham Trenton 


Thunder Bay Tillsonburg 


39,813 3,966 195,804 951 5,641 


$ 
188,121,066 
72,534,584 


$ 
356,695 
83,922 


$ 
4,114,709 
1,311,596 


$ 
30,101,756 
9,374,236 


$ 
2,989,876 
742,811 


965,618 
277,125 


20,727,520 688,493 2,247,065 115,586,482 272,773 2,803,113 


1,430,358 18,437 50,626 292,589 29,662 340,770 
— 60,000 13,200,000 42,000 — 

— + 37,435 — — 

52,310 124,187 16,933,527 28,559 246,027 

_— — 13,293 — 


6,192,557 70,747 586,797 


234,813 30,536,844 


3,612,356 143,038 
— 7,487,049 a 
62,183 171 33,989 10,590,401 1,921 


1,076,343 1,238 155,960 21,689,806 3,204 144,959 
i 27,196,046 578,607 1,232,338 170,860,817 1535155 2,923,194 
55,192,466 1,339,085 3,870,176 338,673,949 $29,353 6,458,063 


7,487,050 79,500 162,000 


1,014,160 1,067 121,971 


551,550 
236,055 


3,552,331 787,605 7,487,050 


15,309,061 
7,551,968 


2,284,487 
198,562 


298,961 
35,769 


2,483,049 128,735 334,730 22,861,029 59,134 593,545 


37,477,045 
7,165,117 


50,911 


392,154 


3,017,943 


104,986 


263,026 


SYA TANS) 86,448,528 123,364 
319,762 6,374,363 63,289 669,006 


21,961,040 624,743 1,515,503 137,465,053 237,564 2,779,324 
27,196,046 578,607 1,232,338 170,860,817 153,155 2,923,194 


$5,192,466 1,339,085 3,870,176 338,673,949 $29,353 


24,067,456 866,047 2,404,072 174,469,828 398,834 4,347,255 
1,135,020 O37 85,031 7,182,009 2,293 78,212 


14,647,313 1,718,164 


4,295,784 


434,911 
84,846 


299,536 


2,040,649 3,761,333 


19,054,598 142,454,572 


706,195 


104,390 


19,411,194 


1,302,949 44,511 145,879 17,295 

1,836,528 55,597 131,593 10,256,129 26,175 175,942 
594,943 7,970 96,159 284,323 16,227 47,054 
824,837 21,529 73,085 8,078 112,462 


23,613,855 835,802 2,487,365 178,405,591 367,311 4,201,181 
1,588,621 39,382 1,738 33,816 224,286 


145 


344,330 
124,021 


220,309 
3,989 
64,000 


2513 


70,562 


269,271 


$60,142 


30,868 
1,221 


32,089 


19,000 


228,434 
11,348 


258,782 
269,271 


560,142 


386,135 
14,483 


400,618 


325,036 


11,298 
20,253 


11,283 


367,870 


32,748 
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Municipality 
Number of Customers 


A. BALANCE SHEET 

FIXED ASSETS 
Plantandifacilities ai cost am ta. ane 
Less accumulated depreciation ........... 


Net fixed assets .. 
CURRENT ASSETS 
Cash on hand and in bank 
Investments—term deposits 
—bonds 
Accounts receivable (net) 


Total current assets ..... 5 Risk By create. 
OTHER ASSETS 


Miscellaneous assets 


Total other assets Tce key 
Equity in Ontario Hydro 


Total assets .. 


DEBT FROM BORROWINGS 
Debenturesioutstanding 3.55.20". 
Other long-termide Diy 7 a.e ee 


Total long-term debt 
LIABILITIES 
Current liabilities 
Other liabilities 


Total liabilities 
EQUITY 
Debt redeemed 
Sinking fund on debentures 
Accumulated net income invested in 
plant or held as working funds 
Contributed capital 
Other reserves 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased . 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) _. 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financi 


Uxbridge Vankleek Hill | Vaughan Twp. Victoria 
Harbour 
1,187 734 9,371 619 


$ $ $ $ 
668,119 381,136 9,619,736 174,488 
253,750 123,890 2,405,977 69,399 


414,369 257,246 P2155 159 105,089 


8,314 


132,808 10,075 


12,950 


23,025 
819 
144,038 — 


127 — 446,776 819 
434,773 127,856 2,909,639 112,127 


988,166 400,300 11,199,475 


461,814 
34,679 


6,884 


629,301 


302,738 


3,133,000 


12,800 


1,197,820 
583,572 


S951, 
17,894 


77,451 66,452 1,781,392 


1,483,767 


77,269 


44,314 


371,790 
14,083 


99,888 
61,790 


(269,839) 
2,161,516 


463,142 205,992 3,375,444 
434,773 127,856 2,909,639 


638,880 325,236 9,207,172 229,943 
23,801 2,918 227,220 2,764 


538,674 269,614 7,921,746 


9,770 189,574 


33,645 

49,285 23,803 407,649 
4,741 281 588,897 

19,236 12,095 264,350 


645,581 315,563 9,372,216 
17,100 62,176 12,473 


Walkerton 


1,846 


$ 
955,604 
314,009 
641,595 


59,293 
110,000 


53,960 


ZO 213 
35,642 


1,860 


37,502 
743,805 


1,642,115 


47,000 


47,000 


105,746 
32,138 


137,884 


69,749 


613,169 
30,508 


713,426 
743,805 


1,642,115 


1,212,402 
18,637 


1,231,039 


1,018,461 


Statements A and B 


fatements for the Year Ended December 31, 1978 


Wallaceburg Wardsville Warkworth 


Waterloo North 
(R) 
20,928 


Wasaga Beach} Waterdown Waterford 


4,262 188 298 5,161 781 1,067 


$ $ $ $ $ $ $ 
8,135,127 63,798 149,480 1,989,120 451,871 542,662 19,464,603 
1,186,688 31,995 57,585 749,913 138,431 132,801 5,092,755 
1,948,439 31,803 91,895 1,239,207 409,861 14,371,848 
125,484 3,901 21,671 23,222 250 487,580 
365,000 — 200,000 100,000 655,000 
69,714 2,165 355719 12,439 1,306,722 
2,774 — 5,233 — 24,700 
562,972 112,689 2,474,002 
159,418 -- — 1,725 584,670 

14,282 642 


— — 165 
.173,700 — — 18,640 7ST 1,890 600,711 
25129, 257 48,750 71,001 763,230 252,960 320,712 6,805,691 


5,414,368 85,479 186,732 2,285,251 | ssitgo | 845.52 24,252,252 
1,000 


1,207,000 
3,241,797 


359,095 147,000 28,000 
— 720,735 _— 


359,095 _— 


867,735 4,448,797 


309,229 0 8,440 
21,078 963 683 


118,210 
123,723 


1,876,362 
551,263 


330,307 9,123 241,933 56,734 111,986 2,427,625 
111,170 14,773 170,419 37,632 41,123 2,227,882 
1,635,484 72,576 151,434 192,145 312,474 6,264,233 
249,055 1,068 19,259 90,500 83,719 57,857 2,078,024 


’ 
5) 


1,995,709 35,716 106,608 412,353 313,496 411,454 10,570,139 
2,729,257 48,750 71,001 763,230 252,960 3205712 6,805,691 


5,414,368 85,479 186,732 2,285,251 | 651,190 | | 845,152 24,252,252 


3,973,025 65,634 122,318 1,708,713 404,774 453,486 15,370,374 
74,921 899 4,475- 36,472- 4,152 1,609 502,296 
4,047,946 66,533 117,843 1,672,241 408,926 455,095 15,872,670 


3,281,123 1,161,767 329,472 317,585 13,178,949 
148,199 115,966 13,185 50,648 689,825 
254,208 151,421 24,292 40,800 955,540 

43,878 101,734 4,830 1,059 563,515 
84,540 14,883 13,761 515,938 
— — oa 6,120 

3,811,948 4 423,853 15,909,887 

235,998 57,636 | 2264 | 31,242 (37,217) 


-estructured 


147 


Watford 


673 


$ 
230,218 
106,591 


123,627 


16,335 
20,000 


24,545 


60,880 


94] 
288,464 


473,912 


23,831 
3,310 


27,141 


9,056 


133,125 
16,126 


158,307 
288,464 


473,912 


290,782 
5,318 


296,100 


226,465 


14,919 
36,706 


7,019 


285,109 


10,991 
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Municipality sino = oeea cee stra aoe terre ote 
NumberofiGustonierss eee ee ee 


A. BALANCE SHEET 

FIXED ASSETS 
Plantiand:facitrtresaUcost: tn eee 
Less accumulated depreciation ............ 


Nettixedtassetsa te tasty teen eee 
CURRENT ASSETS 
Cashiomhand andimbank=.... 4.04.) 2s 
Investments—termr deposits -...2.......... 
DONS a susn Sheen ies eee: 


Motalicurrentsassets -29 ee a on 
OTHER ASSETS 
INVENTOTIES ae eee ee 
Sinkingdfund:enidebentures=2 2). 
Miscellaneous assets ............ 


DEBT FROM BORROWINGS 
Debentures outstanding ..... Ce eyo 
Other long-termdebt .......... i, Rete hee 


Total long-term debt............ 
LIABILITIES 
Current liabilities . 
Other liabilities . . 


Total liabilities 
EQUITY 
Debt redeemed 
Sinking fund on debentures 
Accumulated net income invested in 
plant or held as working funds 
Contributed capital 
Other reserves . 


Total utility equity 
Reserve for equity in Ontario Hydro 


Total debt, liabilities and equity 


B. OPERATING STATEMENT 
REVENUE 
Sale of electrical energy 
Miscellaneous 


Total revenue 


EXPENSE 
Power purchased 
Local generation 
Operation and maintenance 
Administration 
Financial 
Depreciation 
Other 


Total expense 


Net Income (net expense) 


Municipal Electrical Utilities 


Municipal Electrical Utilities Financ 


Waubaushene | Webbwood Welland Wellington 


475 


183 14,702 581 


$ $ $ 
142,226 103,343 10,433,795 
25,010 30,396 3,295,505 


$ 
186,831 
83,665 


117,216 72,947 7,138,290 


38,383 


399,913 
900,000 
181,718 
4,804 


13,702 


1,486,435 


228,357 


1,048,088 


666,746 
50,497 


717,243 21,381 


1,853,140 16,816 


139,842 41,616 3,935,012 91,627 


26 1,768 1,345,961 11,244 
143,110 71,765 7,134,113 
81,148 31,884 5,545,626 


119,687 
; 156,497 
120,093 14,445,070 | 306,565 | 


143,305 87,761 7,798,667 202,463 
5,015- 485 347,336 6,118 


88,246 8,146,003 208,581 


104,242 ; 6,402,935 166,461 
2,812 461,536 8,314 
507,330 13,465 

218,901 2,016 


> 


271,397 6,261 
2,479 


West Lorne 


543 


$ 
239,189 
120,416 


118,773 


22,018 
15,000 


4,853 


41,871 


3,272 


3,272 
264,088 


428,004 


22,545 
864 


23,409 


8,000 


110,937 
21,570 


140,507 
264,088 | 


428,004 


276,966 
8,771 | 


285,737 : 


238,077 


— 
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Statements for the Year Ended December 31, 1978 


Westport 


370 


$ 
130,878 
29,209 


101,669 


2,311 


11,280 


“13,591 


96,906 


212,166 


98,546 
564 


114,110 
96,906 


212,166 


165,844 
878 


166,722 


129,466 
4,821 
9,740 

659 
3,646 


Wheatley Whitby Wiarton Williamsburg Winchester Windermere 


147 799 150 


$ 
43,202 
23,186 


$ 
354,186 
123,507 


$ 
69,394 
21,296 


8,761,751 
1,715,270 


208,234 7,046,481 20,016 230,679 48,098 


29,001 


9,632 10,301 


106,848 


96,274 


5,000 
890 


629,036 


1,938 
1,000 


4,542 


155522 


33,543 735,884 
1,863 230,988 
S 60,932 iw 
ee eee 
207,430 2,990,376 40,059 


451,070 11,064,661 838,631 96,699 673,807 101,396 


a 51,000 


1,073,882 
743,820 


1,817,702 


24,209 
1125, 


562,752 
301,500 


70,639 
78,860 


25,334 864,252 149,499 


11,238 


52,000 


1,178,460 


46,400 


44,077 
1,862 


156,821 
9,485 


’ 
’ 


218,306 53392351 B22.213 20,600 266,781 STL 
207,430 2,990,376 315,859 61,161 337,490 40,059 


451,070 11,064,661 838,631 673,807 101,396 


273,174 6,518,131 485,248 55,499 629,936 45,799 
2,182 4,480- 8,635- 50 186- 36 


1,790,885 263,668 233,619 
2,422,986 12,205 4,000 


’ 
, 


217,581 357,866 


5,109,219 


215 12 33,726 


15,079 
16,457 396,726 32,683 
— 298,069 9,478 — 
9,692 210,342 11,878 11,245 2239 


258,809 6,229,468 p 445.631 $5,303 601,293 42,923 
= a 
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Windsor 


66,588 


$ 
43,728,538 
15,601,515 
28,127,023 
273,540 
2,550,000 
1,196,900 
2,246,690 
33,973 
6,321,053 
1,132,530 
10,834 


1,143,364 
32,622,649 


68,214,089 
599,100 


599,100 


4,757,013 
170,950 


4,927,963 


5,377,940 


23,43 1,406 
1,255,031 


30,064,377 
32,622,649 


68,214,089 


43,868,543 
910,114 


44,778,657 


37,644,164 


2,312,942 


43,159,771 


1,618,886 
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Municipal Electrical Utilities Financial 


Municipality .....- Lb  eaengs. Wingham Woodbridge Woodstock Woodville Wyoming 
Number of Customers ..... re REE, 32 960 9,811 619 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Plant andifacilities at costa... eee 874,342 405,899 6,269,484 220,900 
Less accumulated depreciation ......... 321,260 201,423 2,187,812 93,158 
Net fixed assets |. 553,082 204,476 4,081,672 127,742 
CURRENT ASSETS 
Cash on hand and in bank 62,919 97,625 806 25,303 
Investments—term deposits — 1,294,000 — 
—bonds . 21,709 — — 1,400 
Accounts receivable (net) 42,115 2,565 99,788 5,802 
Other <7 eae — — 
Total current assets . 126,743 1,394,594 32,505 
OTHER ASSETS 
Inventories be EY eked kegs Uren a 39,843 — 300, 156 599 


Sinking fund on debentures............... a 
Miscellaneous assets 


Total other assets Piva ss 39,843 _ 300,156 _ 599 
Equity in Ontario Hydro 631,119 468,935 4,934,692 65,636 130,099 


Total assets . — ns 1,350,787 773,001 10,711,114 174,594 290,945 
DEBT FROM BORROWINGS 
Debentures outstanding be eo es. 
Other long-termdebt ..... A Aap eens 
Total long-term debt Be (os — 
LIABILITIES 
Gunrentiliabilittest see.) oe eee 121,339 61,646 
Other liabilities Pe ey: 4,990 5,866 


566,594 20,318 

134,186 1,300 

Total liabilities 126,329 67,512 700,780 21,618 

EQUITY 

Debt redeemed 81,155 23,835 429,776 9,700 

Sinking fund on debentures = —— — = 
Accumulated net income invested in 

plant or held as working funds 441,369 154,336 4,219,569 113,453 

Contributed capital 70,815 | 58,983 426,297 16,075 


Other reserves 


Total utility equity 593,339 237,154 5,075,642 94,640 139,228 
Reserve for equity in Ontario Hydro 631,119 468,935 4,934,692 65,636 130,099 
Total debt, liabilities and equity 1,350,787 773,001 10,711,114 174,594 290,945 


B. OPERATING STATEMENT 


> 


REVENUE 
Sale of electrical energy 998,830 556,904 6,245,160 96,361 217,019 
Miscellaneous 2:31 7- 18,394 200,519 1,560- 3,325) 
EXPENSE 
Power purchased 880,126 487,454 5,331,611 179,380 
Local generation = a —= = 
Operation and maintenance 27,681 18,689 259,379 12,064 
Administration 50,901 38,363 236,602 7,600 
Financial — — 1,095 a 
Depreciation 20,177 17,435 183,848 6,740 
Other = —_ 


Net Income (net expense) 17,628 13,357 433,144 14,558 


Statements for the Year Ended December 31, 1978 


20,385,783 
6,963,209 


13,422,574 


213,488 


3,580,980 


401,027 


401,407 


802,434 
15,180,387 


32,986,375 


1,454,271 
2,136,599 


3,590,870 


790,979 


13,359,077 
65,062 


14,215,118 
15,180,387 


32,986,375 


19,275,581 
272,657 


19,548,238 


15,265,467 
1,048,032 
1,496,099 

9,798 
650,543 
113,156 


18,583,095 
965,143 


Statements A and B 


Zorra R Zurich Total 


861 362 2,046,952 


375,811 205,857 | 1,543,331,703 
146,500 55,356 432,643,656 


229,311 150,501 | 1,110,688,047 


75,638 12,978 33,166,382 
5,000 30,000 119,406, 147 


oe = 3,268,327 
18,743 7,938 99,534,132 
_ 2,327,864 

50,916 257,702,852 

2,022 36,557,237 


~— 25,333,578 
— 23,642,011 


3,408 2,022 85,532,826 

308,254 122,832 900,247,456 

640,354 326,271 | 2,354,171,181 
ee ae 


139,355,015 
27,925,663 


167,280,678 


49,105 29,478 


; ; 149,220,252 
2,601 11,854 


41,716,448 


41,332 190,936,700 


51,706 


15,789 


53592 


192,449,435 
25,011,646 


224,607 
39,998 


718,298,398 
159,345,223 
601,645 


280,394 162,107 | 1,095,706,347 
308,254 122,832 900,247,456 


640,354 326,271 | 2,354,171,181 


288,378 168,098 | 1,442,083,617 
6,475 4,545- 38,990,284 


294,853 163,553 | 1,481,073,901 


148,020 
8,495 


> 


128,070 | 1,187,276,067 
— 1,770,765 


8,370 78,641,572 
13,761 72,519,067 
— 24,289,741 
5,558 41,735,974 


1,444,542 


284,157 155,759 | 1,407,677,728 
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STATEMENT “C* 


Statement C records use of energy, revenue, number of customers, 
average use per customer, and average revenue per kilowatt-hour for 
each of the main classes of service for all the municipal electrical utili- 
ties supplied under cost contracts with Ontario Hydro. The number of 
customers shown is that at the end of the year under review, but the 
calculation of monthly energy use per customer is based on the average 
of the numbers served at the end of the year under review and the pre- 
ceding year. This is not applicable for restructured utilities. The revenue 
and use of energy for house heating and the use of flat-rate water heaters 
are included in the total shown, the flat-rate water-heater kilowatt-hours 
being estimated on the basis of 16.8 hours’ use per day. 


The average revenue per kilowatt-hour is the average paid by the custo- 
mer, that is the average revenue per kilowatt-hour received by the 
utility. Such a statistical average does not represent the utility’s actual 
revenue from delivering one kilowatt-hour. However, a comparison of 
this average over a number of years gives some indication of the trend 
of revenue in any one municipality, and the general trend may be seen 
in the table on page 94. 


The general service class includes data on both industrial and com- 
mercial customers. 


Information on monthly rates and comparative bills are published 
separately from this publication. Readers who require this information 
may obtain it by request to the Rates and Utilization Department of 
the Distribution and Marketing Branch, at the Ontario Hydro Head Of- 
fice, Toronto. 


154 


MUNICIPALITY 


Mississauga (R) ............. 
Etobicokepeee enon 


Kitchener Wilmot (R).... 
Oshawa she. vvescie cern 
Oakville. eetec s..ee: 
Brampton (R) .......eeccee. 

hundersBayeeec eee 


Cambridge N 
Duminiesi(R\eeeceeees 
Sudbtny)ctetaesessccre 
Waterloo North (R)...... 
Nepean Twp. uu... 
Brantfordtucccs sree 


Peterborough ...........00 
KBStOR cece crest coutontck 
North: Bayer cece an 
Niagara Falls... 
Gloucester Twp. ........0. 


Vaughan Twp... 
if Ts 1) eee Ce eee ee 


(R) Restructured 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT 
For the Year Ende 


RESIDENTIAL SERVICE 


TOTAL TOTAL 
SALES REVENUE 


Revenue Customers 


kWh 
7,196,118,706 
5,378,699,451 
4,264,430,353 
3 2895S 7, 
2,885,309,910 


$ 

174,469,828 
WU 2 775135 
107,383,702 
79,481,109 
71,998,737 


kWh 
1,273,283,811 

727,447,506 
1,318,851,924 
891,203,163 
921,321,260 


$ 
32,133,682 
21,298,758 
35,261,098 
22,881,536 
24,753,278 


195,804 
115,865 
138,746 
106,983 
98,143 


163,904 
104,800 
123,894 
94,116 
87,456 


2,819,830,596 66,946,252 70,199 644,069,744 18,070,036 64,237 


2,797,787,040 65,504,937 90,090 752,886,210 19,731,234 82,895 
1,854,570,928 43,868,543 66,588 475,262,887 13,404,905 59,184 
1,809, 129,447 44,644,522 83,093 619,871,626 18,098,072 75,758 
1,278,545,647 30,014,878 41,576 279,403,591 8,960,892 37,857 


1,276, 177,675 31,202,701 46,937 


373,487,665 9,897,159 41,613 


1,128, 168,938 26,336,373 33,902 346,023,311 9,123,904 30,491 
1,073,978,259 24,244,162 ACP 214,042,549 6,285,560 19,019 
1,019,006,336 27,560,950 35,521 318,250,342 10,290,830 31,548 

953,188,128 24,067,456 39,813 340,932,181 9,841,024 36,050 


805,625,691 20,840,275 31,837 317,498,497 


9,117,017 29,208 


791,061,103 19,275,581 34,722 249,747,897 6,602,480 30,666 
700,386,872 17,058,977 PAINS, 216,165,834 6,139,371 19,742 
698,777,019 17,271,842 24,815 187,289,853 4,996,695 22195 
660,738,480 14,508,101 17,543 147,453,040 3,996,997 15,665 


658,918,636 
621,925,060 
599,540,660 
598,850,579 
593,699,976 


16,491,285 
16,073,462 
15,370,374 
15,295,984 
14,445,815 


25,089 
30,380 
20,928 
21,166 
25,635 


209,842,881 
294,078,473 
183,672,085 
243,845,699 
191,037,209 


5,822,253 
7,611,963 
5,167,547 
6,802,949 
5,446,693 


565,032,517 
512,835,027 
426,552,954 
410,873,631 
396,661,908 


13,966,918 
12,459,437 
10,776,408 
11,130,554 
10,233,326 


21,706 
20,833 
18,084 
22,862 
18,045 


210,119,271 
156,577,099 
178,059,847 
144,018,891 
188,157,067 


5,987,344 
4,272,335 
5,053,762 
4,634,007 
5,229,103 


366,025,246 
344,905,846 
337,763,054 
321,180,902 
302,460,632 


9,207,172 
8,969,198 
8,267,045 
8,422,841 
7,798,667 


Sail 
12,447 
13,329 
13,481 
14,702 


90,279,220 
107,278,697 
112,083,125 
86,516,626 
83,567,655 


Zoo 
3,246,655 
3,023,209 
2,851,803 
2,567,552 


260,376,575 6,849,348 9,534 


83,867,284 2,486,196 


259,061,713 6,245,160 9,811 77,100,107 2,196,193 
250,123,858 6,518,131 10,236 102,308,059 2,973,409 
221,380,340 5,804,658 9,093 78,826,055 2,183,000 
216,015,069 5,412,647 10,277 69,725,886 2,106,756 


Statement C 


SALES, REVENUE AND CUSTOMERS 
Jecember 31, 1978 


GENERAL SERVICE GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) 
Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh 


kWh $ kWh $ 
4,346,438,029 | 107,675,086 | 31,877 | 11,425 1,509,473,265 | 33,262,322 
1,297,042,887 30,880,652 | 11,051 1799 3,325,914,498 } 58,416,294 
2,811,366,556 | 69,257,760 | 14,850 | 15,924 90,598,593 1,782,221 
2,052,096,374 | 48,931,348 | 12,858 | 13,405 314,524,800 6,910,278 
1,659,105,130 | 41,370,550 | 10,680 | 13,315 272,076,000 5,133,194 


1,527,323,890 


36,598,966 5,954 | 21,377 623,962,722 | 11,677,973 


1,844,828,550 | 41,691,156 TAOZS 216677 169,910,400 3,506,156 
854,974,961 20,291,557 7,398 9,675 499,700,800 9,613,235 
1,063,747,181 23,879,136 7,333) 125256 103,212,240 2,184,181 

358,690,403 8,621,674 S113 8,171 625,488,973 | 12,099,806 


640,665,810 15,856,477 5,320 | 13,381 245,628,000 5,082,913 
361,345,858 8,325,442 3,407 8,901 410,890,769 8,664,629 
313,689,566 UeiS.13 2,954 9,023 539,240,904 | 10,019,092 
659,279,882 16,461,972 397204) 13,5832 29°915,792 523,318 
568,702,667 13,210,438 357624) 125675 29,856,000 709,845 


479,173,994 
427,035,286 
368,277,792 
440,184,246 
203,841,890 


11,524,795 
10,422,001 

8,508,361 
10,800,853 
5,029,280 


2,629 
4,053 
1,975 
2,619 
1,874 


15,690 

8,746 
15,934 
14,136 
9,084 


106,504,800 
108,149,966 

64,590,360 
302,492,310 


2,067,351 
2,236,760 
1,316,598 
5,335,638 


441,247,915 10,489,863 3,222 


319,902,827 8,269,086 3,231 — 
352,672,255 8,797,605 3,516 55,452,000 E22ES 13 
351,466,800 8,409,056 2,334 — 
364,093,567 8,247,273 2,289 30,45 1,200 572,051 


280,275,451 6,543,029 Pei 67,946,475 1,289,693 
320,966,128 7,411,837 3,572 29,821,600 651,502 
245,494,667 5,653,475 2,326 — 

259,484,100 6,319,865 DESH le) — 

170,477,801 4,280,336 1,642 34,123,200 629,866 
273,447,426 6,598,003 1,917 

235,499,549 5,673,906 1,726 

220,803,009 5,136,178 2,208 

229,709,236 5,457,076 1,699 

163,636,697 3,828,326 1,682 50,064,000 1,288,847 
172,703,011 4,273,174 1,095 — 

178,192,046 3,967,292 1,103 — 

125,031,559 2,975,998 1,018 18,848,000 478,363 
139,122,765 3,541,143 1,133 

143,554,983 3,245,283 1,064 
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STREET LIGHTING 


Sales 


kWh 
66,923,601 
28,294,560 
43,613,280 
31,326,840 
32,807,520 


24,474,240 
30,161,880 
24,632,280 
22,298,400 
14,962,680 


16,396,200 
9,909,000 
7,005,240 

11,560,320 

13,697,280 


8,953,200 
7,773,120 
7,793,280 
6,712,560 
6,951,240 


7,827,840 
7,943,760 
7,744,320 
3,538,080 
8,118,000 


6,691,320 
5,470,200 
2,998,440 
7,370,640 
3,903,840 


2,298,600 
2,127,600 
4,876,920 
4,955,040 
5,192,280 


3,806,280 
3,769,560 
3,936,240 
3,431,520 
2,734,200 


Revenue 


$ 
1,398,738 
681,431 
1,082,623 
757,947 
741,715 


599 277 
576,391 
558,846 
483,133 
332,506 


366,152 
222,398 
165,737 
284,830 
306,149 


198,463 
183,749 
174,485 
157,696 
146,186 


179,169 
192,413 
183,709 

83,979 
179,798 


146,852 
123,763 
69,171 
176,682 
94,021 


54,018 
48,637 
107,658 
113,962 
113,942 


89,978 
81,675 
90,361 
80,515 
60,608 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Endec 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 
SALES REVENUE 


Sales Revenue Customers 


kWh $ 


kWh $ 


AClON Fieshccsvanse netics 49,465,617 1,307,210 21,439,840 611,810 
Ailsay G@rai gin s.ceees 6,087,930 157,818 3,179,650 83,224 
AJAX eres careless 128,447,723 3,201,785 39,564,440 1,107,406 
Alexandrian cs 36,644,054 950,621 15,986,200 444,057 
Altrede nn nce ees 9,934,760 261,407 6,120,870 161,644 
Allistoniin..nccemee nt 37,018,802 952,823 12,836,125 374,804 
Almonte perce es 24,514,013 693,801 14,318,895 426,819 
AVINStOne ne ee eens 3,895,710 111,355 1,839,320 56,404 
AMINES tDUn Se caeeeee 51,818,889 1,206,179 19,229,069 485,252 


Ancastens l Wpsemec te 20,990,655 649,385 13,989,795 467,262 


ApplesHillt emcees: 1,248,820 33,398 1,012,550 26,735 
ATKON Alc crpieite ee 2,524,120 66,505 1,838,780 48,202 
ATADTIOR N:.couae es ee 79,500,214 1,874,530 22,864,340 620,867 
Atthutos..nck cree 16,673,209 440,397 6,006,340 175,655 
Athensiesng eee 6,543,060 181,277 4,204,250 117,570 


Atikokan Twp............ 46,313,730 1,209,937 17,885,347 565,317 


AUIOM Assesses eet eee 77,341,854 1,872,758 33,997,620 857,035 
AULOTAl (RY) eee. 15,956,507 379,878 6,479,805 164,778 
AVONMONE scot ecevesesenes 1,242,150 40,690 910,100 | 29,750 
Aylmers t..0ee neers 47,362,848 1,178,085 22,312,965 560,503 
Bancroftty scenes ec 21,706,080 578,485 8,889,950 262,008 
Bariie 252. dc eee 344,905,846 8,969,198 107,278,697 3,246,655 
Barty’s: Bays...iccccecscis.-: 8,361,038 241,161 3,991,616 123,708 
Batra tiie fantteh aes 6,404,908 181,941 3,932,118 112,310 
Beachburg 54h 4,546,650 130,092 3,354,880 93,529 
Beamsvillensen srr 21,381,013 573,095 11,415,696 320,564 
Beaverton....2.cciacnens 17,690,862 474,474 9,277,500 262,361 
Becton 25.5 teat ee 8,220,693 249,401 4,665,350 144,614 
Belle: River..cccasw.aun 20,200,715 550,518 13,518,340 381,530 
Belleville... ttc Sot 337,763,054 8,267,045 112,083,125 3,023,209 
Belmont Accs .c nice ocies SETAE SY 240,882 3,498,873 90,744 
Blandford-Blenheim (R) 7,687,427 196,025 3,848,344 101,962 
Blenheim ::s..0 ate ee 26,347,935 707,210 10,317,480 288,159 
Bloomifield...2.25.2.s02:3. 5,306,138 142,036 2,750,110 73,195 
Blyth css... save te 8,759,309 222,317 3,994,163 103,216 
Bobcaygeon’ ...2. sc 14,136,418 447,478 8,368,650 273,679 
Bothwelll.ii.....0:eh acct. 6,195,171 170,576 3,755,136 98,831 
Bowmanville .............00.. 105,293,850 2,665,233 49,411,087 1,334,706 
Bracebridge .isicicunehows 30,878,206 870,555 15,319,900 454,764 
Bradfard ....c:atsntce 37,245,186 1.015,206 18,404,020 535,702 


(R) Restructured 


Statement C 157 


SALES, REVENUE AND CUSTOMERS 
Yecember 31, 1978 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh $ 
27,404,417 681,087 621,360 14,313 
2,779,400 71,703 128,880 2,891 
87,738,483 2,068,624 1,144,800 ESTES 
20,309,734 498,718 348,120 7,846 
3,691,490 97,082 122,400 2,681 
23,861,197 570,633 321,480 7,386 
9,810,278 257,876 384,840 9,106 
~ 1,931,110 52,187 125,280 2,764 
31,933,540 707,038 656,280 13,889 
6,532,140 171,277 468,720 10,846 
212,150 | 6,130 24,120 533 
599,660 16,467 85,680 1,836 
55,988,954 1,238,661 646,920 15,002 
10,404,069 258,815 262,800 92 
2,176,450 59,954 162,360 3,753 
27,740,063 629,574 688,320 15,046 
42,481,674 996,843 862,560 18,880 
9,301,022 D257 175,680 3,843 
279,850 9,678 52,200 1,262 
24,613,203 607,638 436,680 9,944 
12,494,650 309,373 321,480 7,104 
235,499,549 5,673,906 2,127,600 48,637 
4,176,102 113,213 193,320 4,240 
2,365,510 67,178 107,280 2,453 
1,107,170 34,659 84,600 1,904 
DO SZI57 242,788 437,760 9,743 
8,161,362 206,438 252,000 5,675 
3,340,063 99,783 215,280 5,004 
6,297,535 160,545 384,840 8,443 
220,803,009 5,136,178 4,876,920 107,658 
6,125,604 148,007 94,680 2,131 
3,129,323 S15 17 113,760 2,546 
15,600,615 409,405 429,840 9,646 
2,453,428 66,537 102,600 2,304 
4,584,786 115,091 180,360 4,010 
5,438,728 165,723 329,040 8,076 
2,243,115 67,382 196,920 4,363 
54,316,403 1,296,239 1,566,360 34,288 
14,966,106 401,999 592,200 13,792 
18,200,366 464,830 640,800 14.674 


158 


MUNICIPALITY 


Braeside srscccnensceerees 
Brampton (R)..........000+ 
Branton o-crccsccsreresesrese: 
Brantford Twp............. 


Brechin......... 


Brigden.......... 
Brighton. ....... 
Brockville..... 
Brussels......... 
Burford......... 


Burgessville .. 
Burk’s Falls. 


Caledonia..... 


Cambridge N 

Dumfnes (R).............. 
Campbellford...........:00 
Campbeliville testcase. 


Cannington... 


Capreol......... 
Cardinal ....... 


Carleton Place ............... 


Chalk River. 


Chapleau Twp. .............. 


Chatham....... 
Chatsworth... 


Shesleyficcsrcacrrcnccsmacerarss 


Coldwater... 
Collingwood 


(R) Restructured 


TOTAL 
SALES 


kWh 
13,656,350 
1,019,006,336 
593,699,976 
110,143,450 
2,078,010 


849,000 

22,417,542 
203,636,383 
7,621,150 
6,337,277 


550,535 
8,246,240 
805,625,691 
3,487,637 
42,672,769 


16,042,790 


658,918,636 
30,730,776 
2,831,886 

10,408,909 


22,567,368 


7,453,770 
39,491,176 
12,876,718 
6,970,530 


5,843,207 
22,770,399 
321,180,902 
3,043,720 
13,877,348 


17,964,804 
18,376,417 

4,375,708 
21,920,589 
6,979,747 


144,977,822 
46,044,803 
14,951,576 

6,903,110 

150,751,205 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT) 
For the Year Ende: 


RESIDENTIAL SERVICE 


Rev. 
TOTAL per 
REVENUE Sales Revenue Customers kWh 


$ kWh $ ¢ 
330,823 188 157395523 49,371 164 2.86 
27,560,950 35,521 318,250,342 10,290,830 31,548 32% 
14,445,815 25,635 191,037,209 5,446,693 23,345 2.8! 
2,871,202 3,343 41,164,167 1,145,389 2,874 2.7% 
53,641 121 939,800 23,891 88 2.5: 
20,074 228 520,010 11,226 2.11 
642,092 1,353 13,101,509 393,578 3.0 
5,033,412 7,810 68,329,253 | OUST) 2.8! 
194,759 450 4,097,200 104,902 I) 
178,655 466 3,977,195 110,658 2h 
14,901 410,775 10,698 2.6 
234,845 4,292,550 125,442 2.9 
20,840,275 317,498,497 9,117,017 2.8 
94,860 2,975,733 79,773 2.6 
1,129,838 17,131,150 $10,751 2.9 
484,345 9,120,050 295,728 32 
16,491,285 209,842,881 5,822,253 2.7 
646,727 14,422,510 310,602 2.1 
76,576 2,259,975 59,623 26 
291,171 7,187,000 201,153 2.8 
631,725 15,393,938 451,842 25 
198,549 5,012,430 139,222 2a 
1,103,937 21,160,645 643,260 3 
369,329 6,721,252 200,681 2.5 
208,054 3,760,000 112,952 3. 
BSUS 4,385,213 119,389 2a 
684,260 11,991,187 388,651 32 
8,422,841 86,516,626 2,851,803 3 
78,637 1,787,150 46,417 2. 
399,109 9,135,678 263,291 2.3 
455,920 7,083,610 187,596 2.( 
559,957 12,281,591 400,219 3. 
120,185 2,789,864 74,463 2. 
599,398 11,586,257 326,835 2.1 
181,930 4,639,634 115,497 2. 
3,349,439 32,230,767 902,139 2. 
1,293,050 16,304,859 544,919 BS 
406,226 8,809,050 247,633 2. 
193,276 4,445,800 120,286 2. 
3,581,949 43,123,800 | 1,202,844 Zi 


Statement C 159 


SALES, REVENUE AND CUSTOMERS 
JYecember 31, 1978 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Sales Revenue 


kWh $ kWh kWh $ 
11,876,867 280,533 41,239 = os 39,960 919 
659,279,882 | 16,461,972 13,832 29,915,792 523,318 11,560,320 | 284,830 
364,093,567 | 8,247,273 12,690 30,451,200 572,051 8,118,000 179,798 
46,213,243 1,144,194 8,501 22,363,200 572,663 402,840 8,956 
1,105,450 29,039 2,792 32,760 711 
310,630 8,491 1,991 18,360 357 
8,948,833 240,227 3,925 367,200 8,287 
110,759,314 | 2,483,568 10,098 529,026 2,075,040 45,065 
3,391,830 87,066 3,007 we 132,120 2,791 
2,235,162 65,038 2,093 124,920 2,959 
129,320 3,958 1,597 10,440 245 
3,835,250 106,669 3,851 118,440 2,734 
479,173,994 | 11,524,795 15,690 8,953,200 198,463 
426,584 13,070 1,975 85,320 2,017 
25,001,979 607,414 6,333 539,640 11,673 
6,477,780 178,552 3,272 444,960 10,065 
441,247,915 | 10,489,863 15,216 7,827,840 179,169 
15,766,826 326,173 4,778 541,440 9,952 
518,271 15,665 1,728 53,640 1,288 
3,047,309 86,044 2,702 174,600 3,974 
6,750,070 170,192 5,161 423,360 9,691 
2,231,100 55,031 2,619 210,240 4,296 
17,721,051 446,725 6,365 609,480 13,952 
6,018,306 165,439 4,776 137,160 3,209 
2,932,250 88,659 2,468 278,280 6,443 
1,341,354 35,141 3,194 116,640 2,585 
10,528,292 289,688 4,768 250,920 5,921 
229,709,236 5,457,076 11,313 4,955,040 113,962 
1,142,450 29,776 2,380 114,120 2,444 
4,433,150 128,725 2,658 308,520 7,093 
10,712,354 264,452 9,497 168,840 3,872 
5,607,026 148,698 3,768 487,800 11,040 
1,400,084 41,575 1,643 185,760 4,147 
9,864,892 261,975 3,737 469,440 10,588 
2,171,633 62,734 2,320 168,480 3,699 
111,828,695 | 2,427,401 14,958 918,360 } 19,899 
29,321,984 737,567 8,665 417,960 10,564 
5,816,006 150,936 4,896 326,520 7,657 
2,332,390 70,096 2,817 124,920 2,894 
106,595,645 2,356,726 12,476 1,031,760 22,379 


160 


MUNI 


Dashwood 


CIPALITY 


Decne Rivenmreersr cr: 


Delaware.. 


Dorchesteray tescc.ceccsece: 
Drayiontencse te eee: 
Dresdene. eee 


East Zorra Tavistock ... 
Epanwillenronnentccr 
Elmvalea.2 one 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICIT' 
For the Year Ende 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh 
3,851,489 
12,565,020 
5,778,370 
3,276,405 
7,581,910 


$ 
120,126 
337,528 
159,784 

95,653 
211,150 


kWh 
1,972,829 
9,437,030 
4,431,800 
2,230,299 
5,480,170 


$ 
63,645 
258,213 
120,678 
63,873 | 
153,184 


3,171,080 
47,697,822 

2,716,319 
25,639,989 
17,340,750 


86,686 
1,240,542 

71,449 
778,159 
446,602 


1,860,550 
23,533,465 

2,171,783 
10,688,230 
6,615,170 


50,090 
666,862 

56,003 
342,396 
193,336 


5,852,485 157,644 2,836,955 78,756 


5,810,998 168,557 2,660,280 78,416 
22,866,504 630,206 7,205,150 222,037 
768,334 DIRISo 575,541 NSSF) 
44,641,877 1,368,059 20,050,271 727,230 


2,330,170 
11,393,440 
106,430,172 
35,276,820 
16,636,684 


63,621 

312,051 
3,081,447 
1,049,125 
469,315 


990,350 

5,805,900 
52,925,579 
11,508,066 
8,179,510 


26,362 
161,360 
1,729,574 
427,317 
241,908 


4,650,395 
698,777,019 

15,168,500 
7,855,150 
9,379,970 


142,698 
17,271,842 

406,192 
199,508 
242,758 


Doi ONU 25) 
187,289,853 
7,791,450 
4,329,389 
4,518,050 


79,745 
4,996,695 
213,408 
109,529 
114,565 


1,642,120 47,798 1,228,450 35,008 


15,862,218 444,900 8,519,428 248,561 
1,768,405 43,582 1,380,575 32,636 
14,416,360 400,144 8,817,420 243,992 


3,987,368 108,657 2,789,135 75,626 


818,441 
17,006,910 
42,624,218 
34,014,018 

2,797,787,040 


26,596 
437,976 
1,124,595 
959,167 
65,504,937 


732,850 
8,509,800 
26,726,300 
18,641,931 
752,886,210 


24,113 
230,978 
719,841 
554,867 

19,731,234 


30,390,101 
16,293,150 
84,662,102 
2,810,598 
5,322,658 


858,020 
453,552 
2,016,853 
79,283 
144,303 


16,976,473 

9,199,800 
20,350,377 
1,432,001 
2,646,400 


487,572 
261,218 
590,463 
395791 
70,790 


Statement C 161 
ALES, REVENUE AND CUSTOMERS 
ecember 31, 1978 
GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 
Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers kWh Revenue 
kWh $ kWh $ ¢ kWh $ 
1,777,140 54,022 = 101,520 2,459 
2,778,070 71,740 349,920 7,575 
1,246,850 36,883 99,720 2,223 
984,546 30,429 61,560 1,351 
1,971,420 55,023 130,320 2,943 
1,250,050 35,183 60,480 1,413 
23,289,197 553,161 875,160 20,519 
486,216 14,128 58,320 1,318 
14,389,079 421,195 562,680 14,568 
10,513,900 248,565 211,680 4,701 
2,857,490 75,216 158,040 3,672 
3,035,518 87,489 115,200 2,652 
15,304,954 399,915 356,400 8,254 
182,713 5,333 10,080 229 
23,396,766 613,524 1,194,840 27,305 
1,289,060 36,114 50,760 1,145 
5,417,260 146,730 170,280 3,961 
51,208,513 1,299,615 2,296,080 52,258 
23,195,634 608,437 573,120 13,371 
8,182,494 221,156 274,680 6,251 
1,962,190 60,252 118,080 2,701 
440,184,246 | 10,800,853 1,316,598 6,712,560 157,696 
7,175,450 188,312 201,600 4,472 
3,336,041 85,956 189,720 4,023 
4,684,800 124,370 177,120 3,823 
365,790 11,635 47,880 1,155 
7,151,630 191,987 191,160 4,352 
372,350 10,612 15,480 334 
5,433,340 152,293 165,600 3,859 
1,123,353 31,384 74,880 1,647 
60,391 1,938 25,200 545 
8,251,950 201,483 245,160 5,515 
15,452,598 394,379 445,320 10,375 
14,815,527 391,255 556,560 13,045 
844,828,550 | 41,691,156 30,161,880 576,391 
12,792,628 355,679 621,000 14,769 
6,815,430 185,871 277,920 6,463 
63,708,725 1,412,730 603,000 13,660 
1,259,077 36,626 119,520 2,866 
2,577,618 71,280 98,640 2,233 
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MUNICIPAL UTILITY ELECTRICIT 
For the Year Ende 


RESIDENTIAL SERVICE 


Rev 

MUNICIPALITY TOTAL TOTAL per 
SALES REVENUE Revenue {Customers kWE 

kWh $ kWh $ ¢ 

Fonthill sue oteeas. 11,785,947 339,565 997 7,858,578 232,049 861 2.6 
Forestdc tinder cree: 21,978,193 587,282 1,163 12,277,474 328,560 967 2. 
Frankford .....scssssssscssssso 11,602,197 303,588 790 7,885,124 207,764 685 2. 
Georgetown ...cssssecscsseeee 120,586,699 3,172,263 5,794 53,715,928 1,462,437 5,230 pb) 
Glencoe... .2intu Rani 11,718,200 321,867 773 4,916,100 136,831 622 24 
Gloucester Twp. «ss... 396,661,908 10,233,326 18,045 188,157,067 5,229,103 16,402 29 
Goderich ......ssssssssssseseeee 82,339,830 2,042,606 3,133 28,540,895 787,377 2,702 25 
Grand Bend .............0..-: 8,670,380 251,842 894 4,544,950 139,260 744 3.¢ 
Grand Valley .....cccce..0000 6,968,830 185,829 501 4,775,650 126,748 429 2.6 
Granton.) ce, 1,910,010 57,511 133 1,234,100 34,783 114 2.8 
Gravenhurst......ccssesessssee: 31,592,033 832,301 1,928 16,012,694 441,247 1,603 a 
Grimsby ns. ek 37,773,262 985,063 2,526 17,195,430 482,748 2,180 2.8 
Gielphes cops 700,386,872 17,058,977 21,719 216,165,834 6,139,371 19,742 pL 
Hagersville ........ccc..ccssssee: 14,888,206 381,053 1,016 7,189,550 187,401 840 2. 
Hamiltona.cjceeor ee 5,378,699,451 | 111,277,135 | 115,865 727,447,506 .298,758 | 104,800 2. 
Hanoverec.2c8ee.8 60,209,616 1,535,187 2,365 19,885,200 550,291 2,033 pS 
Hartiston.scschonisne 15,471,026 402,667 840 7,457,506 207,503 700 ps 
Harrow? ack eae 15,756,373 465,792 896 8,876,150 266,157 724 3. 
Hastings <0: Ohare 7,655,290 211,926 508 4,489,300 124,818 415 p. 
Havelock ......scsssssssessseeee 7,754,220 195,296 561 4,559,890 115,220 468 2.! 
Hawkesbury .....ccccccccscs00n 136,700,396 3,172,223 3.555 38,432,940 969,669 3,159 pe 
Hearst;: anderen ts 59,092,238 1,429,444 1,359 16,943,092 473,396 1,121 p 
Herisallc.8, eee eee 11,373,538 322,135 426 3,869,940 91,643 339 pe 
Holsteins .2 ee es 951,780 31,470 106 722,250 23,478 81 1 
Huntsville ........cccecsssseseeee 33,726,112 887,266 1,582 13,042,800 377,495 1,287 ps 
Ingersoll scciacn eee 64,302,598 1,583,701 3,151 24,071,399 675,409 2,767 2. 
[rogues 7icnueeenn nee 19,835,205 434,970 530 4,925,100 124,530 p. 
Jarviscc sweats 6,328,190 170,156 480 3,080,010 89,204 2. 
Kapuskasing ..........0.000000 45,297,324 1,271,669 2,569 22,318,262 678,120 3. 
Kemptville ........ccccccccse 23,873,764 648,593 1,031 11,131,036 322,166 2. 
Kenora stein 78,830,744 2,147,138 4,896 36,057,497 1,048,417 2! 
Killaloe Stn... 3,740,858 104,224 318 2,252,146 62,957 2. 
Kincardine .....ccececcseeecene: 54,763,495 1,465,485 2,468 35,248,500 956,633 pa 
King City.25 ace 12,982,481 318,627 596 8,199,561 202,604 2. 
Kingston ace boeot 512,835,027 12,459,437 20,833 156,577,099 4,272,335 ps 
Kingsville ........ccccccccsssecee 37,286,215 977,001 2,025 19,228,786 548,245 2) 
Ricktiekia. e522. Fook 1,468,560 39,805 130 997,280 26,685 2. 
Kitchener, Wilmot (R)... 1,276,177,675 31,202,701 46,937 373,487,665 9,897,159 2. 
Lakefield :sccssc6ccescscsssonnss 20,137,633 519,037 1,027 10,743,645 280,873 2. 
Lambeth iconas: 11,204,471 298,838 867 8,075,695 219,026 pe 


Statement C 


SALES, REVENUE AND CUSTOMERS 
December 31, 1978 


) 


Sales 


kWh 
3,739,449 
9,316,959 
3,513,673 
65,551,731 
6,538,580 


170,477,801 
52,697,695 
3,771,550 
2,064,300 
640,270 


14,976,339 
19,795,192 
368,277,792 
7,400,936 
1,297,042,887 


39,794,856 
7,689,880 
6,650,903 
2,976,630 
3,018,290 


97,088,456 
41,700,730 
7,376,158 
212,250 
20,363,632 


38,841,959 
14,779,065 

3,078,620 
22,255,462 
12,324,768 


41,119,407 
1,378,192 
18,764,755 
4,652,240 
320,966,128 


17,532,189 
425,920 
640,665,810 
8,949,748 
2,875,696 


GENERAL SERVICE GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) 


Custo- 


Revenue mers Sales Revenue 


$ 
103,214 


2,597 


Rev. 


Custo- | per 


mers kWh Sales 


kWh 
187,920 


249,863 
91,379 


4,002 
2,815 


383,760 
203,400 


1,678,118 9,825 


179,183 3,538 


1,319,040 
263,520 


4,280,336 
1,230,020 
104,757 


9,471 
10,165 
2,153 


629,866 


3,903,840 
1,101,240 
353,880 


56,238 
21,871 


72 
19 


2,263 
2,808 


128,880 
35,640 


377,954 325 3,876 


603,000 


485,184 
8,508,361 
187,131 


346 
1,975 
176 


4,795 
15,934 
3,504 


2,236,760 


108,149,966 


782,640 
7,793,280 
297,720 


30,880,652 | 11,051 


9,799 3,325,914,498 | 58,416,294 


972,726 


332 


9,959 


28,294,560 


529,560 


323,640 


229,320 


189,360 


188,010 4,481 
194,377 3,149 | 
82,812 2,667 
76,162 2,891 


176,040 


2,177,108 20,852 


1,179,000 


448.416 


127,440 
17,280 


946,083 14,851 
227,803 7,065 

7,546 708 
502,582 D2 


319,680 


878,889 
307,675 


8,540 
14,489 


1,389,240 
131,040 


77,461 
DTT LIS 


2,983 
4,933 


169,560 
723,600 


316,631 


6,460 


417,960 


1,059,343 
38,906 


4,675 
2,209 


1,653,840 
110,520 


750,240 
130,680 


491,683 4,811 
113,146 5,460 — 
7,411,837 7,560 29,821,600 651,502 


417,636 5,313 


5,470,200 


12,126 
15,856,477 
228,196 
74,251 


1,268 
13,381 
4,972 
2,663 


245,628,000 


5,082,913 


525,240 
45,360 
16,396,200 
444,240 
253,080 
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STREET LIGHTING 


Revenue 


13,100 
17,131 
174,485 
6,521 
681,431 


12,170 
7,154 
5,258 
4,296 
3,914 


25,446 
9,965 
2,689 

446 
7,189 


29,403 
2,765 
3,491 

16,434 
9,796 


39,378 
2,361 
17,169 
2,877 
123,763 


11,120 
994 
366,152 
9,968 
5,561 
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MUNICIPALITY 


Lanark... 
Lancaster 


Larder Lake Twp. ........ 


Latchford 


Lindsay... 
Listowel.. 


Lucknow 
Lynden... 
Madoc .... 


Magnetawan........... 


Markdale 


McGarry 
Meaford.. 


AWD ssecensntes. 20s 


Mildmayycinc-ccsuacenece 
Millbrook ect. c22ecsccnaton os 
Milton... oe ee ee ee 


Moore T 
Morrisbu 
Mount B 


Mount F 
Napanee 


AUP eres sanclecoeceee: 


if Sota eee 
TYAPES...<cno-.-2- 


OTES leans mentee 


Nepean Wwpie.c cic. 


Neustadt 
Newboro 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 
4,715,627 136,858 359 2,773,802 81,510 
4,360,049 117,086 260 2,457,114 64,323 
6,634,464 197,037 480 4,697,050 141,160 
2,995,810 76,333 187 1,763,860 47,092 

89,184,683 2,227,636 4,197 27,882,935 827,282 


139,588,162 3,454,114 ShL2 40,081,468 1,166,390 


56,833,308 1,371,128 1,953 18,364,284 479,718 
1,809, 129,447 44,644,522 83,093 619,871,626 18,098,072 
10,225,345 279,970 599 6,425,354 180,551 
11,414,600 303,581 642 7,722,400 205,756 


8,934,370 241,175 5,139,760 138,588 


2,974,256 82,743 2,006,479 56,092 
11,252,734 296,316 5,918,440 153,797 
1,289,720 31533 793,400 23,134 


11,932,370 324,141 6,492,220 180,068 


99,687,171 

9,524,177 
1,317,148 
9,237,743 
6,366,301 


2,625,737 
271,549 
40,026 
241,398 
164,814 


58,321,184 
5,475,585 
991,150 
5,982,300 
3,032,770 


596,993 
160,442 
29,836 
156,593 
79,679 


3,716,620. 

15,217,987 
2,393,100 
3,589,050 

36,431,504 


4,725,460 
37,243,432 
3,600,018 
7,191,290 
114,522,747 


129,015 
997,930 
101,701 
201,345 

2,978,028 


101,469 
461,686 

64,383 
105,589 
BPP P| 


6,233,280 
5,745,703 


166,968 
170,591 


4,250,950 
3,576,304 


110,423 
109,815 


121,767,669 3,008,697 45,401,573 1,249,363 
10,452,230 284,622 5,231,610 140,974 
2,819,830,596 66,946,252 644,069,744 18,070,036 


24,129,160 683,210 11,513,015 319,445 


2,618,580 70,555 1,400,430 39,832 
1,014,080 30,599 749,100 22,671 
19,290,511 512,268 11,134,824 298,739 


6,088,896 168,990 4,040,290 P22 


26,922,760 
41,222,090 
598,850,579 

2,619,220 
1,733,445 


708,830 

1,078,597 
15,295,984 
78,069 
54,084 


14,860,150 
13,531,587 
243,845,699 
1,952,100 
1,339,108 


392,274 
395,013 
6,802,949 
57,035 
42,089 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1978 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- per 
Sales Revenue mers kWh Sales Revenue 


Custo- 
Sales Revenue mers 


kWh $ kWh $ ¢ kWh $ 
1,832,025 53,067 — 109,800 2,281 
1,764,335 49,603 138,600 3,160 
1,782,974 52,179 154,440 3,698 
1,153,830 27,578 78,120 1,663 
60,149,748 | 1,375,072 1,152,000 25,282 
98,194,854 | 2,258,091 1,311,840 29,633 
37,864,944 877,656 604,080 13,754 
1,063,747,181 | 23,879,136 2,184,181 22,298,400 | 483,133 
3,604,151 94,981 195,840 4,438 
3,485,200 92,980 207,000 4,845 
3,608,490 98,394 186,120 4,193 
877,057 24,605 90,720 2,046 
5,077,614 136,776 256,680 5,743 
437,280 13,085 59,040 1,314 
5,237,830 139,512 202,320 4,561 
40,192,027 | 1,002,274 1,173,960 26,470 
3,779,312 104,862 269,280 6,245 
278,118 9,022 47,880 1,168 
3,061,403 80,376 194,040 4,429 
3,171,171 81,573 162,360 3,562 
832,440 23,736 176,400 3,810 
21,304,725 519,650 720,720 16,594 
1,129,878 35,553 77,040 1,765 
3,411,800 91,248 190,440 4,508 
77,169,283 | 1,829,829 921,960 20,972 
1,819,250 52,846 163,080 3,699 
2,070,399 58,458 99,000 2,318 
74,786,776 | 1,723,992 1,579,320 35,342 
4,968,260 137,929 — 252,360 5,719 
-1,527,323,890 | 36,598,966 11,677,973 24,474,240 } 599,277 
| 12,258,305 355,500 357,840 8,265 
| ‘1,143,270 29,029 74,880 1,694 
| 235,100 7,276 29,880 652 
‘7,796,407 205,463 359,280 8,066 
1,926,206 $4,124 122,400 2,754 
11,714,850 308,843 347,760 7,713 
27,141,503 671,191 549,000 12,393 
351,466,800 | 8,409,056 3,538,080 83,979 
597,280 19,453 69,840 1,581 
' 336,377 10,687 57,960 1,308 
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MUNICIPALITY 


INCWOUTEIN sem ecesseceecerec ees 
INGWOURY fiscecceeccarestecreuee<ts 
INeweastlevs cacao: 
Newmarket. -.cccc.60005- 
Newmarket (R).............- 


INIA gatas cranes 
Niapatay Fallsicen-.c.s.cc- 
Nipigon, Twp. ..c..-.-:.00--< 
North (Bay .-ceesccccscsocecesss 
INOGthie VOLK teccececencess ss 


INonwichyecs2 cesses 
INonwichi( Rig: ecesssee ess 
INOEWOOd i... cee 


Omemee® fn aac 
Orangeville. it. coeccs:sscrsee: 
Onilliaeeecs. eee 


Paisle yer: cccsesecusseseassessaceese 
Palmerstons.c:.ccsscsescceee 


ParrveSOUn ucsccccvccssssecere 
Pembroke cs cnacscrerirs 


Peterborougiitensars-.ccrt 
Petrolialc-.tctserercctersses 
PICK OLIN G incecscssactcuasnareests 
PUG ieersacctemssancestectscesiress 


Plantagenet ...........00000 
Phatts ville screcnscacctecse.cse-s 
Point Edward-....40.:3-.: 
Port’ Burwell mcs. 


{D\ BD actenrtaran 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 


3,168,260 93,901 251 2,081,130 64,221 219 
2,465,080 68,033 186 1,170,100 325295 151 
15,374,603 411,657 710 8,204,510 228,751 611 
98,243,113 2,497,526 4,657 51,149,497 1,341,828 4,122 
31,723,928 814,796 7,840 17,079,815 460,979 7,079 


20,034,950 561,595 | 1,320 8,588,640 268,994 1,101 


410,873,631 11,130,554 22,862 144,018,891 4,634,007 20,349 
16,767,969 486,576 942 7,752,660 251,305 771 
426,552,954 10,776,408 18,084 178,059,847 5,053,762 15,758 
4,264,430,353 107,383,702 138,746 1,318,851,924 35,261,098 123,894 


78,599 
306,755 
211,506 

24,244,162 

88,085 


836 
292 
543 

94) lee M ET) 
324 


715 
1,093 
476 
19,019 
254 


2,689,657 
10,026,434 
8,113,180 
1,073,978,259 
2,777,250 


1,904,535 
6,714,995 
5,020,470 

214,042,549 

1,873,000 


55,644 
206,841 
132,866 

6,285,560 

59,396 


5,617,088 156,007 370 3,063,042 89,740 315 


83,293,035 2,142,441 4,346 31,589,700 939,291 3,787 
221,380,340 5,804,658 9,093 78,826,055 2,183,000 7,960 
6,599,665 202,268 442 4,394,860 132,485 377 
1,128, 168,938 26,336,373 33,902 346,023,311 9,123,904 30,491 


3,289, 151,177 79,481,109 106,983 891,203,163 22,881,536 94,116 


971,345 27,114 325 643,525 17,435 265 
180,175,991 4,394,828 7,336 63,673,525 1,745,825 6,297 
8,582,387 236,518 502 6,320,960 172,398 418 


12,790,695 360,750 847 7,501,400 215,078 123 


43,950,184 
11,450,715 
43,713,891 
119,020,972 
43,240,237 


1,210,550 

315,898 
1,162,506 
S351, 30) 
1,133,430 


2,827 

577 
2,486 
5,542 
1,814 


17,861,202 

6,395,586 
24,717,271 
49,110,132 
21,569,010 


549,945 
175,390 

666,766 
1,546,358 
611,482 


2,485 

470 
2,054 
4,701 
1,576 


58,885,062 
565,032,517 

24,458,434 
20,127,145 
34,170,880 


1,468,576 
13,966,918 

743,491 
503,544 
935,761 


2,609 
21,706 
1,703 
992 
1,999 


21,043,710 
210,119,271 
12,074,057 
10,680,218 
16,114,530 


615,451 
5,987,344 
393,724 
281,303 
477,089 


2,201 
18,988 
1,459 
867 
1,614 


7,508,333 199,258 346 4,477,170 121,884 284 


1,758,190 42,729 226 588,580 14,629 180 
41,917,217 1,019,912 964 5,753,750 186,141 199 
3,135,210 107,828 396 2,038,850 71,248 318 
108,230,325 2,805,070 6,171 35,349,574 1,141,033 5,476 


Statement C 


SALES, REVENUE AND CUSTOMERS 
December 31, 1978 


Sales 


kWh 
1,017,290 
1,224,780 
6,958,773 
45,736,416 
14,321,913 


11,021,510 
259,484,100 
8,892,909 
245,494,667 
2,81 1,366,556 


740,842 
3,078,159 
2,930,350 

313,689,566 

813,530 


2,442,086 
50,905,575 
139,122,765 
2,100,765 
361,345,858 


2,052,096,374 
304,060 
114,191,626 
2,161,707 
4,946,935 


24,891,262 

4,871,529 
18,281,300 
67,970,080 
21,101,347 


37,185,072 
280,275,451 
12,033,377 
9,200,687 
| 17,355,790 


2,882,123 
| 1,154,850 
35,728,587 
1,034,800 
71,460,911 


GENERAL SERVICE 
(under 5,000 kW) 


GENERAL SERVICE 
(over 5,000 kW) 


Rev. 
Custo- | per 
Sales Revenue mers kWh 


Custo- 
Revenue mers 


$ 


28,103 32 
34,134 35 
178,028 99 
1,123,501 535 
346,169 761 


282,876 
6,319,865 


219 
213 


232,411 171 
5,653,475 2,326 
69,257,760 | 14,850 90,598,593 


21,921 121 


94,365 199 -_ 
7d;125 67 -- 
1,113,173 2,954 539,240,904 


26,634 


63,627 


3,769 


1,186,169 7,841 
3,541,143 10,287 
67,204 2,652 
8,325,442 8,901 410,890,769 8,664,629 


48,931,348 
9,120 


13,405 
1,689 


314,524,800 6,910,278 


2,599,055 9,141 
61,870 2,170 
137,925 3,407 


633,788 6,192 


136,293 3,830 
479,860 3,610 
1,739,491 6,735 
509,190 7,451 


839,383 7,614 


6,543,029 8,654 1,289,693 
341,544 4,178 
216,908 6,443 
443,376 3,826 


74,133 3,874 


27,749 8,368 
823,910 18,155 
35,156 1,078 
1,632,247 8,568 


kWh 
69,840 
70,200 
211,320 
1,357,200 
322,200 


424,800 
7,370,640 
122,400 
2,998,440 
43,613,280 


44,280 
233,280 
162,360 

7,005,240 

90,720 


111,960 
797,760 
3,431,520 
104,040 
9,909,000 


31,326,840 
23,760 
2,310,840 
99,720 
342,360 


1,197,720 
183,600 
715,320 

1,940,760 
569,880 


656,280 
6,691,320 
351,000 
246,240 
700,560 


149,040 
14,760 
434,880 

61,560 

1,419,840 
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STREET LIGHTING 


Revenue 


$ 
1,577 
1,604 
4,878 
32,197 
7,648 


9725 
176,682 
2,860 
69,171 
1,082,623 


1,034 
5,549 
Jey I) 
165,737 
2,055 


2,640 
16,981 
80,515 

2519 

222,398 


757,947 
Sey) 
49,948 
2,250 
7,747 


26,817 

4,215 
15,880 
45,502 
12,758 


13,742 
146,852 
8,223 
5,333 
15,296 


3,241 
351 
9,861 
1,424 
31,790 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh $ kWh $ 
Port (Dover secretes sects 19,056,803 629,403 9,312,706 361,549 
Port cBlgint, <S:acceesenrss: 61,678,307 1,652,120 36,553,241 1,014,671 
Port GHOpe :strecnserts essere 122,542,685 3,176,878 38,000,690 1,192,962 
Port McNicoll................ 11,594,680 324,668 8,353,600 225,281 
PortePenry nse s.civsteseec-ss: 28,726,574 740,097 16,293,360 420,170 


PorteROWane. peers :. 3,654,092 99,908 213582 58,060 


Porta Stanleyormeswn ccs: 11,221,634 321,016 7,138,300 210,023 
Prescott cicccste:ccdeuscereesrs-: 35,568,092 928,832 15,126,270 406, 136 
Pricevillesse sn eee 737,070 24,577 676,640 22,574 
Princetonys.2:c-see eens 976,714 24,970 707,194 L712 
Queenston ence eet 2,706,330 74,648 2,000,790 57,114 
Rainy g Rivers. sseesctse.s- 8,360,144 241,493 4,480,350 136,251 
Red Rockermecmtaa sca 6,497,480 172,998 3,219,110 90,432 
Renfrew 2 omens tac 58,742,924 1,544,124 28,405,258 779,820 
Richmond 2.-ceneece-: 17,158,064 462,528 11,716,030 318,567 


155,604,983 3,902,102 51,455,439 1,490,272 


Ridgetowne eee. 20,478,467 590,056 8,640,882 276,733 
Ripley cs-cccscneseeentSuecsueuns 6,072,710 155,602 4,023,950 101,151 
Rocklandies it... seeoe es 24,036,199 638,912 16,160,575 436,467 
Rockwoodse asi. cae. 6,087,989 168,099 4,321,384 119,360 
RON CY sce cte cree 5,187,834 142,953 Jee NWT | 80,013 
Rigss€au\encccres serene: 1,602,290 47,205 1,137,690 $3572 
Russell) rs 2o72 sorte mene: 6,562,990 173,700 4,711,680 122,710 
Sta Catharinesic cnc. 1,278,545,647 30,014,878 279,403,591 8,960,892 


10,378,353 ZOOS 7,879,769 239,464 


StuiGeorgeis ee 7,281,216 175,486 2,729,370 71,142 
SCM ays ccs: ceneeetercres 34,377,043 879,971 17,035,500 450,586 
Stas bbomase gee 216,015,069 5,412,647 69,725,886 2,106,756 


62,518,270 
660,738,480 


1,740,240 
14,508,101 


48,569,278 
147,453,040 


1,382,759 
3,996,997 


Sandwich West Twp. ... 
SALMA renccseseatscestaneacwansevees 


Scarborough’ tes... 2,885,309,910 71,998,737 921,321,260 24,753,278 
Senreibens lw pies. 14,398,263 381,038 8,710,203 235,730 
Seaforth’ tree cence weno 14,552,447 433,053 7,256,950 227,872 
Shelburne srs. cerkccs...7- 21,384,710 615,106 13,778,400 400,433 
SIMMICOC Fw cterecncrses ar scatectnce 132,248,573 3,510,448 44,247,048 1,449,080 


21,910,164 
81,357,844 
28,741,610 

6,247,430 
8,503,102 


SIOUXs LOOKOUiaecae-s..: 
Smiths, Palissaetos 
Southampton ............00. 
South Grimsby Twp..... 
South “River cscs 


620,759 
2,130,241 

830,075 
179,899 
217,802 


11,131,863 
30,389,570 
19,474,320 

2,885,120 
5,474,200 


338,426 
941,283 
579,284 

88,169 
138,699 


Statement C 


SALES, REVENUE AND CUSTOMERS 
December 31, 1978 


Sales 


kWh 
9,381,217 
24,435,666 
47,748,195 
3,057,480 
12,083,294 


1,433,230 
3,734,494 

. 20,038,982 
32,350 
256,560 


635,700 
3,719,594 
3,136,890 

29,509,666 
5,214,514 


102,757,424 
11,191,025 
1,936,800 
7,554,864 
1,561,405 


2,101,083 
408,800 
1,730,710 
358,690,403 
2,299,144 


4,437,726 
16,764,823 
143,554,983 
13,556,952 
203,841,890 


1,659,105,130 
5,362,260 
6,936,937 
7,233,710 
86,128,445 


10,463,301 
49,797,194 
8,666,090 
3,207,870 
2,884,182 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) 


Custo- 
Revenue mers 


$ kWh $ ¢ 
259,460 
621,775 
1,242,938 
95,376 


312,056 


35,530,920 


39,692 
103,264 
513,859 
1S WV) 
7,161 


155953 
101,532 

79,214 
746,131 
138,699 


2,380,894 
298,484 
51,850 
195,406 
44,102 


59,102 
12,250 

48,248 
8,621,674 
55,827 


12,099,806 


101,814 
416,480 
3,245,283 
348,643 
5,029,280 


302,492,310 5,335,638 


41,370,550 
137,924 
196,618 
205,807 

2,019:295 


272,076,000 5,133,194 


275,171 
1,163,843 

236,656 
88,234 
75,933 


32,807,520 


362,880 
689,400 
1,262,880 
183,600 
349,920 


107,280 
348,840 
402,840 
28,080 
12,960 


69,840 
160,200 
141,480 
828,000 
227,520 


1,392,120 
646,560 
111,960 
320,760 
205,200 


174,960 

55,800 
120,600 
14,962,680 
199.440 


114,120 
576,720 
2,734,200 
392,040 
6,951,240 


325,800 
358,560 
372.600 
1,873,080 


315,000 
1,171,080 

601,200 
154,440 
144,720 
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STREET LIGHTING 


Rev. 
Custo- | per 
Sales Revenue mers kWh Sales Revenue 


1,581 
3,710 
3,352 
18,173 
5,262 


30,936 
14,839 
2,601 
7,039 
4,637 


3,838 
1,243 
2,742 
332,506 
4,424 


2,530 
12,905 
60,608 

8,838 

146,186 


741,715 
7,384 
8,563 
8,866 

42,073 


7,162 
25 NS 
14,135 

3,496 

3,170 
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MUNICIPALITY 


South West Oxford....... 


Springfield. 
Stayner ...... 
Stirling....... 


StoneyaGreeksrenn 1 


Stouffville... 
Stratford... 
Strathroy ... 
Sturgeon F 
Sudbury... 


Sunderland 


Sundridge.. 
Sutton........ 


Teeswater .. 


Allseeeter tests: 


Terrace Bay Twp.......... 
ihamestordie cess 
Mhamesvilles-a2.s-.- 


Thedford ... 


Thessalon .. 
Thornbury. 
Thorndale.. 
Thornton... 
Thorold ..... 


Tillsonburg 
Toronto... 


Uxbridge ... 


Vankleek Hille 2... 
Vaughan Twp. ..........0. 


Victoria Harbour........... 


Walkerton. 
Wallacebur 


| See 


Wardsville#. ek. 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Endec 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kWh 


$ kWh $ 


27,191,622 545,310 3,143,880 93,654 322 

2,535,360 66,985 1,760,200 45,370 168 
15,385,760 433,139 9,689,650 278,934 940 
12,500,950 324,617 6,381,563 171,213 565 


40,352,484 1,020,723 19,638,588 538,208 1,944 


41,687,438 


1,027,585 | Th) | 479,494 1,661 


260,376,575 6,849,348 83,867,284 2,486,196 8,439 
56,492,584 1,611,034 24,483,919 747,208 2,655 
43,140,820 1,141,200 25,755,487 702,183 1,963 

621,925,060 16,073,462 294,078,473 7,611,963 27,149 


4,318,875 
8,204,600 
20,979,610 

7,343,005 
30,339,604 


111,109 
202,244 
536,546 
VTTE279 
820,487 


2,710,700 
4,193,150 
10,679,550 
3,935,900 
16,330,224 


68,728 
103,194 
276,437 

95,064 
489,600 


260 


9,445,154 
16,503,446 
3,267,167 
6,234,466 
5,289,720 


239,736 
428,253 

79,090 
191,038 
147,975 


4,490,075 
9,230,031 
1,907,870 
3,149,800 
2,818,920 


114,751 
253,270 

48,492 
85,330 
79,324 


10,984,197 
12,408,990 
2,332,649 
2,850,630 
44,704,154 


324,004 
357,192 
63,046 
76,919 
1,266,304 


6,401,090 
6,041,900 
1,366,720 
2,070,650 
16,929,761 


195,421 
186,808 
36,642 
56,416 
582,325 


953,188,128 24,067,456 340,932,181 9,841,024 


33,169,528 866,047 11,391,892 B17 229 
89,227,781 2,404,072 28,936,651 856,774 
7,196,118,706 174,469,828 1,273,283,811 32,133,682 


13,771,030 398,834 8,627,600 258,236 


191,439,369 
15,099,695 
24,100,520 
11,847,368 

366,025,246 


4,347,255 
386,135 
638,880 
325,236 

9,207,172 


48,971,411 
6,881,008 
10,951,450 
7,208,694 
90,279,220 


1,347,046 
176,217 
2ST LPS 
199,237 

ZS 1S) 


7,508,014 229,943 


5,297,894 166,621 


47,759,777 1,212,402 19,795,000 543,077 
161,255,825 3,973,025 26,472,419 848,895 
2,565,483 65,634 1,304,937 33,615 


4,128,130 122,318 2,635,550 77,414 


. 


Statement C 


SALES, REVENUE AND CUSTOMERS 
December 31, 1978 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) 


Rev. 
Custo- | per 
Sales Revenue mers kWh 


Custo- 
Sales Revenue mers 


kWh $ kWh 
23,810,502 446,157 50,877 
701,000 19,954 1,718 
5,376,070 146,976 2,872 
5,903,387 148,651 4,066 
19,994,616 466,806 6,194 
23,247,647 538,074 6,919 
172,703,011 4,273,174 13,351 
31,248,705 845,462 7,057 
16,746,387 424,804 5,516 
319,902,827 8,269,086 8,295 
1,518,895 40,483 2,531 
3,865,650 95,846 3,835 
10,047,340 254,377 4,229 
3,245,465 78,793 4,098 
13,455,700 318,651 7,475 
4,791,279 121,204 5,119 
6,967,415 168,068 8,933 
1,322,577 29,844 6,209 
2,812,866 99,499 2,605 
2,305,920 64,835 2,669 
4,270,585 121,250 2,893 
6,100,330 164,351 4,003 
845,689 23,647 2,202 
735,700 19,472 2,919 
26,892,393 663,346 7,229 
568,702,667 | 13,210,438 12,675 29,856,000 
21,187,956 535,386 8,251 — 
58,912,690 1,515,273 8,450 a 
| 4,346,438,029 | 107,675,086 11,425 1,509,473,265 | 33,262,322 
| 4,948,310 136,059 4,686 = = 
86,062,198 1,960,898 10,245 54,528,000 998,270 
8,009,167 205,515 4,045 
12,911,110 336,262 5,198 
4,354,634 119,512 3,269 
273,447,426 6,598,003 11,974 
1 =: 2,062,520 59,771 2,963 
27,569,857 660,461 8,416 
72,641,406 1,802,795 11,006 60,230,400 | 1,276,143 
1,183,506 30,335 2,098 = 
1,356,860 41,685 1,663 = 


Sales 


kWh 
237,240 
74,160 
320,040 
216,000 
719,280 


462,240 
3,806,280 
759,960 
638,946 
7,943,760 


89,280 
145,800 
252,720 
161,640 
553,680 


163,800 
306,000 

36,720 
271,800 
164,880 


3125922 
266,760 
120,240 

44,280 
882,000 


13,697,280 
589,680 
1,378,440 
66,923,601 
195,120 


1,877,760 
209,520 
237,960 
284,040 

2,298,600 


147,600 
394,920 
1,911,600 
77,040 
135,720 
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STREET LIGHTING 


Revenue 


$ 
5,499 
1,661 
7,229 
4,753 
15,709 


10,017 
89,978 
18,364 
14,213 
192,413 


1,898 
3,204 
se 
3,422 
12,236 


3,781 
6,915 

754 
6,209 
3,816 


7,333 
6,033 
Pad fy) | 
1,031 
20,633 


306,149 
13,432 
32,025 

1,398,738 
4,539 


41,041 
4,403 
5,443 
6,487 

54,018 


3,551 
8,864 
45,192 
1,684 
3,219 


eZ Municipal Electrical Utilities 


For the Year Ended 


RESIDENTIAL SERVICE 


Rev 
MUNICIPALITY TOTAL TOTAL per 4 
SALES REVENUE Sales Revenue {Customers kWh | 
| 
kWh $ kWh $ ¢ 
Wasaga Beach................ 51,463,235 1,708,713 37,436,879 1,292,093 3.45 
Waterdown ......2..00.20008: 15,740,049 404,774 7,063,105 194,407 2.13 
Waterfordinn.. 3st 14,072,428 453,486 7,654,938 268,102 3.50 
Waterloo North (R) ...... 599,540,660 15,370,374 183,672,085 5,167,547 2.81 
Watford... eee 10,233,342 290,782 4,843,260 143,820 2.97 
Waubaushene.................. 4,886,902 143,305 3,910,606 115,845 2.96 
Webbwood...........:.:000 3,029,790 87,761 2,060,030 61,873 3.00 
Wellandi422.-..aee 302,460,632 7,798,667 83,567,655 2,567,552 3.07 
Wellington ’2.necceee- 7,512,065 202,463 4,927,130 136,445 2.71 
West "Lore :o255.04053: 10,317,376 276,966 543 4,235,890 118,215 2.79 
Wrestportccc .ccarerrenccestes 6,029,518 165,844 370 3,101,850 89,169 2.87 | 
Wheatleyenn een sneee. 9,523,635 273,174 623 5,279,000 150,044 2.84 © 
Whitbyecac8. cede. 250,123,858 6,518,131 10,236 102,308,059 2,973,409 2.91 | 
Wiarton. eee 16,959,555 485,248 956 9,752,580 286,405 2.94 | 
Williamsburg .................. 1,916,770 55,499 147 1,109,480 32,416 2.929) 
Winchester:.as eee 27,265,775 629,936 799 9,211,750 232,043 2.52 
Windermete.................... 1,446,480 45,799 150 896,000 30,149 3.36 | 
Windsor nce eee 1,854,570,928 43,868,543 66,588 475,262,887 13,404,905 2.82 
Winghamis ce sone ccees: 41,638,135 998,830 1,312 14,268,635 BT Tad 2.64 | 
Woodbridge..................... 23,687,389 556,904 960 9,245,135 236,098 2.55mm 
Woodstock. sse5.2-ee 259,061,713 6,245,160 9,811 77,100,107 2,196,193 2.85 | 
Woodville. ..5ae 3,340,470 96,361 275 2,430,000 70,449 2.90 
WYOmInga.ccecoteetenvosssens 8,202,770 217,019 619 4,708,350 124,010 2.63 | 
VOrkRec3 eee: 791,061,103 19,275,581 34,722 249,747,897 6,602,480 2.64 | 
ZOTTAi (Ra ee 11,724,885 288,378 | 861 6,575,435 171,785 2.61 
ZUTICh et eee ee 5,838,660 168,098 362 3,564,300 102,183 290 2.87 
‘Totalheeer.. eee 59,155,696,463 | 1,442,083,617 | 2,046,952 17,025,577,108 474,034,772 | 1,805,209 2.78 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1978 


GENERAL SERVICE 
(under 5,000 kW) 


GENERAL SERVICE 
(over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- | per 

Sales Revenue Sales Revenue mers kWh Sales Revenue 

kWh $ kWh $ 
13,098,276 394,095 928,080 22,525, 
8,331,704 202,783 345,240 7,584 
6,171,250 179,440 — 246,240 5,944 
352,672,255 8,797,605 $5,452,000 1221513 7,744,320 183,709 
5,241,402 143,522 = 148,680 3,440 
_ 874,416 25,179 = 101,880 2,281 
| 902,440 24,313 — 67,320 1,575 
163,636,697 3,828,326 50,064,000 1,288,847 5,192,280 113,942 
| 2,505,015 64,263 — 79,920 Ie755 
| 5,857,206 153,601 224,280 5,150 
2,823,988 74,352 103,680 2323 
4,058,155 118,729 186,480 4,401 
, 125,031,559 2,975,998 478,363 3,936,240 90,361 
| 6,896,655 191,602 310,320 7,241 
| 755,450 21,816 51,840 1,267 
17,811,385 392,582 242,640 5,311 
| 522,400 14,954 28,080 696 
| 854,974,961 20,291,557 9,613,235 24,632,280 558,846 
| 26,990,420 613,081 379,080 8,577 
| 14,054,174 312,310 388,080 8,496 
| 178,192,046 3,967,292 3,769,560 81,675 
850,350 24,531 60,120 1,381 
| 3,337,100 89,328 157,320 3,681 
| 427,035,286 10,422,001 106,504,800 2,067,351 7,773,120 183,749 
4,992,850 113,367 = = 156,600 3,226 
2,132,160 62,652 — 142,200 3,263 
762,983,114 9,853,962,963 | 190,760,474 630,757,605 114,305,257 


1,645,398,787 
| 


174 Index 
LIST OF ABBREVIATIONS 
AMEU - Association of Municipal min - minimum 
Electrical Utilities - minute 
GS - Generating Station MW - megawatt 
kV - kilovolt(s) NPD ~ - Nuclear Power Demonstration 
kVA _ -kilovolt-ampere(s) OMEA - Ontario Municipal Electric 
Association 
kWh - kilowatt-hour(s) LS - Transformer Station 


MEU ~_ - Municipal Electric Utilities 


Twp - Township 


INDEX 


In this index, all page references to tables or graphs are in italic type. No references are given for the alphabetically 
arranged listings of municipalities either in Ontario Hydro’s financial statements or in statements A,B, and C. 


A 
ADITIDICanvon Go. 47 otras es ae ne ene ees 44 
RIV Tre ies cepa atct eo ete) roe eer ns 44 
ACCOUNTING DOHCIES: 20.4 oss berate et no ete 28 
Advance payments for fuel supplies ......... 30 
Commissioning energy 7 /b cae, 2 poe ee: 29 
Depreciationer ae 34 hp coon ts, 8 on ees Pes 
Pixedtassetshs Mace Oi) <8 fy ie ae atone ee eines 28 
Foreten currencytranslation «Acco uei ex oo 30 
Nuclear agreement-Pickering 
Te Ue abn 2 Ee Ee ee Be Bes 
Pension-and-Insurance: Plan y< 2s $02) 6 a2. 2 es 30 
—procedures, uniform forMEU............. 95 
Adtustments to'costcannual 2 4.9 sta ss SIS 
Adininisttatiomex pense. 4 720. 9 a. 2 ede Oi 24 
AECL see Atomic Energy of Canada Limited 
AguasaponGSeeuiwns «ao psn oe at dee rele 45 
SHAR IVET Sta Ae meen eRe AS eee bat eren eres 45 
Alexander GS meters fast. Gotan re et Seen ee a 44 
PASODISCATE Ss hy eres Grae eee oe oid anal tee &8& 
PATESEOUUAT CA Pate Rat te nots alee th Se Anis Ph cae: &8 
AMMO EUL 2) fat Also Rei yh eeo eee ant ae 2 
Antiinflation guidelines, 4... 42.5.4. 25 3,16,24 
Appropriation 
=debt:retirement:< 7 a! tee eae eee WSs | 
—stablization of rates 
and contingencies cd. 0 eens: np pee 25,31,34 
Area offices: umber Of <i nee.  s aeeae ae 8,84 
AINPHOT ATER os Shahin aes okra eee: 87 
PAS ono Ao, Baek Gea Soe Cena 44 
Assets of Ontario Hydro 
see also Financial Statements.......... 4,5,32 
=SHIKEd. (Of te MEE Uae ogee eee er ere ree 92,96-151 
=Lotal, of the MEU 23.3.0 emis ea see 93,96-15] 
Assistance for rural construction). ..254< 2.4.6.6 Be 
Association of Municipal Electrical 
ETHOS 8 «5 soca ss. pron anc a een ee ee ee 6 
Atomic Energy of Canada Limited’.......... 3129 


Aubrever alls G50. 5 < Cad cate hears ie wee ae 44 


Audit of MEU accountsyac.5- 2% cocks eeeerare a 95 
Average consumption per customer 
see Energy sales 


(UM Der OMEN plOVCESiug <). 5) saccteeta ee oa 4,5 
B 
Balance:sheet,OntanoiHydro : 2 2s see 32:35) 
-sheets muUumcipal! Sarno \-aek sateen chee 96-151 
BancroftArea sa ic.c Sie eae re eee 87 
Barrett Chute GS. ..43 dette ee, 2 eee 44 
Barrie Areas ees ee ee ees 8&8 
Beachville Area 4 y7 49s 22 ek ee ee 87 
BeamsvilleiAreg... So0G.cs 0b ne fe See 87 
Beck, Sir Adam,-Niagara No.1 GS ........... 44 
ir Adam,-Niagara/No#2 GS «2. 285, 2% asthe 44 
—Pumping-Generating Station.............. 44 
BoardiofeDirectorsa eee eee eee 1,4,7,8 
COMPOSition iw se eae akccese aU gun ce ne 8 
Bondstand notes payable): (2h oo 4,5,8,26 


—issued by Ontario Hydro. . . . 25,33,35,38,39,53-55 
see also Financial Statements, 


=mMarantee Of 9h. bok ee ee Ce he eee 8 
other long-temn debt ssc eek ee oe =i 
TOLLE or snes 0 ee ee 2555) 
Books of accounts of MEU). 2% a eee 95 
Bowmanville (Area)... 4.2 aca vas, eee Ae eee 87 
Bracebridge Area ivo-< 5-5-4 es 4 oe ae eee &8 
Brampton Area...... AER Deen Reh PORE in 87 
Brantford Are ai..0, ots Avs lew te yess nice ee 87 
Brockville Areayc 5 460s so shod 6 ede eee 87 
Bruce GS oe Pa ene ee 2,11,17,18,20,44 
= peéavy- Water Plant: 6..3.. oa. aS oe ee 3,18 
Building Owners and Managers Assoc.......... 14 
Le 
Cameron: Falls GS soa ake vu as tee 44 
Canadian curréney bonds ..cic0 4. 2 Sk a 26,38,53 
Carradian Nickep@ an: Bad. 445.5. -eiais wk hee 13 
Canad Bie COM, 2. 2) ea eG waa i) 


Capacity, dependable, of hydraulic resources .. . . 44 


SGONEMMAUIE POAKs, Pies an be wa ee we Re 4,5 
Geiser aie 6 aenctshews Fe his 5. 42 
sources-oL purchased: power)... 2.00. 000 2.3 45 

Nistalene eee fase eee a Ae 44,45 

—of combustion-turbines installed ........... 44 

—of Ontario Hydro resources.......... 4,5,43-45 

POCA RY SOT eekte Pe alr ok care ye Soe 4,5,43 

Capital construction program.......... 1,2,18-21 

“SEA PETILICT OSs s tn ero. pacts eee 4,5,18,25 

—investment 
see Financial Statements 

-investment of the: MEU «.... 22.0. 92,96-151 

Saripow Falls Gs tet so eee ee 45 

Cash and short-term investments ............ a7 

CAVAIRA ALORS Riess ein Mah RU et Be es, 87 

Centra Reina thn mi we <3: ee Ree 87 

Charges allocated to customers 

CONTACT NNUMICID AN TIES oS :.<, 4. Oe can (6), Die}, //9) 

=fOF PHMATY POWEF.. 5c. eace Goose we 56-75 

liaise FaliGSun sy) (aa meee Cee eee bon: 44 

(ot TE TTS OES Ca eh a oe ee Pee NONI 44 

Classes of rural service defined............ 84-86 

GHAUOINIA Cane ee Fh aek te he es 87 

ROORURIINY ae radars Cnt Ie ne es ae eee 12-13 

SS OUDUSRAECD pir sok Ait ew ee ee hr 87 

Copoure Aiea... sitar aie ae hee ee 87 

Combustion-turbine units................. 44 

Commerce Course. theo ee ee 14 

SSMS RVACHON eis es cee eestor ce eee 2,14,15 

SP LORL AME: 5 pcs Gib dot kim anteueks eestor 14,15 

Constraction progtani<)o..-. skool... be 2,17-21 

EOL DOLAOR ae te st ns eon Son Oe A eee 8 

Cost allocated to customers............ SLO 

=contract municipalities s..a..6 2.85%. 224 858-75 

—of fixed assets in service............ 4550257 

AN IL horve, m icteric ons Peaats Rely oe 3] 

SQROPELAION Fue ~ % 0d ae ee 8,31 

—of power supplied to MEU defined. .......... 8 

PTA DEMALY DOWEE 5. <6 isc» wee wo hoa ies RU 56 

SISO nES ANIMA... os. Gare d eae eae 58-75 

StQeTReNLOL eae. wae Bae es deere 58-75 

at PLOVICINDAETVICE:» = Ra dacs ue sis heen ee 8 

Or purchased POWEL..5 acy cee Ge: os kn en ae 3] 
see also Financial Statements cost 

OR BATVICE URTINEU yc sia a, ui our oe ee 8 

MAMI UALS, EAVATO actot cont ie duals aie Gites Seo hae 37 

Costing and Pricing of Electricity............. 4 

Costing load of the municipalities... ...... $0,58-75 

OSES tae an ieee cee ea te Co 8,24 
administration, Oe, eae a ie 8,24 
of Ootann Hy iro eee fiance aes, 24,3] 
of operation and maintenance ............ 7,24 
GCurrentussels og 26.0 ol ea a os 32 
RAIS MOTIETS* Son ks Pes ees 8,15,84,86,91 
UROEE ee ke Yara ale a ie ee ne 8,86 
THON oi go ote ks ee 884,85 
Petae tind See oor ca See 8,84-86 
PEN OF 2 obs £ Eee Sede et i eae 4,5,48 


CE SS TEN eae ae ee A ee 48,90 
PAT Roe MPs feats dork dcaetee a cite vols x eee 89 
UIC als 1. 5.50 os eta e eae ke 48,96-15] 
neta arta Se 2 ee ate 48,89 
BORO YIM Sco aw wt ke ORL Oe 48,91 
Hitsmabewenvied ¢ io 4 42.c a AR ee Doe 4,5,48 
D 

Darlin SION GS cele ac 25% 5d be ole 2,18 
Debt from: borrowings =... 55246 DSSS OS, 
53-55 


—debenture, MEU 
see Municipal electrical utilities 
debt 
—long-term of Ontario Hydro 
see Financial Statements 


liabilities 

—of the MEU 
see Municipal electrical utilities 

debt 
= Davaple in USMunds: 22 2a a~ 64 Al es clea ee 26,54 
Te tifemell tare. Aes ere ee 26,31,35,38 
A DPLODILALION 5 Scent 05... ete o uke 25:31 
DeCewsbalis GS inc sd sata nbs ee es ORES. 44 
Demand.chatge ys. fais ais a8-@ eee soe eee 57 
S-DEMATY ONCE RY 5 = ea) ir chug eae ae 4,5,10 
SRDIUNVANV ADCO Rios oe tek ou Bio fa aTRe 4,5,11,43 
Demands and-resources,. - 22 cc Cee 10,43 
depenGgable peak capacity... « aeouye eo 4,5,11,43 
Depreciation. accumulated. 25, wissen 02.52 

MEU 


see Municipal electrical utilities 
Ontario Hydro 
see Financial Statements 


EEMDCDSE Su. fictive See WERE Sorter ee Cee 24,31 
-DLOVISION LOR cic. s kon «bw oh.) nant ean eer ee 3] 
PeTAUCS i, ove eal nos 3 Ae oy aL a ete eae 29 
Description of main classes of retail service. . . .84-86 
Des Joachims GS y..2 ache tae Le ey eae 44 
Detioit. Edison Company: 45 ss oh eek oe 45 
Deutsche wiarks: bonds ine 25.4. 2d la ee 5S 
Presel-electric generation 232 6.9 ex tuck fe 


Direct customers 
see Customers, direct 
Distribution facilities, Ontario Hydro-owned . 50,5/, 


84,86 
Diversity. powercs « ctay Pe Pon oo ae 42 
Divide Aiea sis ces Re PN tee Ewe 8&8 
Duis Areas ei hE On. rene toe ea ona 87 

E 
Past lem Area (otra tn a SRS ee tee 8&7 
Easter aeOenOn 22) oe c.28*.cie Ge ox & Corea 87 
Electricity sales 
see Sales, electricity 

AMR OE Sse Arica, b tadciachanrints dae EEE oS ee ee 3 
Eniployees monibercot ¢ 6 owen lek sao ols Ww 4,5 


ete a are acc Gian ca hoe Bear lw oe 57 


PBT S85 ih sl hea ater 2a ck aan ane 3,4 
PONSETVALION | 365s nic! he mae sete ete 14,15 
—delivered by Ontario Hydro to MEU......... 46 
deliveries from Manitoba .. 2.0. 0.5 ~ .. -ane 45 
deliveries from Quebec, «chev eRe os oa eras 45 
—generated and received............. 4,5,43,45 
= Ministenmotss ten en eee 25.01.10 
= NEC LUUUITe fs Sc Gree a es tz uee a wtcae ee ee 
—primary, delivered to interconnected 
UUILTIES eee eee Gene is a Ce 45,46 
“RIM iprogtanmt < o 40:3. 0s See chee, eee is) 
eprumary demands 4.04. « seuq acme ce 8 ye 4,5,10 
=primary supplied... <)..5:.4 fo es «See Cae 45,10 
Sproguced 3: 1-4: ae eninet eeae Dae ok 43 
by hydro-electric generating stations...... 43-45 
by nuclear generating stations ...... 1,11,43,44 
by thermal-electric Units oases toes 43,44 
for commicrcial load: 2. Ww ov vee 46,47 
PP PYIIEC NASER, Sor BAG yk cate Gx aise nt Bes, 43,45 
Dy MEU 23. sos ae obi: Fondation ree te ae 46,47 
requirements 4... 52 eu as <se oee te ee 43 
OAC Sic. ce acicn iGckae Stal o Scaeye = SR ee ae eae 46,47 
average per customer 
PALIN SCIVICE fe ern Big a vee os en a 8&9 
BONSTIL SERVICE A a acter) Gas ee ee 89,90 
HAUIICID al SELVICE: oo. ora. 5.4 oso Oe eee 94 
TELAalleSelViCe seen a see seh cy Seen eee ae 89,90 
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